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FOREWORD 


This  publication  includes  the  individual  papers  of  DAMPING  '89  held 
8-10  February  1989,  West  Palm  Beach,  Florida.  The  Workshop  was  sponsored 
by  the  Air  Force  Wright  Aeronautical  Laboratories  through  the  Advanced 
Metallic  Structures  Advanced  Development  Program  Office  (AFWAL/FIBAA) . 

It  is  desired  to  transfer  vibration  damping  technology  in  a  timely 
manner  within  the  aerospace  community,  thereby,  stimulating  research, 
development  and  applications. 
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DAMPING  -  A  KEY  TO  MMLE,  FASTER,  FARTHER,  HIGHER 


Major  General  Thomas  R.  Ferguson,  Jr. 
Deputy  Chief  of  Staff  for  Technology 
and  Requirements  Planning 
Headquarters  Air  Force  Systems  Command 
Andrews  Air  Force  Base,  Maryland 


Vibration  Is  everywhere.  And  where  there  Is  vibration,  there  Is  damping. 
Most  often,  vibration  Is  bad  and  damping  Is  good.  There  are  exceptions, 
but  since  this  conference  Is  about  damping,  we  will  leave  the  undamplng 
crowd  to  their  own  devices. 

After  getting  my  primer  on  this  subject,  I  was  reminded  that  damping  Is  a 
complicated  subject.  In  simple  terms,  vibratory  response  can  lead  to 
cracked  structure,  defocused  optics,  or  other  types  of  degraded 
performance.  Historically,  the  damping  In  a  vibratory  system  has  been 
"take  what  you  get",  called  Intrinsic  damping.  Only  In  the  last  few  years 
has  damping  been  a  design  parameter.  So  let's  begin  with  a  scramble: 
start  the  engines... on  take  off,  light  the  burner.  In  my  flying 
experience  with  the  B-52,  It  was  be  sure  all  eight  were  running  and  start 
the  Hound-Dogs  on  the  roll. . .there's  a  lot  of  noise  coming  out  of  these 
engines.  During  take-off  roll,  there  are  two  paths  from  the  engine 
exhaust  noise  to  the  aft  structure:  one  Is  direct,  the  other  Is  reflected 
from  the  runway.  Take-off  Is  typically  the  highest  acoustic  environment 
the  structure  Is  exposed  to.  The  skin  panel  responds  to  sound  pressure 
level  as  does  a  microphone  and  It  vibrates.  It  can  vibrate  enough  to 
literally  crack  and  break.  The  skin  panel  also  re-radlates  the  sound  Into 
the  interior.  That's  called  "thru  transmission."  That's  also  the 
technical  term  for  being  able  to  hear  people  thru  the  motel  wall,  at  least 
the  motels  government  per  diem  can  afford  In  places  like  Boston  and 
Washington. 

That  aircraft  skin  panel  also  transmits  vibratory  energy  into  the 
substructure — the  stringers,  frames,  and  bulkheads.  So  Internal  equipment 
also  gets  hit  with  structural-bome  vibratory  energy  at  points  like 
mounting  brackets  and  with  acoustic  energy  on  their  covers.  Internal 
equipment  can  fail,  malfunction  or  degrade  to  lower  performance  levels. 

As  our  pilot  retracts  the  gear  and  accelerates,  the  dynamic  pressure 
Increases  and  the  turbulent  boundary  layer,  especially  behind 
protuberances,  can  create  very  high  sound  pressure  levels.  At  about  mach 
0.9,  the  oscillating  shocks  have  the  same  effect.  When  we  maneuver, 
especially  transonlcally ,  the  aeroacoustlc  levels  on  the  leading  and 
trailing  edges  (and  external  stores)  reach  high  levels.  When  we  open 
weapons  bay  doors,  the  open  cavity  acts  like  a  giant  whistle  and  the 
Internal  structure  and  stores  can  be  subjected  to  tones  of  extremely  large 
amplitude.  Since  we  fly  to  fight,  we  carry  weapons;  we  fly  at  ever-hlgher 
dynamic  pressures  and  maneuver  at  transonic  speeds  to  survive:  This  makes 
the  vlbroacoustlcs  problem  more  severe.  Today,  to  do  our  engineering 
right,  structures-and-vlbratlon-and-damplng-englneers  must  participate  In 
the  original  design  of  these  modem  flying  machines. 


AAA-1 


vibration  Is  also  no  longer  an  earthly  problem.  It  Is  becoming  a  design 
factor  In  satellites  as  well.  Launch  vlbroacoustlcs  typically  cause  the 
highest  vibration  levels  and  can  break  equipment.  There  are  also  more 
vibratory  disturbances  In  orbit  than  you  might  think.  There  are  always 
Imbalances  In  reaction  wheels,  momentum  wheels,  and  control  moment  gyros 
used  for  attitude  control.  Coolant  flow,  shifting  solar  arrays,  liquid 
slosh,  gravity  gradient,  particle  Impact,  to  n£UDe  Just  a  few,  are  all 
vibratory  disturbances  which,  just  for  example,  can  degrade  performance  of 
sensitive  optics. 

I  shouldn't  have  to  convince  this  audience — ^we  know  that  vibration  is 
everywhere.  Although  the  obvious  is  obvious  to  us,  let's  also  acknowledge 
that  damping  Is  a  highly  specialized  subject.  A  damping  engineer  Is  a 
specialist  because  he  must  first  be  a  vibration  engineer,  who  was  probably 
a  structures  engineer  to  start  with.  So,  right  off,  we  have  a  specialty 
within  a  specialty  within  a  specialty.  The  successful  damping  engineer 
must  know  more  than  damping.  He'd  better  know  systems  Integration  and  be 
very  conversant  about  the  operational  environment.  A  prime  example  of 
this  Is  the  highly  successful  "Damping  Wrap"  for  the  Inlet  guide  vanes  on 
the  engines  used  In  the  F-lllF  fighter.  So  many  cracks  were  forming  so 
quickly  that  the  Inlet  guide  vane  case  had  to  be  refurbished  after  TOO  few 
hours  of  service.  Air  coming  Into  the  engine  Is  turned  slightly  by  the 
Inlet  guide  vanes  to  get  best  performance  from  the  rotating  first  stage 
compressor.  The  IGV  case  consists  of  titanium  Inlet  guide  vanes  welded  to 
Inner  and  outer  rings.  Vibration  was  suspected  as  the  cause  of  the  cracks 
which  were  forming  In  the  heat  affected  zones  of  the  welds.  The  Intrinsic 
damping  was  extremely  low,  and  In  this  case,  the  dynamic  magnification 
factors  at  resonances  were  high.  Obviously,  the  stage  was  set  for  a 
damping  engineer  to  really  Impress  his  boss.  Adding  damping  to  the  inlet 
guide  vane  was  easy;  developing  a  satisfactory  damper  wrap  for  a  complex 
systems  operational  environment  was  not.  Sophisticated  bonding  technology 
was  used  so  that  the  damper  wrap  would  adhere  while  exposed  to  the  air 
flow.  The  wrap  had  to  be  thin  to  minimize  inlet  blockage  area,  since 
reduced  air  flow  would  affect  engine  performance.  Engine  stall 
characteristics,  anti-lclng  effectiveness,  erosion,  corrosion,  and 
durability  were  all  Investigated  and  proven  satisfactory.  The  point 
being... this  was  a  complex  Interdisciplinary  problem — solved  very 
successfully.  This  project  has  estimated  cost  avoidance  savings  to  the 
Air  Force  of  i50M.  Spin-off  damping  applications  In  similar  situations 
may  well  account  for  another  $200  million.  Other  very  recent 
demonstrations  of  vibration-caused  structural  failures  fixed  by  damping 
are  the  A-7  center  section  leading  edge  flap,  A-10  gun  bay  floor  and  side 
wall,  and  F-111  spoilers.  Once  again  the  logistics  Improvements  In  terms 
of  dollars  were  significant.  I  should  also  add  these  Improvements  lower 
the  heart  rate  for  our  malntalners. 
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For  the  most  part,  successful  damping  treatments  have  been  of  the  add-on 
variety.  The  hardware  has  been  designed  and  a  vibration  problem  rears  its 
ugly  head.  A  damping  treatment  is  designed  and  "added  to”  existing 
structure.  Once  the  hardware  exists,  add-on  damping  may  be  an  extremely 
cost  effective  solution.  But  It's  better  to  avoid  the  problem  altogether 
and  that  can  be  done  with  Integral  damping.  Commercial  examples  are 
laminated  valve  covers,  oil  pans,  and  timing  gear  covers  used  In 
automobile  and  diesel  engines. 

Integral  damping  Is  also  the  key  to  longer  life,  more  durable  aircraft 
structure.  The  objective  Is  Increased  sortie  generation  rate  and  reduced 
maintenance  cost.  Since  we  often  learn  more  from  our  failures,  there's  no 
shame  to  admit  there  have  been  many  unsuccessful  attempts  to  design 
damping  solutions.  I'm  told  you  don't  have  to  be  In  this  business  very 
long  to  have  been  bit.  In  fact,  you  don't  earn  your  damping  wings  until 
you've  been  humbled  more  than  once.  I  don't  want  to  focus  on  this  aspect, 
but  during  breaks  and  at  social  opportunities  It  also  pays  to  discuss  the 
failures  as  well  as  the  successes. 

DAMPING  '89  is  put  together  to  detail  the  state  of  the  art,  but  the 
keynote  role  allows  me  latitude  to  summarize.  A  baseline  of  damping 
materials  and  manufacturing  processes  Is  established.  We  can  measure 
properties  of  materials  fairly  well.  Data  banks  on  damping  materials  are 
also  established.  You  can  analyze  simply  supported  beams  In  closed  form 
and  can  perform  finite  element  analysis  of  damped  structure  to  predict 
modal  frequencies  and  damping  limits.  You  can  experimentally  measure  the 
modal  frequencies  and  damping  of  structure.  There  are  a  growing  number  of 
successful  add-on  and  Integral  damping  applications  and  you  have 
quantified  these  successes  In  terms,  pay-off  terms,  that  management 
understands.  Damping,  In  fact,  is  a  hot,  new  tool  In  the  engineer's  kit 
bag.  But  It's  good  not  to  believe  as  the  song  goes  ”0h  Lord  It's  hard  to 
be  humble  when  you're  perfect  in  every  way.”  What  we  already  know  Is  just 
a  glimpse  of  the  future.  There  Is  still  great  opportunity.  Therefore, 
It's  important  to  make  good  Investment  decisions  as  we  plan  the  future. 

As  In  most  technical  disciplines,  the  explosion  In  computational  power, 
coupled  with  advancements  In  damping  technology,  can  greatly  accelerate 
our  knowledge.  Better  dynamic  test  techniques  are  needed;  a  greater  range 
of  materials  properties  should  be  measured  and  catalogued:  and  extensions 
to  analytical  methods  would  really  expand  the  range  of  applications.  With 
these  wishes  met,  let's  peer  In  the  not  too  distant  future  and  I'll  make 
some  predictions: 

0  Measurement  of  the  dynamic  mechanical  properties  of  viscoelastic 

damping  materials  will  be  more  accurate,  more  efficient,  and  have  less 
scatter. 

o  Existing  materials  will  be  screened  for  toxicity,  flammability, 

outgasslng,  corrosion,  long-term  environmental  stability  and  others. 
These  are  properties  which  are  mandatory  for  system  application. 
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o  A  fully  computerized  data  clearing  center  will  exist  soon. 

o  Wlde-temperature  range  and  low-temperature  damping  materials  will  be 
developed. 

o  Approximate  closed  form  analysis  methods  will  come  Into  use  for 

structures  like  thin  plates  and  shells,  brackets,  pipes  and  tubing. 

o  Approximate  finite  element  analysis  models  will  be  developed  as 
preliminary  design  tools  for  damped  structures  such  as  satellite 
equipment  support  structures. 

o  Computer  aided  design  will  yield  optimum  solutions  by  interacting 
finite  element  analysis  of  damped  structure  with  a  data  base  of 
damping  materials. 

o  Most  aircraft  sheet  metal  will  be  laminated,  ditto  for  automobiles  and 
household  appliances. 

o  Interest  In  damped  composite  structural  materials  will  rise. 

o  Housings  and  circuit  boards  of  avionics  equipment  will  be  damped. 

o  Logistics  imperatives — maintainability  and  reliability — will  dictate 
much  more  use  of  damping. 

o  And,  some  of  you  who  think  you'll  be  millionaires  exploiting  these 
opportunities  will  probably  go  bankrupt  because  of  Murphy.  So, 
maximize  the  opportunity  this  conference  offers. 

o  Learn!! 

o  Go  home  and  apply  the  technology:  Be  passionate. . .become  zealots  for 
your  work  and  the  opportunity  It  presents. 

o  Share  your  successes  and  failures  with  as  wide  a  technical  community 
as  possible. 

o  Think  of  yourselves  as  a  team:  Academia  and  practitioners  In 

commercial  and  military  applications.  All  must  play  their  roles  to 
see  the  most  Intelligent  and  widespread  use  of  this  technology. 

I  want  to  conclude  with  some  non-damping  thougihts.  My  boss,  the  AFSC 
Commander,  General  Randolph,  just  gave  a  talk  at  the  AF  Association's 
Tactical  Air  Warfare  Symposium.  He  ok'd  my  use  of  some  of  his  remarks 
because  the  message  Is  so  Important  for  all  of  us.  That  message  Is  about 
total  quality  management. 


AAA-4 


In  the  book,  "A  Passion  for  Excellence,"  Peters  and  Austin  recall  the 
management  style  of  General  Electric's  aircraft  engine  pioneer,  Gerhard 
Neumann  when  he  worked  with  Claire  Chennault's  World  War  II  Flying 
Tigers.  Neumann  wanted  make  sure  his  maintenance  people  fixed  aircraft 
engines  right... the  first  time.  So  each  day  he  used  to  ask  a  few  of  his 
squadron  mechanics  to  "volunteer”  to  test  fly  In  the  Single-Seat  fighter 
they'd  just  repaired.  The  pilot  would  sit  on  the  crew  chief's  lap,  and 
neither  could  sit  on  a  parachute  because  the  cockpit  wasn't  big  enough. 

Well,  Improvements  In  workmanship  were  dramatic!  In  his  book,  "Herman  the 
German,"  Neumann  writes  that  each  night,  "Way  past  dinnertime,  the 
airfield  looked  as  If  It  were  Invaded  by  glowworms;  the  twinkling  came 
from  flashlights  mechanics  used  to  check — once  more — the  tightness  of 
pipes  or  connections  they  had  made  In  case  Neumann  ml^t  suggest  that  they 
'Volunteer*  to  ride  In  their  planes  the  next  day." — Now  there's  a  guy  who 
knew  how  to  motivate  quality.  TQM's  an  overdue  sign  of  a  national  quality 
revolution.  It's  a  buzzword  you  see  In  commercials,  hear  at  symposiums, 
and  notice  In  bookstores.  But  don't  just  dismiss  TQM  as  yet  another 
acronym  that  will  die  off.  As  a  term,  TQM  might  well  change  over  time. 
However,  as  a  philosophy  TQM  will  last,  as  more  companies  and  managers 
come  to  understand  what  continuous  quality  Improvement  means  and  what  It 
can  do.  Affordable  price  tags,  fair  profits  and  high  product  quality  will 
prove  TQM's  merits  long  after  the  trendiness  of  the  buzzword  disappears. 

It  offers  opportunities  for  every  person  Involved  In  research, 
devclcpmfc.it,  test,  production  and  operations. 

TQM— Is  BETTER  QUALITY  AT  LOWER  COST.  It's  the  prerequisite  to  good 
performance,  AFSC's  senior  people  have  been  through  training  seminars 
with  W.  Edwards  Demlng,  one  of  the  best-known  quality  leaders  In  the 
world.  Demlng 's  philosophy  Is  that  85  percent  of  quality  problems  are 
caused  by  the  system;  just  15  percent  are  caused  by  people.  Just  to  be 
sure  we're  communicating — you're  likely  to  be  part  of  the  85  percent!  If 
the  products  of  U.S.  Industry  are  not  well  liked,  loved ,  by  the  customer, 
you  are  Involved  because  you're  that  85  percent  of  the  system  that 
deslgns-ln-problems  the  manufacturing  work  force  can't  correct. 

General  Randolph  was  challenged  about  his  Intensity  on  this  subject  of 
total  quality  management.  The  person  said  It  sounds  as  If  quality  Issues 
are  a  matter  of  life  and  death.  He  said  no,  they're  much  more  Important 
than  that.  Think  about  these  statistics: 

If  the  U.S.  had  service  suppliers  who  did  their  jobs  right  99.9  percent  of 
the  time,  there  would  still  be: 

-  20,000  wrong  prescriptions  filled  each  year; 

-  Unsafe  drinking  water  almost  one  hour  each  month; 

-  2  long  or  short  airplane  landings  a  day  (That's  an  accident)  at  Los 
Angeles  and  New  York; 
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And  2000  lost  articles  of  mall  per  hour  every  day. 


-  In  the  defease  arena,  given  1  million  grenades,  you  would  have  999 
duds — and  1  will  go  off  in  "0"  seconds. 

Where  is  your  quality  meter  set? 

General  Randolph  closed  his  talk  with  this  story  President  Kennedy  would 
tell  and  I'll  do  the  same.  It's  about  a  retired  French  General  whose 
hobby  was  gardening.  He  was  a  very  cultured  man  with  a  deep  sense  of 
history.  On  his  80th  birthday  he  bought  a  small  shrub  and  Instructed  his 
gardener  to  plant  It  in  the  garden. 

"But,  Sir,"  the  gardener  protested,  "that  plant  won't  flower  for  a  hundred 
years  I"  "Then  by  all  means,"  the  General  said,  "plant  It  now." 

The  total  quality  we  plant  in  our  work  today  is  FREEDOM  FOR  TOMORROW.  We 
need  to  plant  more  flowers. 
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INTERACTIVE  CHARACTERIZATION 
AND  DATABASE  STORAGE 
OF  COMPLEX  MODULUS  DATA 


Bryce  L.  Fowler 
CSA  Engineering,  Inc. 
Palo  Alto,  California 


ABSTRACT 

Test  data  for  viscoelastic  damping  materials  often  do  not  provide  thorough  cover¬ 
age  of  temperature  and  frequency.  A  methodology  for  processing  damping  material 
complex  modulus  data  and  presenting  it  in  a  manner  that  is  meaningful  to  the 
damping  designer  is  discussed.  The  use  of  a  computer  program  for  characterization 
of  complex  modulus  data  is  described.  A  database  program  for  storage  and  retrieval 
of  characterized  complex  modulus  data  is  ^llso  described. 
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1.  Introduction 


Successful  design  of  passive  damping  treatments  using  viscoelastic  materials  (VEM’s) 
such  as  elastomers  depends  upon  several  factors.  One  important  factor  is  accurate 
knowledge  of  the  sensitivity  of  VEM  properties  to  variations  in  temperature  eind 
frequency.  Since  it  is  impossible  to  test  a  viscoelastic  material  at  every  combina¬ 
tion  of  temperature  and  frequency,  the  material  is  tested  at  discrete  temperatures 
and  frequencies  and  a  mathematical  relationship  is  developed  that  characterizes  the 
material  at  all  other  combinations  of  temperature  and  frequency.  This  process  is 
referred  to  as  characterization. 

The  equations  used  in  characterization  eire  all  of  a  parametric  nature,  often  easily 
represented  on  computers.  The  hard  part  of  characterization  is  to  correctly  choose 
the  equation  parameters  so  that  they  accurately  represent  the  VEM’s.  Interactive 
computer  graphics  have  greatly  improved  the  process  of  choosing  aind  adjusting  the 
correct  parametric  values. 

As  the  body  of  characterized  viscoelastic  material  data  grows,  the  need  for  a 
centralized  VEM  database  becomes  increasingly  important.  Computers  may  again 
be  used  to  allow  damping  designers  and  fabricators  access  to  a  database  of  VEM 
information  based  on  the  characterization  parameters  and  material  properties. 

This  paper  provides  a  methodology  for  obtaining  initial  parameter  values  to 
represent  analytically  the  complex  modulus  of  VEM’s  and  describes  computer  pro¬ 
grams  used  for  VEM  characterization  emd  for  database  storage  and  retrieval. 

2.  Complex  Modulus  Theory 


For  infinitesimal  strain  amd  rate  of  straun,  the  time-dependent  stress-strain  relations 
for  a  viscoelastic  material  can  be  described  by  hneair  differential  equations  with 
constant  coefficients.  This  lineair  behavior  requires 


dlog  Gm 

dlog^H 

dlogGf 

transition 

trar^Uian 

tranntion  ^ 

and 

where 

Gm 

Gr 

Gi 

rj 

/h 


^  tt/? 
'Hmax  —  tan  2 


magnitude  of  the  complex  modulus 
real  (storage)  part  of  the  complex  modulus 
imaginary  (loss)  part  of  the  complex  modulus 
Gi/Gr  (also  known  as  the  loss  factor  or  tan  6) 
reduced  frequency  =  fiOLT  (Tj) 


(1) 

(2) 
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fi  =  experimental  frequency 
Tj  =  experimental  temperature 
ax  =  temperature  shift  function 


It  has  been  shown  by  Rogers  that  a  solution  to  this  requirement  is  given  by  the 
fractional  complex  modulus  equation^ 


G*  (/«) 


Gf  +  GgZ^ 
1  +  2^ 


(3) 


where 


2  =  jfRfflh 

The  parameters,  G*,  Gg,  and  as  well  ais  parameters  for  qj  must  be  found 
such  that  the  curve  described  by  Eq.  3  fits  the  data  within  the  error  bounds  of  the 
material  test.  Initial  values  for  the  parameters  are  first  determined  graphically  cind 
then  are  iterated  and  regressed  for  the  best  mathematical  fit. 

3.  Initial  Parameters 


Values  for  G*  zmd  Gg  may  be  obtained  directly  by  drawing  a  plot  of  77  versus  Gjvf, 
as  shown  in  Figure  1.  Note,  this  plot  is  a  useful  indicator  of  data  quality  in  that 
resonance  and  other  qualitative  errors  such  eis  broken  fixturing  will  appear  as  data 
points  that  do  not  follow  the  overall  inverted  “U”  shape  from  Gg  to  Gg  (Figure  2). 
To  evaluate  0,  the  equation 


^mox 


where 


(4) 


is  derived  from  Eq.  3.  A  value  for  T]max  is  obtained  from  the  plot  in  Figure  1.  0  is 
then  calculated  iteratively.  The  transition  region  is  defined  by  choosing  an  rjc^toff 
vadue  from  the  plot  in  Figure  1.  The  use  of  •n^ooff  to  define  the  transition  region  is 
shown  in  Figure  3. 


4.  Temperature  Shift  Function 

Historically,  the  WLF  equation  has  been  used  to  define  07-.^  This  has  not  been  able 
to  shift  zdl  viscoelastic  material  data  correctly  outside  the  transition,  however.  A 
new  approach  is  to  use  a  spline  fit  of  the  slopes  of  ax  for  a  relatively  smsdl  number 
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Figure  3.  Transition  region  defined 


of  equally-spaced  temperature  points  (e.g.,  5  points)  to  define  ay.  The  reference 
temper  ,ure,  Tz,  is  obtained  by  fitting  a  quadratic  function  through  the  data  points 
of  log  77  versus  T,  solving  for  zero  slope,  and  rovmding  to  the  nearest  evenly-spaced 
temperature  point. 


Initial  values  for  the  reference  slope,  S^zt  and  are  obtained  by  solving  Eq.  3 
for  ot/Zro 


aT(Ti) 

fUti 


jfi 


G\  -  Ge 


G'®  -  G* 


(5) 


Since  Eq.  5  is  valid  in  the  transition  region,  a  quadratic  is  fit  through  the  data  points 
defined  within  the  treinsition  by  77  >  77^^//  for  arf  fpo  as  a  function  of  temperature. 
Using  Ox  =  1.0  at  Tz,  /ro  is  obtained  from  the  reciprocal  of  the  quadratic  at  Tz- 
Saz  is  obtained  as  the  slope  of  the  quadratic  at  Tz  multiplied  by  the  initial  /rq. 

A  modified  version  of  the  WLF  equation  is  then  used 


log  Ox  = 


Saz{T-Tz){Tz-T^) 

(T  -  T^) 


(6) 


with  Too  set  equed  to  10.0  to  generate  initial  values  of  slope  at  all  the  other  temperature- 
slope  points. 

FinsJly,  Ox  is  calculated  as  the  integral  if  the  spline  of  the  slopes  where  the 
constwt  of  integration  is  given  by  the  ax  =  1-0  at  Tz  relationship. 
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The  accuracy  of  the  aj  parameters  is  checked  by  looking  at  a  plot  of  the  complex 
modulus  data  versus  the  reduced  frequency.  The  pareimeters  must  be  adjusted 
iteratively  to  remove  any  isotherm  “shingles.” 


5.  Complex  Modulus 


Improvements  to  Eq.  3  which  add  adjustment  factors  to  account  for  non-linearity 
have  been  offered  by  Bagley,  Rogers,  Nashif,  and  others.^  ^  ®  All  equations  work  for 
some  damping  materials.  None  can  adequately  fit  all  sets  of  VEM  data.  Present 
methods  use  a  piecemeal  approach.  An  equation  that  has  successfully  fit  the  type 
of  material  of  interest  in  the  past  or  that  is  the  most  general  is  used  and  parameters 
are  adjusted  using  regression  and  trial-and-error  to  get  the  best  fit.  K  the  best  fit 
is  not  adequate,  a  different  equation  is  tried.  This  approach  has  been  implemented 
on  a  computer  with  nine  different  complex  modulus  equations  available.® 

Initial  estimates  of  parameters  vary  for  each  model.  For  example,  if  the  series 
fractional  Maxwell  equation,  given  by 


G*  =  Ge  -h 


n 

E 
k  = 


Gk 

^  l-f-  Zk-^k  4-  AkZk-fX'  ’ 


(7) 


where 


Ge  <  Gfc  <  Gg 

Pk 


(stepping  logarithmically) 

=  slope  of  storage  modulus  corresponding  to  G* 
=  pole  multiplier 
=  pole  exponent 


is  chosen.  (3^  is  set  equal  to  the  previously  calculated  /?,  Afc  is  the  slope  of  the  glassy 
intercept  with  the  abscissa  on  a  Cole-Cole  plot  (i.e.  Gi  versus  Gr),  and  pk  is  set  to 
0.1  for  all  k7 


6.  Graphical  Presentation 

Jones  and,  more  recently,  Jones  and  Rao  have  developed  methods  to  present  com¬ 
plex  modulus  data  graphically.®®  These  are  the  reduced-temperature  nomogram 
(also  known  as  the  international  plot)  and  inverted  “U”  plot  respectively  (Figtires  4 
and  5). 

The  international  plot  consists  of  the  real  and  imaginary  moduli  displayed  log¬ 
arithmically  in  megaPascals  (MPa)  on  the  left  vertical  axis  along  with  the  dimen¬ 
sionless  loss  factor.  The  horizontal  scale  is  the  reduced  frequency  defined  in  Eq.  3. 
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The  right  vertical  axis  is  cyclic  frequency  displayed  logarithmically  in  hertz  (Hz). 
Lines  of  constant  temperature  are  superimposed  on  the  plot  from  the  relationship 

log  Ir  =  log  fi  +  log  ar  (Ti )  (8) 

These  isotherm  lines  are  usually  calculated  for  steps  of  five  degrees  Kelvin  and 
range  from  Tl  to  Th  to  preclude  extrapolation  of  temperature  for  which  viscoelastic 
materials  are  highly  sensitive.  The  range  of  experimental  frequency  is  indicated  by 
the  solid  region  of  the  isotherm  lines.  In  the  area  of  extrapolated  frequency,  the 
isotherms  are  dashed.  The  use  of  the  international  plot  to  read  interpolated  values 
of  modulus  and  loss  factor  is  demonstrated  in  Figure  4.  To  get  modulus  and  loss 
factor  values  corresponding  to  100  Hz  and  300°K,  one  reads  the  100  Hz  frequency 
on  the  right-hcind  scale  and  proceeds  horizontally  to  the  300°K  temperature  hne. 
Then  proceed  vertically  to  intersect  the  curves  along  a  hne  of  reduced  frequency. 
Finally,  proceed  horizontally  from  these  intersections  to  the  left-hand  sccde  to  read 
the  values  of  54  MPa  for  the  real  modulus,  39  MPa  for  the  imaginary  modulus,  and 
0.73  for  the  loss  factor. 

The  inverted  “U”  plot  utihzes  similar  methodology,  but  removes  the  reduced 
frequency  scaJe  and  directly  superimposes  constant  temperature  Hnes  onto  a  plot 
of  loss  factor  versus  the  real  part  of  the  complex  modulus.  Cychc  frequency  is  still 
displayed  on  the  right-hand  axis.  To  follow  the  same  example  as  above,  start  at  the 
100  Hz  frequency  value  on  the  right-hand  scale  and  move  horizontally  to  the  300°  K 
temperature  line.  Drop  vertically  downward  to  read  54  MPa  off  the  horizontal  axis 
for  the  real  modulus,  and  proceed  upward  to  the  curve  and  then  horizontally  to 
read  0.73  off  the  left-hand  vertical  scale  for  the  loss  factor. 

Other  plots  of  interest  include 

1.  log  Or,  d  log  ay/dT,  and  the  apparent  activation  energy  versus  temperature 

2.  log  fi  versus  temperature 

3.  read  and  imaginary  components  of  G*,  and  t]  versus  temperature 

7.  VEM  Database 

A  VEM  database  program  has  been  written  to  store  and  retrieve  characterized 
viscoelastic  material  data.'°  It  uses  the  characterization  equations  and  parameters 
to  interpolate  modulus  and  loss  factor  values  to  match  design  criteria.  The  focus 
of  the  first  page.  Search  Specifiers  (Figure  6),  is  toward  finding  materials  using 
frequency,  temperature,  modulus  range,  and  loss  factor  range.  Up  to  three  different 
search  points  using  these  property  specifiers  may  be  used.  The  search  temperature 
may  be  in  units  of  Fahrenheit,  Hankine,  Centigrade,  or  Kelvin.  The  search  modulus 
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Figure  6.  Search  Specifiers  page 

range  values  may  be  in  units  of  pounds  per  square  inch  (psi)  or  megapascals.  All 
units,  however,  must  be  in  the  same  measurement  system  -  English  or  SI.  The 
program  will  also  find  materials  based  on  their  names,  manufacturers,  material 
types,  and  availability  in  the  Librarian  page. 

Reports  are  generated  on  request  when  one  or  more  materials  in  the  database 
file  fall  within  the  range  of  at  least  one  search  point.  All  materials  that  meet  that 
criteria  are  flagged  for  inclusion  into  a  report.  Once  a  report  is  generated,  it  may  be 
sent  to  either  the  computer  screen  or  a  hardcopy  device.  Different  fields  may  be  set 
to  define  the  form  of  the  report.  Output  is  in  the  form  of  text  data  and  information, 
the  international  and  inverted  “U”  plots,  and  constant  temperature  and  constsuit 
frequency  plots.  Figures  7  and  8  are  examples  of  the  output  from  the  database. 


8.  Observations 

Most  viscoelastic  materials  data  are  for  engineering  applications  and  justifiably 
do  not  provide  scientific  coverage  of  temperature  and  frequency.  The  challenge 
is  to  malce  the  data  useful  to  the  damping  designer  and  simultaneously  indicate 
limitations. 
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Figure  7.  VEM  database  output 
Text  data  and  the  International  plot 
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Figure  8.  VE^  database  output  (continued) 
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Using  the  methodology  and  graphical  presentation  outUned  in  this  paper,  this 
challenge  can  be  mostly  met.  Care  must  always  be  taken,  however,  when  using 
the  various  accepted  equations  to  insure  that  an  appropriate  representation  of  the 
complex  modulus  has  been  chosen.  Errors  of  several  orders  of  magnitude  are  still 
too  easily  introduced  when  the  wrong  parameters  and/or  the  wrong  equations  are 
used. 

The  need  for  good  characterization  has  always  been  present.  With  advances  in 
damping  design  tools  the  need  has  become  even  more  critical.  As  a  design  tool,  the 
VEM  database  must  have  accurately  characterized  materials  to  be  useful.  Work 
must  still  be  done  to  improve  the  equations  used  to  characterize  viscoelastic  mate¬ 
rials  so  that  they  will  accurately  characterize  all  damping  materials. 


References 

1.  Rogers,  L.  C.,  “Operators  and  FVactional  Derivatives  for  Viscoelastic  Consti¬ 
tutive  Equations,”  J.  Rheology,  27(4),  pp  351-372,  1983. 

2.  Ferry,  J.  D.,  Viscoelastic  Properties  of  Polymers^  John  Wiley  and  Sons, 
3rd  ed.,  1980. 

3.  Bagley,  R.  L.,  “Applications  of  Generalized  Derivatives  to  Viscoelasticity,”  AF 
Materials  Lab  TR-79-4103,  November  1979,  (Available  from  Defense  Technical 
Information  Center  as  ADA  081131.) 

4.  Rogers,  L.  C.,  “DAMPING:  On  Modeling  Viscoelastic  Behavior,”  Shock  eind 
Vibration  Bulletin,  No.  51,  1981. 

5.  Ncishif,  A.  D.,  Jones,  D.  I.  G.,  Henderson,  J.  P.,  Vibration  Damping^  John 
Wiley  and  Sons,  1985, 

6.  Fowler,  B.  L.,  “Interactive  Viscoelastic  Material  Properties  Program,”  CSA 
Engineering  Report  No.  88-05-02,  May  1988. 

7.  Cole,  K.  S.  and  Cole,  R.  H.,  J.  Chem.  Phys.,  9,  341-351,  (1941). 

8.  Jones,  D.  I.  G.,  “A  Reduced-Temperature  Nomogram  for  ChEiracterization  of 
Damping  Material  Behavior,”  48th  Shock  and  Vibration  Symposium,  October 
1977. 

9.  Jones,  D.  I.  G.  and  Rao,  D.  K.,  “A  New  Method  for  Representing  Damping 
Materizu  Properties,”  ASME  Vibrations  Conference,  Boston  MA,  September 
1987. 

10.  Fowler,  B.  L.,  “Viscoelastic  Materials  Database  User’s  Manual,”  CSA  Engi¬ 
neering  Report  No.  88-05-01,  May  1988. 


FAA-12 


COMPARISON  OF  COMPLEX  MODULUS  DATA 
GENERATED  BY  THREE  DIFFERENT  MEASUREMENT  TECHNIQUES 

By 

Michael  L.  Drake  and  Anil  Sircar 
University  of  Dayton  Research  Institute 
Dayton,  OH  45469 
(513)  229-2644 


INTRODUCTION 


There  are  many  different  test  instruments  which  can  determine  the 
complex  modulus  properties  of  materials,  and  there  are  numerous  ways  that 
these  complex  data  can  be  displayed  on  a  reduced  frequency  nomogram  (RFN). 
This  paper  will  present  the  complex  modulus  properties  of  Dyad  609  which  is  a 
commercially  available  copolymer  marketed  by  the  Soundcoat  Company  and  a 
highly  loaded  UDRI  formulation  of  Vinac  B-100.  Vinac  B-lOO  is  a  polyvinyl 
acetate  material  marketed  by  Air  Products. 


The  three  complex  modulus  test  instruments  evaluated  were  the  ASTM  E- 
756  BEAM  Test  system,  the  Polymer  Laboratories  DMTA  machine,  and  the 
Rheometrics  RSA  II.  Table  1  presents  the  basic  temperature  and  frequency 
ranges  over  which  each  of  these  test  instruments  operate  and  the  specimens 
which  are  typically  used. 

There  were  three  different  forms  of  the  shift  factor  (a-r)  used  to 
develop  the  complex  modulus  data  display  on  a  RFN.  The  equations  used  were: 


(1)  the  WLF  equation  [1] 

,  C,{T-T„) 

'“9  “T  • 

where  Cj  =  12  and  C2  =  525 


(2)  an  Arrhenius  equation  [2] 

^A 

’“9  ®T  ■  T  ■ 
and 

(3)  a  quadratic  in  |  where  [3] 

log  -  (a({  -  ^)+2.303(fj  -  b)log  '  ^AZ^^'^z* 

The  complex  modulus  data  obtained  from  each  test  and  the  effects  of 
the  various  aj  equations  are  presented  in  the  following  paragraphs. 
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DYAD  609 


The  Dyad  609  RFN  from  the  BEAM  test  is  given  in  Figure  1.  There  are 
51  complex  data  points  plotted.  The  temperature  range  for  the  test  was  -50F 
to  246°F  and  the  frequency  range  was  260  Hz  to  3400  Hz.  A  free  layer  test 
specimen  was  used  to  determine  the  glassy  modulus  data  and  a  sandwich  test 
specimen  was  used  to  determine  the  transition  and  rubbery  modulus  data.  The 
WLF  form  of  a-,  was  used  to  generate  Figure  1  and  the  Tq  value  was  chosen  to 
be  2400F.  ' 

Figure  2  displays  the  52-73  committee  suggested  inverted  U  plot  of 
material  loss  factor  versus  magnitude  Young's  modulus.  The  switch  from  the 
free  layer  to  sandwich  test  specimen  data  occurs  near  10^  PSI.  The  inverted 
U  plot  indicates  that  there  is  some  scatter  in  the  BEAM  data;  however, 
overall  the  data  appears  to  be  acceptable. 

The  Dyad  609  DMTA  results  are  given  in  Figure  3  (RFN)  and  Figure  4 
(inverted  U).  There  are  211  complex  modulus  data  points  which  cover  the 
temperature  range  of  79‘’F  to  212°F  and  a  frequency  range  of  0.3  Hz  to  30  Hz. 

A  bending  test  specimen  was  used  for  the  DMTA  test.  The  WLF  a-j-  with  a  Tq  of 
356°F  was  used  to  generate  Figure  3.  Figure  4  illustrates  very  little 
scatter  in  the  DMTA  data. 

The  RSA  II  test  results  are  given  in  Figure  5  (RFN)  and  Figure  6 
(inverted  U).  There  are  112  complex  data  sets  plotted.  These  data  cover  the 
temperature  from  -20°F  to  110°F  and  a  frequency  from  0.1  Hz  to  15  Hz.  A 
bending  specimen  was  used  in  the  RSA  II  test.  The  WLF  Oj  with  Tq  =  356°F  was 
used  to  generate  Figure  5.  Figure  6  illustrates  the  value  of  the  inverted  U 
plot.  In  Figure  6  it  is  obvious  that  the  data  near  and  above  a  modulus  of 
10*  PSI  is  inaccurate.  This  problem  developed  from  the  geometry  of  the 
bending  specimen  used.  To  collect  accurate  data  into  the  transition  region 
through  the  rubbery  region,  a  different  geometry  of  bending  specimen  and  a 
shear  specimen  would  be  required. 

The  reduced  frequency  data  for  all  three  tests  appears,  if  viewed 
individually,  to  be  a  reasonable  representation  of  the  material  properties. 
Table  2  presents  a  comparison  of  the  nomogram  data  presented  in  Figures  1,  3, 
and  5.  This  table  illustrates  the  significant  difference  in  the  three  data 
sets. 


In  the  WLF  Oj  equation,  the  value  of  the  constants  Cj  and  Cj  were 
derived  from  the  comparison  of  a  large  number  of  high  frequency  damping 
property  tests.  This  is  probably  the  reason  that  the  Tq  for  the  BEAM  data  is 
so  different  from  the  To  of  the  DMTA  and  RSA  II. 

The  value  of  the  maximum  material  loss  factor  compares  well  for  the 
BEAM  and  DMTA  tests,  however,  the  temperature  at  which  the  peak  occurs  is 
different  by  14°F  at  100  Hz.  The  temperature  difference  leads  to  the  large 
variation  in  the  modulus  at  peak  damping  determined  by  each  test.  Generally, 
at  temperatures  below  peak  damping,  the  BEAM  data  indicated  a  high  modulus 
while  at  temperature  above  peak  damping,  the  BEAM  data  indicated  a  lower 
modulus. 
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Figure  7  presents  all  three  complex  modulus  data  sets  on  the  inverted 
U  plot.  The  RSA  II  and  DMTA  data  match  quite  closely  up  to  the  point  where 
the  RSA  II  data  becomes  unstable.  The  BEAM  test  data  demonstrates  a  shift  to 
higher  modulus  values  across  the  range. 

Figure  8  presents  all  three  data  sets  on  a  RFN  with  Tq  =  240°F.  This 
To  is  obviously  inappropriate  for  the  DMTA  and  RSA  II  data.  Figure  9 
presents  the  same  data  with  Tq  =  356°F.  The  BEAM  and  DMTA  loss  factor  data 
collapse  to  the  same  curve.  However,  the  modulus  trend  illustrated  in  Table 
2  has  changed  in  that  the  BEAM  data  now  exhibits  a  higher  modulus  value 
across  the  entire  range.  This  change  in  data  comparison  led  to  the 
investigation  of  other  Oj  equations. 

Figure  10  presents  the  Dyad  609  data  sets  on  a  reduced  frequency  plot 
where  a-r  is  equation  Number  2.  The  loss  factor  trend  and  the  modulus  trend 
is  the  iame  as  seen  with  the  high  value  of  Tq  in  the  WLFa-p  RFN  (Figure  9). 

The  current  S2-73  draft  standard  uses  the  Oj  equation  Number  3.  The 
BEAM  and  DMTA  data  were  characterized  using  the  S2-73  procedure.  The  BEAM 
data  RFN  in  S2-73  draft  standard  form  is  presented  in  Figure  11;  while  the 
DMTA  data  RFN  is  presented  in  Figure  12.  Again,  both  data  sets  when  viewed 
independently  appear  to  be  reasonable  characterizations  of  the  damping 
material . 

Table  3  compares  the  S2-73  characterization  of  the  BEAM  and  DMTA  data 
sets.  The  S2-73  characterization  is  conservative  on  the  value  of  peak 
damping  when  compared  to  the  other  two  methods;  however,  the  tendency  of  the 
BEAM  data  to  have  a  slightly  lower  temperature  of  peak  damping  at  a  given 
frequency  is  consistent  with  the  previous  characterization  methods.  The 
discerning  thing  in  Table  3  is  the  modulus  trend  illustrated.  In  Table  3  it 
can  be  seen  that  the  beam  characterization  has  a  lower  modulus  value  across 
the  board  than  the  DMTA  characterization. 

Table  4  summarizes  the  variation  in  the  complex  modulus  data  at  the 
peak  loss  factor  between  the  four  different  ttj  equations  evaluated.  The  data 
in  Table  4  combined  with  the  data  presented  eirlier  in  Figure  7  do  make 
definite  statements. 

First,  from  Table  4,  there  can  be  a  significant  variation  in  the 
complex  modulus  properties  depending  upon  the  characterization  method  used. 
This  fact  by  itself  is  extremely  concerning  to  the  design  engineer  who 
intends  to  use  complex  modulus  data  to  design  damped  systems. 

Secondly,  from  Figure  7,  different  test  methods  can  produce  different 
complex  modulus  data.  The  plot  of  loss  factor  versus  modulus,  as  shown  in 
Figure  7,  is  independent  of  frequency,  temperature  and  Oj.  The  fact  that 
there  is  variation  between  the  test  data  in  Figure  7  states  simply  that  there 
are  differences  in  the  three  sets  of  test  results.  These  differences  are 
generated  by  the  inherent  error  in  each  test  and  the  unaccounted  for 
nonlinear  frequency  effect  in  a  non-thermal -rheologically  simple  material. 
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VINAC  B-IOO 


A  formulation  of  Vinac  B-lOO  with  a  high  level  of  mica  filler  was 
also  evaluated  by  the  BEAM,  RSA  II,  and  DMTA  test  methods. 

Figure  13  and  Figure  14  present  the  BEAM  test  results  in  RFN  form  and 
the  inverted  U  plot  respectively.  Although  there  is  scatter  on  the  inverted 
U  plot,  the  data  appear  to  be  reasonable  representation  of  the  complex 
modulus  data  for  mica  loaded  B-100. 

The  BEAM  test  complex  modulus  data  set  consists  of  41  complex  points. 
A  sandwich  test  specimen  was  used  to  generate  the  data.  The  temperature 
range  was  72  to  270°F,  while  the  frequency  range  was  240  to  4660  Hz.  The  WLF 
form  of  with  a  Tq  =  200°F  was  used  to  generate  Figure  13.  It  should  be 
noted  that  the  glassy  modulus  is  above  lO^psi;  therefore,  since  the  complex 
modulus  data  was  collected  from  a  sandwich  test,  the  upper  transition  and 
glassy  modulus  data  are  inaccurate.  Without  the  knowledge  of  the  type  or 
types  of  test  specimens  used,  the  engineer  cannot  judge  the  true  accuracy  of 
complex  modulus  data.  Close  scrutiny  of  the  data  often  will  not  reveal 
inaccuracies  resulting  from  inappropriate  test  specimens  as  can  be  seen  in 
this  example.  This  is  true  regardless  of  the  test  system  used. 

Figures  15  and  16  present  the  RFN  and  the  inverted  U  plot  for  the 

DMTA  test  results  of  B-100.  There  are  160  complex  data  points  in  Figure  15 
which  were  collected  over  the  temperature  range  from  86  to  185°F  and  a 
frequency  range  of  0.3  to  50  Hz.  A  bending  specimen  was  used  during  the  DMTA 

test.  The  WLF  form  of  Ofy  with  To  =  392°F  was  used  to  generate  Figure  15. 

The  DMTA  RFN  (Figure  15)  contains  some  scatter;  however,  by  itself, 
the  DMTA  RFN  would  be  judged  an  adequate  representation  of  the  complex 
modulus  data  for  B-100  with  mica  added. 

Table  5  compares  the  data  characterization  given  in  Figvres  13  and 
15.  From  Table  5  one  can  see  that  the  trend  of  the  Beam  Tq  being  less  than 
to  DMTA  To  continues  to  hold.  The  value  of  peak  loss  factor  for  the  DMTA  is 
somewhat  higher  than  the  BEAM  peak  value.  The  modulus  data  indicates  that 
the  rubbery  data  compare  well  but  the  glassy  data  is  significantly  different. 
As  was  stated  earlier,  the  BEAM  data  is  wrong  in  the  glassy  area. 

Figure  17  presents  the  DMTA,  BEAM,  and  single  frequency  RSA  II  data 
sets  on  the  same  RFN  with  To  =  392®F.  In  this  RFN  comparison,  the  DMTA  and 
RSA  II  loss  factor  data  agree.  All  three  data  sets  agree  well  in  the 
transition  and  rubbery  modulus  regions;  however,  each  set  separates  in  the 
glassy  region.  The  BEAM  data  has  the  lowest  value  of  glassy  modulus;  but,  as 
was  stated  earlier,  the  glassy  data  from  the  BEAM  test  is  wrong  because  of 
using  a  sandwich  test  specimen  to  collect  modulus  data  above  10^  psi. 

CONCLUSIONS 


At  the  outset  of  this  effort  the  intent  was  to  discuss  the 
limitations  of  and  variations  between  three  test  methods  for  determining 
complex  modulus  properties  of  damping  materials.  However,  in  an  effort  to 
develop  the  comparison  between  the  various  test  results,  a  variation  between 
various  ttj  equations  was  discovered.  It  is  quite  logical  to  expect  that  some 
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level  of  variation  would  be  generated  by  different  Oj  equations;  but,  it  was 
totally  unanticipated  that  three  widely  accepted  a-r  Equations  would  generate 
such  significant  differences  in  the  data. 

Figure  18  presents  a  compilation  of  information  on  the  BEAM,  DMTA, 
and  RSA  II  test  systems.  The  cross-hatches  area  for  each  test  system 
indicates  modulus  values  where  inaccurate  data  is  often  collected.  In  these 
areas  the  data  inaccuracies  may  manifest  themselves  in  a  very  obvious  way 
such  as  negative  loss  factor  or  modulus  values;  or,  the  inaccurate  data  may 
appear  to  be  consistent  within  itself  such  as  the  glassy  modulus  data  from  a 
sandwich  beam  test  where  the  modulus  values  are  above  10*psi.  The  accuracy, 
or  lack  thereof,  in  the  modulus  areas  is  dependent  upon  the  test  specimen 
used  and  the  geometry  of  the  particular  test  specimen.  For  many 
engineeringly  practical  materials,  it  is  impossible  to  establish  accurate 
complex  modulus  data  across  the  entire  glassy  to  rubbery  transition  with  a 
single  test  specimen. 

The  material  testers  and  complex  modulus  data  users  must  make 
themselves  aware  of  these  potential  problems  and  review  not  only  the  final 
complex  modulus  data  presented  but  also  the  test  procedure  and  test  specimens 
used  to  generate  the  data. 

The  question  as  to  which  Oj  relationship  is  the  most  accurate  is  a 
difficult  one  to  answer.  The  82-73  committee  is  working  on  a  complex  modulus 
data  presentation  standard  which  currently  has  several  other  Oj  relationships 
that  can  be  chosen  besides  the  one  used  in  this  paper.  There  ire  many 
additional  otj  relationships  currently  1n  use  which  are  not  considered  in  the 
82-73  standard, 

8o  long  as  engineers  and  scientists  are  also  human  beings,  there  will 
always  be  disagreement  on  the  most  appropriate  test  method  and  Oj 
relationship  to  use. 
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Figure  7.  All  3  Complex  Modulus  Data  Sets. 


Figure  8.  All  3  Complex  Modulus  Data  Sets  with  Tq  =  240°F. 
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Figure  11.  BEAM  Data  in  S2-73  Draft  Standard  Form 
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Figure  12.  DMTA  Data  in  S2-73  Draft  Standard  Form 
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Figure  13.  RFN  For  Vinac  B-lOO  BEAM  Test  Results. 
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Figure  14.  Complex  Modulus  Plot  for  the  BEAM  Test  of  Vinac  B-lOO, 
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Figure  15.  RFN  of  the  DMTA  Results  for  Vinac  B-100. 
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Figure  16.  Complex  Modulus  Plot  of  the  DMTA  Results  for  Vinac  B-100. 
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Figure  17.  DMTA,  BEAM,  and  RSA  II  Complex  Modulus  Data  with  Tq  =  392 
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Figure  18.  Frequency  and  Modulus  Ranges  Where  the  BEAM, 
DMTA,  and  RSA  II  are  Usable. 


TABLE  1 

THE  MEASUREMENT  TECHNIQUES 

ASTM  E-756  -  BEAM  Test: 

Frequency:  100  to  12000  Hz 
Temperature:  -100°F  to  20000F 
Specimens:  Free  Layer,  Sandwich,  Uniform 

Polymer  Laboratories  -  DMTA: 

Frequency:  0.01  to  200  Hz 
Temperature:  -233°F  to  1472°F 
Specimens:  Shear  &  Bending 

Rheometrics  -  RSA  II: 

Frequency:  0.0016  to  16  Hz 
Temperature:  -233°F  to  11120F 
Specimens:  Shear  &  Bending 


COMPARISON  OF 


Modulus 

at 


To('’n 

Mp(PSI) 

BEAM 

240 

1.02 

7742.6 

DMTA 

356 

1.03 

3396.6 

RSA  II* 

356 

N/A 

N/A 

TABLE  2 

DYAD  609  CHARACTERIZATION  USING 


AT  Where 

Modulus 

Temp,  of  n 

T)>0.7  ri 

@  1170F 

at  P 

(OF)  atP 

and 

100  Hz(‘>F) 

100  Hz 

100  Hz 

140 

117-164 

26,266 

154 

130-176 

51,418 

N/A 

N/A 

N/A 

THE  WLF  Oj 


Modulus 

Modulus 

Modulus 

(PSI) 

(PSI) 

@  1300F 

@  1640F 

@  1760F 

and 

and 

and 

100  Hz 

100  Hz 

100  Hz 

12,703 

3152.0 

2319.7 

20,237 

1992.9 

1273.8 

N/A 

N/A 

N/A 

*  Due  to 


the  specimen  used,  the  RSA  II  results  did  not  define 


the  peak  damping  level. 


TABLE  3 

THE  S2-73  CHARACTERIZATION  COMPARISON 
DYAD  609 


Modulus 

at 

T?p(PSI) 

Temp,  of  rj 
at  P 

100  HzCJF) 

AT  Where 
r}>0.7  Ti 
(OF)  atP 
100  Hz 

Modulus 
@  1060F 
and 

100  Hz 

Modulus 
@  1200F 
and 

100  Hz 

Modulus 

(PSI) 

@  1870F 
and 

100  Hz 

Modulus 

(PSI) 

@  1850F 
and 

100  Hz 

BEAM 

150 

0.73 

3569 

145 

106-187 

27,100 

11,000 

656.6 

700 

DMTA 

133 

0.84 

5101 

154 

120-185 

70,000 

34,406 

1200.0 

1350 
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TABLE  4 

A  SUMMARY  OF  COMPLEX  MODULUS  DATA  CHARACTERIZATIONS  EVALUATED 


Less  Factor  Peak 
WLF 

High  Low  ^  (j)^ 

To  To 


Modulus  at  Peak  Loss  Factor 

_ CPSU _ 

WLF 

High  Low  Y 

To  To 


BEAM  1.02  1.02 
DMTA  1.03  1.03 


1.0 

0.73 

8200 

1.0 

0.83 

5000 

7742  14962  3569 
3346  4597  5101 


TABLE  5 

COMPARISON  OF  THE  WLFa^  CHARACTERIZATION  OF 
BEAM  AND  DMTA  COMPLEX  MODULUS  DATA  FOR  VINAC  B-lOO 


To{‘'F)  r/p 


Temp  of  Modulus 
Modulus  >7p  at  at  130®F 
r?p  psi  100  Hz  &  100  Hz 


Modulus 
at  170OF 
&  100  Hz 


BEAM 

200 

2.15 

7.76E3 

122 

3.87E3 

5.21E2 

DMTA 

392 

3.0 

4.57E3 

149 

1.1E5 

9.5E2 
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ABSTRACT 

Advances  in  the  frequency-temperature  analysis  of  complex  modulus 
properties  of  polymeric  materials  are  described.  Means  are 
identified  for  minimizing  the  errors  in  data  analysis  for 
determination  of  parameters  in  an  Arrhenius  shift-factor 
relationship.  The  approach  is  illustrated  for  data  obtained  by 
several  test  methods,  for  a  commercial  polymeric  viscoelastic 
adhesive,  over  wide  frequency  and  temperature  ranges. 
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INTRODUCTION 


It  has  long  been  recognized  that  the  complex  modulus  behavior  of 
polymeric  viscoelastic  materials  depends  on  temperature  and 
frequency  through  a  combined  variable  which  is  the  product  of  the 
frequency  and  a  function  of  the  temperature.  The  form  of  this 
function  depends  on  the  particular  material  being  investigated, 
and  is  determined  in  principle  by  examining  plots  of  log(modulus) 
and  log(loss  factor)  versus  1  og ( frequency ) ,  and  determining  the 
necessary  shift  along  the  1  og { frequency )  axis  required  to  collapse 
all  the  data  points  on  to  a  unique  pair  of  master  curves.  This 
process  is  considered  to  be  applicable  only  to  thermo- 
r h eo 1 og i c a  1 1 y  simple  materials,  but  practical  experience  indicates 
very  broad  applicability  of  the  approach.  The  current  state  of 
the  art  is  such  that  most  experimental  data  for  specific  materials 
is  subject  to  systematic  and  random  errors,  often  of  significant 
magnitude,  and  the  problems  of  determining  reliable  estimates  of 
the  shift  factors  are  compounded  by  these  errors  and  by  the 
limited  frequency  and  temperature  ranges  over  which  data  is 
obtained.  It  is  not  usually  possible  to  completely  overcome  these 
problems  for  any  given  data  set,  except  by  additional  more 
carefully  conducted  testing,  but  some  measure  of  data 
qualification  can  be  achieved  relatively  simply. 

The  first  step  is  to  create  a  plot  of  log(loss  factor)  versus 
log(modulus),  using  every  experimental  point  available  at  all 
frequencies  and  temperatures.  This  process,  which  is  becoming 
quite  widely  applied,  eliminates  frequency  and  temperature  as 
independent  variables,  and  the  resulting  graph  should  have  all  the 
points  clustered  along  a  unique,  smooth  curve.  Points  deviating 
too  far  from  the  majority  may  be  eliminated  as  being  in  error,  if 
for  unknown  reasons.  Following  this,  detailed  examination  of  the 
plots  of  log(modulus)  and  log(loss  factor)  versus  frequency,  for 
each  temperature,  will  also  allow  one  to  identify  points  which 
deviate  too  far  from  the  main  body  of  data.  In  this  way,  one  may 
be  sure  of  having  more  consistent  data,  if  not  more  accurate  data. 

The  next  step  is  to  postulate  a  definite  relationship  between  the 
shift  factor  required  to  merge  all  data  into  a  set  of  unique 
master  curves  and  the  temperature.  This  relationship  should  have 
one  or  more  selectable  parameters.  The  simplest  relationship, 
usually  referred  to  as  an  Arrhenius  relationship,  is  a  linear  plot 
of  1og(shift  factor)  versus  inverse  absolute  temperature.  The 
selectable  parameters,  the  activation  energy,  and  the  reference 
temperature  are  varied  until  the  scatter  in  the  master  curves  is  a 
minimum.  The  process  can  often  be  simplified  even  further  by 
analyzing  not  the  modulus  and  loss  factor  versus  frequency,  but 
rather  a  modulus  ratio  incorporating  the  estimated  minimum  and 
maximum  modulus  values  and  the  loss  factor. 
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ANALYSIS 


The  starting  point  for  frequency-temperature  analysis  of  complex 
modulus  properties  is  the  assumed  relationships: 


E  = 
r 

(To/T)  E(f^) 

(1) 

n  (f^) 

(2) 

^  = 

fcx(T) 

(3) 

wi  th 

loga(T)  =  T^/T  -  T^/T^ 

(4) 

for  an  Arrhenius  type  shift  factor  relationship.  The  "activation 
temperature"  T.  is  equal  to  Q/2.303R,  where  Q  is  the  activation 

energy  and  R  i^  the  Universal  Gas  Constant.  Q  is  a  function  of 

temperature,  in  general,  but  there  is  considerable  evidence  that 

it  is  constant  over  fairly  wide  temperature  ranges  when  only  one 
major  mechanism  of  energy  dissipation  is  dominant.  T  is  the 
reference  temperature,  which  may  be  chosen  arbitrarily,  although  a 
temperature  within  the  transition  region  is  usually  selected. 
Equations  (3)  and  (4)  define  a  temperature-compensated  frequency 
f  =  f  exp(Q/RT),  on  which  the  modulus  (E  or  G)  and  the  loss 
factor  (  n)  depend.  The  ratio  T  /T  (or  more  precisely 
allows  for  bulk  expansion  of  the°  sample  as  a  function  of^aosolute 
temperature,  and  is  often  approximated  by  1.0  for  simplicity  and 

convenience.  Further  simplification  of  the  analysis  is  achieved 
by  postulating  a  simple  relationship  between  E  and  f  [1]  of  the 
form:  ^  ^ 


E,  (f,)  =  -  (E^.  -  E,„) 


(5) 


which  may  be  re-stated  in 


the  form: 


^  -  ^0 
Er«  -  ^ 


3  (f^)" 


(6) 


log(E^)  =  n  log(f^)  +  log(e) 


(7) 
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where  E  is  the  asymptotic  value  of  at  zero  frequency  and 

E  „  is’^che  asymptotic  value  of  '  at  infinite  value  of  f^. 
Equation  (7)  implies  a  linear  relationship  between  log  (E)  and 
log  (f  ),  and  forms  the  basis  for  a  simple  linear  regression 
analysis  of  the  test  data. 

l^2(f^)(P-l) 

Furthermore  ;r  (8) 

(l  +  K3(f^)P)'” 


A  prior  investigation  [2]  has  shown  that  an  Arrhenius  model  fully 
describes  the  frequency-temperature  behavior  of  a  specific 
polymer,  and  that  other  equations  such  as  the  WLF  equation 
represent  modest  deviations  from  the  Arrhenius  model  which  are 
often  not  supported  by  the  experimental  data,  especially  in  view 
of  the  scatter  usually  encountered.  This  is  the  basis  for  the 
foregoing,  very  simple  analysis.  The  further  introduction  of  a 
modulus  ratio  E  ,  which  is  assumed  to  be  a  simple  function  of  the 
reduced  frequency  f^  allows  one  to  utilize  simple  statistical 
methods  for  determining  the  optimum  value  of  the  activation 
temperature  T .  .  Both  of  these  simplifications  not  only  simplify 
computer-basea  analysis  of  the  data,  but  represent  also  a  simple 
physical-mathematical  model  which  may  be  verified  for  each 
material  on  the  basis  of  how  well  it  fits  the  experimental  data. 
So  far,  no  data  has  been  encountered  which  fails  to  fit  this  type 
of  model.  The  illustration  which  follows,  demonstrating  the 
application  of  the  approach  to  a  viscoelastic  adhesive,  is 
typical  , 

ILLUSTRATION 

The  approach  just  described  will  be  applied  to  a  data  set  obtained 
for  a  commercial  viscoelastic  adhesive,  3M-966  [3],  by  several 
test  techniques.  Complex  modulus  properties  were  measured  by  the 
ASTM  standard  vibrating  beam  test  and  by  relaxation  and  impedance 
methods.  The  test  techniques  have  been  described  adequately 
elsewhere  [1,4,5].  The  measured  complex  modulus  data,  for  shear 
deformations,  is  summarized  in  Table  1.  Figure  1  shows  a  plot  of 
frequency  versus  temperature,  which  identifies  the  conditions 
pertaining  to  each  test  point  and  test  method.  It  is  seen  that 
many  points  were  obtained  between  -50°F  and  250°F,  and  between  100 
Hz  and  10,000  Hz,  a  few  between  0°F  and  100°F  and  between  lE-4  Hz 
and  0.1  Hz,  but  that  a  gap  appears  between  0.1  Hz  and  50  Hz  for 
all  temperatures.  No  test  technique  was  fully  satisfactory  in 
this  region.  Efforts  to  develop  improved  techniques  for  data 
acquisition  in  the  gap  area  are  under  way,  but  even  without  such 
data,  the  data  readily  collapses  by  the  reduced-variables  method 
outlined  earlier.  Figure  2  shows  the  standard  plot  of  log(loss 
factor)  versus  log  (modulus).  Some  points  which  deviated 
significantly  from  the  main  body  of  data  were  culled  from  the  data 
s  et . 
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The  next  step  in  the  data  reduction  process  was  to  apply  an 

Arrhenius  type  of  shift  process,  in  accordance  with  equation  (4), 
=!nd  vary  the  activation  temperature  T.  until  scatter  in  the  plots 
of  log(modulus)  and  log(loss  factor)  \/ersus  log(reduced  frequency) 
is  minimized.  This  process  is  illustrated  in  Figures  3  through  11 
for  values  of  T.  equal  to  5000,  7000,  8000,  8900,  10000,  11000, 

12000,  13000,  and  15000°R.  It  is  seen  that  the  low  frequency 

data,  in  particular,  serves  to  indicate  deviation  from  full 
collapse.  The  figures  show  the  progressive  reduction  of  scatter 
to  an  optimum  near  T.  =  8900°R,  with  greater  errors  for  lower  and 
higher  values  of  T^.  The  scatter  may  be  measured  in  several  ways, 
including  visual  judgement,  plotting  of  the  progression  of  the  gap 
between  selected  pairs  of  points,  or  through  more  elaborate 

statistical  analysis  of  a  larger  number  of  selected  points. 

Following  the  first  identification  of  an  optimum  value  of  T^,  the 
plots  may  also  indicate  the  possibility  that  an  Arrhenius  model 

may  not  be  completely  satisfactory.  As  Figure  6  shows,  however, 
for  T.  =  8900  very  few  points  clearly  indicate  deviations  from  the 
"linear"  shift  factor  relationship  implied  in  equation  (4).  In 
fact,  no  material  data  has  yet  been  identified  for  which  the 
deviation  from  this  type  of  "linearity"  is  sufficiently  large  to 

be  visible  over  the  general  level  of  scatter  in  the  data. 

Further  iteration  of  the  identification  process  may  now  be 
exercised  by  examining  the  plots  of  log(G  )  versus  log(reduced 
frequency),  as  defined  by  equations  (5)  to  f7).  These  plots  are 
summarized  iru  Figures  12  to  20,  for_the  same  values  of  T.  and  for 
G  =  8  Lb/in^  and  G^=  1.5e5  Lb/in^.  Again,  the  scatter  reduces 
a?  T.  approaches  the^optimum  value  of  about  8900°R.  The  iterative 
process  now  involves  careful  analysis  of  the  effects  of  varying  G 
and  G^  as  well  as  T.  until  the  plot  is  as  linear  as  possible  ana 
the  s” after  a  minimum.  Simple  statistical  analysis  may  be 
applied. 

Finally,  a  nomogram  may  be  created  in  the  usual  way  [1],  as  shown 
in  Figure  21.  This  completes  the  data  analysis  for  this  specific 
material.  Similar  data  analyses  have  been  conducted  for  3M-966  in 
tension-compression  and  for  many  other  materials.  The  "linear" 
Arrhenius  model  of  the  shift  factor  behavior  with  respect  to 
temperature  seems  to  apply  in  every  case,  and  no  deviations  have 
been  observed  within  the  limits  of  scatter.  The  significance  of 
this  is  still  not  fully  understood. 

CONCLUSIONS 

It  has  been  shown  that  a  "linear"  Arrhenius  model  for  the 
dependence  of  frequency-temperature  shift  factors  on  temperature 
is  effective  for  producing  low  scatter  "master"  plots  of  complex 
modulus  properties  versus  a  reduced  frequency  depending  on 
frequency  and  temperature.  The  approach  has  been  illustrated  for 
a  specific  material.  Other  data  supports  the  same  conclusion. 
The  simplicity  of  the  Arrhenius  relationship,  along  with  the 
initial  assumption  of  a  simple  relationship  between  modulus  and 
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reduced  frequency  further  allows  simple  linear  regression  analysis 
to  be  applied  to  the  search  for  the  optimum  value  of  the 
activation  temperature,  which  is  a  direct  measure  of  the 
activation  enprgy  . 
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10"  Sandwich  Beam 


■  erel  ure 

F  reouency 

hodulua 

Lo^,^  Factor 

94.35 

134.18 

75.83 

1.513057 

94.35 

366.06 

119.91 

1 .471784 

94.33 

706.23 

155.60 

1 .352790 

94.35 

1167.19 

260.90 

1.297942 

94.33 

1739.49 

311.56 

1 .251339 

114.  eC' 

131.59 

52.21 

0.954046 

1 1 4 . 0C 

359.55 

61 .30 

1 .259664 

114.00 

702.18 

106.12 

0.969221 

114.00 

1152.72 

122.02 

1 .299971 

114.00 

1724.19 

171.99 

1 .141671 

134.00 

129.29 

30.39 

0.683965 

134.00 

357.32 

44.00 

0.960007 

134.00 

696.54 

59.73 

0.913520 

134.00 

1147.93 

67.67 

0.922173 

134.00 

1715.25 

100.85 

1.006548 

153.63 

126.35 

22.41 

0.706620 

153.93 

355.28 

28.36 

0.868475 

155.93 

1709. 91 

67.98 

0.866075 

174.00 

127.65 

16.81 

0.584690 

174.00 

354.17 

21.96 

0.695342 

233.17 

126.20 

6.31 

0.226837 

253.00 

126.10 

6.63 

0.169065 

253.00 

350.97 

7.84 

0.220534 

55.80 

169.90 

460.54 

1.429654 

55.80 

782.36 

930.38 

0.857959 

55.80 

1896.74 

2060.02 

1.039232 

65.25 

154.80 

309.50 

0.999700 

65.25 

761.69 

665.70 

1 .491555 

65.25 

1833.27 

1320.26 

0. 958539 

74.40 

154.28 

309.51 

0.892138 

74.40 

391 .65 

378.94 

1 .161334 

74.40 

1204.48 

656.90 

0.952200 

74.40 

1789.95 

839.49 

1 .047756 

85.00 

139.81 

132.31 

1 .295457 

65.00 

377.36 

234.06 

1.101109 

65.00 

718.61 

255.44 

1 . 129037 

65.00 

1176.33 

350.73 

1 .360883 

85.00 

1760.87 

532.12 

1 . 123667 

70.40 

393.59 

387.19 

1.421225 

70.40 

755.82 

615.02 

0.983556 

70.40 

1873.74 

1836.24 

0.628351 

43.00 

201 .33 

1100.83 

1 .013737 

43.00 

956.47 

3598.22 

0.522952 

29.67 

237.22 

2639.00 

0.702139 

29.67 

592.87 

4460.24 

0.660257 

29.67 

1092.90 

7119.03 

0.381514 

20.50 

256.79 

5230.67 

0.594997 

20.50 

670.60 

8735.28 

0.630281 

11  .00 

268.39 

9120.56 

0.390761 

11.00 

698.17 

12861.83 

0.390824 
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Table  1:  Complex  Modulus  Data  -  3M  Y-966  (Con't 


10"  Sandwich 

Beam  (Con't.) 

T  enoeret  ure 

Freouencv 

Modulus 

toss  Factor 

2.2E) 

276.60 

14505.64 

0.312686 

2.2b 

733. 90 

20638.89 

0.277731 

2.2b 

1334.38 

22239.30 

0.244773 

2.2b 

1977.63 

20316.67 

0.220431 

-7.50 

261.90 

21619.36 

0.226373 

-7.50 

755.36 

29109.55 

0.205839 

-7.50 

1406.68 

33452.94 

0.233467 

-7.50 

2143.24 

51346. 35 

0.248907 

-16.50 

265.59 

31386.20 

0.175795 

-IE. 50 

772.46 

40569.1 1 

0. 14293B 

-16.50 

2269.37 

46608.91 

0.102699 

-33.00 

787.46 

57997.82 

0.073777 

-33.00 

1464.05 

59747.66 

0.111454 

-33.00 

2360.83 

63172.90 

0.058559 

-49.00 

795.07 

71529.95 

0.048820 

-49.00 

1499.56 

66480.48 

0.047705 

-49.00 

2404 .18 

73744 . 40 

0.039597 

5"  Sandwich 

Beam 

Terioereture 

F  rcQuenc V 

Modu 1  us 

Loss  Fecior 

-47.00 

5000 . 00 

71601.62 

0.043944 

-25.00 

1122.85 

43884.45 

0.07BB26 

-25.00 

2760.72 

52564.42 

0.08)239 

-25.00 

4838.90 

61480.95 

0.082077 

-8.00 

1059.69 

28380.08 

0.176317 

-8.00 

2551 .63 

34920.95 

0.163963 

-6.00 

4434.21 

41254.14 

0.186414 

9.00 

952.00 

14931.14 

0.244016 

26.00 

821.54 

7202.87 

0.560541 

26.00 

1953.31 

9970.31 

0.360439 

26.00 

3450.49 

11749.96 

0.485872 

46.67 

666.43 

2631.76 

0.858444 

46.67 

1606.08 

2736.74 

0.935332 

46.67 

3036.27 

4)32.80 

0.777935 

58.00 

1519.18 

1428.80 

1 .009958 

56.00 

2914.09 

2243.93 

0.892514 

72.00 

538.78 

454.95 

1.142293 

72.00 

1469.46 

729.50 

0.926019 

72.00 

2840.06 

1 164.90 

0.829148 

92.50 

520.21 

198.03 

1.064238 

92.50 

1439,97 

325.81 

0.965631 
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Table  1:  Complex  Modulus  Data  -  3M  Y-966  (Con't.) 


Shear  Relaxation 


Temperature  F  rcQuency 


e. 

PP 

1 . 

3bCE- 

-004 

e. 

PP 

?  . 

eooE' 

-004 

e. 

PP 

5. 

60PE' 

-0C4 

e. 

PC 

1 . 

,  1  lOE 

-003 

p. 

PO 

*> 

4  • 

rooE 

-003 

0. 

,  PP 

4, 

,460E 

-003 

f. 

■  PP 

b. 

,  900C 

-003 

? . 

.CO 

1 . 

.760E 

-002 

e 

.00 

3, 

.6eeE 

-002 

26 

.PC 

] 

.4006 

-004 

26 

.00 

“y 

.60PE 

-004 

26 

.00 

5 

.6006 

-004 

26, 

.PC 

1 

.1106 

-003 

26 

.00 

c 

.2206 

-003 

26 

.00 

A 

.  4  6|l  L 

-003 

26 

.00 

e 

.6906 

-003 

26 

.00 

j 

.7796 

-002 

SDOF  Resonance 

Temperature  Frequency 


93, 

.00 

109. 

.40 

125, 

.00 

72. 

.50 

150. 

.00 

69. 

.46 

175. 

,0C 

56. 

,27 

25, 
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eo 

.00 
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.06 

Modulua 

Lcta  Factor 

10.29 

0.3070PP 

11.58 

0.394000 

13.43 

0.464000 

16.02 

0.585000 

19.53 

0.699700 

24.61 

0.816000 

31.56 

0.971000 

42.81 

1 .094000 

76.90 

1 .122300 

6.79 

0.117250 

7.12 

0. 153000 

7.56 

0.202000 

8.13 

0.265000 

6.96 

0.358000 

10.24 

0.447100 

11.68 

0.565000 

13.82 

0.756000 

ttodulua 

42.77 

0.968000 

18.90 

0.720000 

17.36 

0.670000 

1 1.40 

0.550000 

15006.70 

0.330000 
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0.200000 

1896.40 

0.580000 
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1 .000000 

FAC-9 


Table  1:  Complex  Modulus  Data  -  3M  Y-966  (Con't.) 


SDOF  Shear  Impedance 


If  relur-e 

F  reouency 

Modu 1 

Lot-b  Fector 

iBP.ee 

71  .B8 

17,20 

1 .039500 

iBP.eo 

90.63 

20.60 

0.974600 

ise.eo 

109.38 

22.20 

0.955300 

ise.ee 

131.25 

25.20 

0.914900 

jse.ee 

150.00 

28.30 

0.894800 

jso.ee 

171.68 

32.  to 

0.840000 

iBo.ee 

190.63 

33.30 

0.816500 

175.0C 

90.63 

14.30 

0.725600 

175.00 

109.38 

18.80 

0.569200 

175.00 

131.25 

21,80 

0.640700 

25.00 

1609.38 

14347.80 

0.486600 

25.00 

1 903.13 

14731 .60 

0.471200 

25.00 

2003.13 

14815.40 

0.445800 

25.00 

2103.13 

15032.70 

0.444000 

25.00 

2203.13 

15265.30 

0.424100 

25.00 

2303.13 

15635.00 

0.409500 

25.00 

2403.13 

15829.00 

0.399200 

25.00 

2503.15 

16241 .00 

0.382900 

25.00 

2603.13 

16407.10 

0.380000 

25.00 

2703.13 

16838.20 

0.357500 

25.00 

2803.13 

17046.30 

0.349800 

25.00 

2905.13 

17406.00 

0.350000 

25.00 

2996.88 

17867.70 

0.329200 

0.00 

2718.75 

34259.40 

0.236600 

0.00 

2806.25 

34353 . 40 

0.229100 

0.00 

2900.00 

34340.20 

0.220600 

0.00 

3000.00 

34586.60 

0.219300 

0.00 

3100.00 

34632.60 

0.213800 

0 . 00 

3200.00 

34810.20 

0.208900 

0.00 

3300.00 

34982.20 

0.204200 

0.00 

3400.00 

35294.00 

0.198500 

0.00 

3500.00 

35641.30 

0.194200 

0 . 00 

3600.00 

35890.00 

0.194500 

0.00 

3700.00 

36038.70 

0.189000 

0.00 

3800.00 

36414.30 

0.178000 

0.00 

3900.00 

36806.90 

0. 178400 

0.00 

4000.00 

37158.30 

0.168500 

50 . 00 

706.25 

1761 .00 

1 .155600 

50.00 

900.00 

2250.60 

0.940100 

50.00 

1100.00 

2556.50 

0.831200 

50.00 

1300.00 

2948.70 

0.764500 

50.00 

1500.00 

3533.30 

0.696100 

50.00 

1700.00 

3808.20 

0.616900 

50.00 

1900.00 

4221.40 

0.574700 

50.00 

2000.00 

4447.10 

0.505900 
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Table  1: 


Complex  Modulus  Data  -  3M  Y-966  (Con't.) 


SDOF  Shear  Impedance  (Con't.) 


Trmperelure 

F  reouency 

Hodulub 

Loift  Factor 

ep.pp 

2CC.C0 

127.30 

1 .630000 

ep.co 

3co.eo 

195.00 

1 .261100 

BP. PC' 

4 00. CO 

254.20 

1 . 102700 

ep.pp 

5PC.C0 

312.70 

0. 996  SCO 

BP.PP 

ECO. CO 

390.60 

0.693200 

60. CP 

7cp.ce 

469. 1C 

0.615600 

93.  CC. 

ISC.CC 

6c.eo 

1 .455000 

95.  CO 

162. 5C 

65.70 

1 .412400 

93.  CP 

175. CC 

68.20 

1 .371400 

93. CC 

167. 5C 

71  .70 

1 ,358700 

93.  CC 

200. CO 

77.60 

1 .276700 

125. CO 

90.63 

21.60 

1 .074300 

125. CO 

112.50 

24.70 

1.041  ICO 

125. C0 

131 .25 

26.50 

0. 944200 

125. CC 

150. CO 

32.20 

0.668600 

125. CO 

171.68 

35.80 

0.846900 

125. CO 

190.63 

4C.40 

0.623900 

125. CO 

200.00 

42.20 

0.7S4500 

Shear  Creep 

Tenpereture  Freouencv 

Modulus 

Loss  Factor 

62.00 

1.9956-005 

b.C5 

0.125120 

62.00 

3.9906-003 

6.41 

0.142020 

82.00 

7. 9606-005 

6. 60 

0.149730 

82.00 

1  .5966-002 

7.30 

0.177180 

62.00 

3. 192E-002 

7.73 

0.206000 

82.00 

6.384E-O02 

6 . 54 

0.255640 

82.00 

1 .277E-0O1 

9.76 

0.295020 

FAC-11 


tn 

tn 


s 

s 

n 


s 

m 

ru 


-•r-v- 


«  »  la  IS  »  !•  i« 


WJ<  -  M 
- 

mm'y"  " 

«• 

«r  " 

N  •* 

tM  N  N 


n  n 


Liiiiii  hiiiiii  hiiiiii  liiiiiii  kiiiiii  hiiim  hiiiiii  kiinii  hiiiii 

OJ  —  «B 


(B 

in 


C9 

03 


CD 

in 


cn 

CS 


00  03  I 

—  CO 


tsi 

I 


m 

I 

CD 


r  in  I 

I  I  ' 

(9  s 


Li_ 

o 

I _ i 

0) 

1_ 

3 

03 

i. 

0) 

CL 

E 

(U 


00 

in 


IS 


[ZH]  Xouanbgjj 


FAC-12 


Figure  1:  All  Data  Points  Plotted  Versus  Temperature  and  Frequency, 
Illustrating  the  Areas  Covered/Not  Covered  by  the  Test 
Techniques  Used 


Figure  2:  Plot  of  Loss  Factor  Versus  Modulus,  Showing  Measure  of 

Uniqueness  of  Relationship  Between  the  Real  and  Imaginary 

Parts  of  the  Complex  Modulus 
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Figure  3:  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  5000°R) 
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Figure  4-  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  7000°R) 
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Figure  5:  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Freq 
(T.  =  8000‘’R) 
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Figure  6-  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  8900°R) 
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Figure  7-  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  10000°R) 
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Figure  8;  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced 
(T.  =  11000°R) 
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Figure  9:  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  12000°R) 
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Figure  10-  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  13000°R) 
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Figure  11:  Plot  of  Shear  Modulus  and  Loss  Factor  Versus  Reduced  Frequency 
(T.  =  15000°R) 
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Figure  12:  Plot  of  Modulus  Ratio  (G  )  Versus  Reduced  Frequency 
(T.  =  5000‘’R) 
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Figure  13:  Plot  of  Modulus  Ratio  (G  )  Versus  Reduced  Frequency 
(T.  =  7000°R) 
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Figure  14:  Plot  of  Modulus  Ratio  (G  )  Versus  Reduced  Frequency 
(T.  =  8000“R) 
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Figure  15:  Plot  of  Modulus  Ratio  (G.)  Versus  Reduced  Frequency 
(T.  =  8900°R)  ® 
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Figure  16:  Plot  of  Modulus  Ratio  (0  )  Versus  Reduced  Frequency 
(T.  =  10000°R) 
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Figure  17:  Plot  of  Modulus  Ratio  (G  )  Versus  Reduced  Frequency 
(T.  =  11000°R) 


[O]  JO^ 

oi^By  sn[n 


rvi 


i  sson 

9be  J0^5 


>» 

u 

c 

a> 

3 

O" 

(U 

s- 


T3 

O) 

u 

3 

*a 

OJ 

a: 


3 

t/^ 

U 

01 


CD 

O 


<0 

(X 

</) 

3^ 
OC 
3  o 
T3  O 
O  O 
£  O 
C\J 


o  <c 


00 


QJ 

S- 

3 

a> 


-29 


CVI 


[O]  sson 

sn[npoj^  goBJo^S 


FAC-30 


Figure  19:  Plot  of  Modulus  Ratio  (G  )  Versus  Reduced  Frequency 
(T.  =  13000'’R) 
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Figure  20-  Plot  of  Modulus  Ratio  (G  )  Versus  Reduced  Frequency 
(T.  =  15000°R) 
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ABSTRACT 


Two  instruments  are  used  to  measure  the  viscoelastic  properties  of 
polymers.  The  instruments  are  presented  and  three  different  applications 
are  shown.  The  measurement  of  the  magnitude  modulus  and  damping 
characteristics  of  a  damping  material  is  used  to  illustrate  the 
compatibility  of  both  instruments.  The  curing  of  two  different  materials  is 
shown.  In  particular,  the  information  contained  in  viscoelastic 
measurements  proves  to  be  quite  helpful  in  following  the  evolution  of  the 
polymer  structure  throughout  the  process.  Mechanical  spectrometry  of  two 
homopolymers  and  a  blend  further  examplifies  this  concept. 
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INTRODUCTION 


A  number  of  techniques  are  commonly  used  to  obtain  viscoelastic  material 
data.  Methods  such  as  the  vibrating  beam  where  material  characteristics  are 
deduced  from  the  dynamics  of  simple  systems  can  be  refered  to  as  indirect 
while  methods  where  a  force  is  directly  applied  to  a  material  sample  and 
the  resulting  displacement  measured  fall  under  the  direct  category.  This 
paper  will  concentrate  on  two  direct  measurement  instruments  :  the 
VISCOANALYSER  and  the  MICROMECANALYSER  from  METRAVIB  INSTRUMENTS. 

Modern  design  techniques  for  sophisticated  technical  products  require 
accurate,  consistent  data  for  a  variety  of  materials  and  configurations.  It 
is  also  very  important  to  manufacturers  of  finished  products  to  have  a  data 
base  over  a  given  temperature  and  frequency  range  for  many  materials  in 
order  to  compare  them  from  one  supplier  to  the  next.  In  many  instances, 
material  makers  themselves  need  good  data  as  they  have  a  difficult  time 
reproducing  mechanical  and  damping  characteristics  with  sufficient 
precision  form  batch  to  batch.  Variations  of  to  25  X  are  not  uncommon  in 
natural  and  synthetic  rubbers.  Furthermore,  scientific  research  calls  for 
precise  phase  angle  data  since  it  is  becoming  a  popular  tool  to  understand 
the  physics  and  micromechanics  of  molecular  structure. 

A  problem  is  indeed  that  various  instruments  using  different  operating 
principles  usually  yield  slight  discrepancies  in  measured  data.  This  can  be 
for  several  reasons. 

i)  The  mode  of  strain  can  differ.  For  example,  the  use  of  3  point 
bending  to  measure  Young's  modulus  can  induce  errors  due  to  the 
variable  shear  component  of  strain  which  appears  in  such  a 
configuration. 

ii)  Different  techniques  for  holding  the  sample.  Various  mechanical 
stresses  due  to  sample  holding  (clamped,  simply  supported  ...)  can 
perturb  measurements.  Adhesive  bonding  is  mechanically  clean  but  is 
problematic  with  porous  materials,  extreme  temperatures  and  certain 
polymers  for  which  glueing  is  excessively  difficult. 
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iii)  Inertial  effects  can,  for  certain  high  frequency  measurements,  yield 
polluted  data  (for  instance  3-point  bending  in  the  case  of  solids 
and  annular  pumping  in  the  case  of  liquids).  The  importance  of  the 
inertial  term  can  easily  be  evaluated  but  it  is  nonetheless  a 
limitation  to  be  reckoned  with. 

iv)  Another  reason  comes  the  design  of  any  instrument.  They  are  almost 
all  designed  with  a  specific  application  in  mind.  This  gives  the 
instrument  a  design  philosophy  making  it  more  suited  to  particular 
materials  or  stiffness  and  temperature  ranges.  Of  course,  the 
quality  of  data  usually  increases  as  the  instrument’s  optimal  domain 
is  reached.  For  example,  the  Viscoanalyser  was  designed  to  measure 
the  glass  transition  of  most  solid  polymers  while  the 

Micromecanalyser  was  conceived  with  mechanical  spectrometry  in  mind. 

Ideally,  all  techniques  should  yield  the  same  result,  and  when  they  do  the 
benefit  is  great  due  to  the  number  of  applications.  Damping  predictions, 
design  of  load  bearing  structures  and  scientific  research  have  been 
mentioned.  Process  control,  the  study  of  curing  and  data  bases  for  computer 
F.E.M.  codes  can  be  added  to  this  non  exhaustive  list. 

The  purpose  of  this  paper  is  to  show  how,  when  two  instruments  are 
compatible  and  complementary,  the  domain  of  validity  of  measurements  and 
the  confidence  level  in  the  results  are  increased.  The  two  instruments  must 
show  consistent  data  when  measuring  the  same  material  under  similar 
conditions  while  having  distinct  prefered  applications. 


THE  VISCOAKALYSBR 

This  instrument  measures  the  force  and  the  displacement  acting  on  a  sample 
submitted  to  an  oscillatory  regime.  The  schematic  diagram  of  figure  1 
illustrates  the  basic  mechanics  of  the  instrument.  From  the  sample  outward 
this  diagram  runs  as  follows.  The  sample  is  placed  on  a  rigid  column, 
incorporating  a  force  transducer,  which  links  it  to  a  fixed,  solid, 
metallic  base.  The  sample  is  surrounded  by  a  furnace,  capable  of 
temperatures  of  up  to  350®C  using  electric  heating  elements,  and  of 
temperatures  as  low  as  -100®C  obtained  by  liquid  nitrogen  cooling.  The 
upper  part  of  the  sample  is  attached  to  an  electrodynamic  shaker  via  a 
rigid  column  similar  to  the  lower  one.  The  shaker  is  fastened  to  an  upper 
chassis.  The  displacement  and  acceleration  of  the  upper  column  are  recorded 
by  two  transducers. 

The  height  of  the  upper  chassis  can  be  adjusted,  as  well  as  the  pre-strain 
on  the  specimen. 

Many  sample  holders  exist  :  tension  compression,  shear,  3  point  bending, 
annular  shear  and  annular  pumping.  These  allow  the  measurement  of 
characteristics  of  materials  ranging  from  oils  to  rigid  reinforced  polymers. 
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The  general  characteristic  of  the  instrument  are  the  following  : 

-  Frequency  :  5  Hz  -  1000  Hz 

-  Displacement  :  0.1  pm  -  500  pm  (option  3000  pm) 

-  Strain  :  10~*  -  10~^ 

-  Force  :  0.1  N  to  100  N  (option  150  N) 

-  Temperature  :  200  K  -  600  K 

-  Loss  angle  :  0.5*  -  90* 


THE  MICROMECANALYSER 

This  inverted  torsion  pendulum  operates  under  forced  ascillations.  The 
oscillation  are  created  by  a  sinusoidal  electromagnetic  force  obtained  by 
running  an  A.C.  current  through  Helmholtz  coils  (figure  2).  The  angular 
displacement  is  measured  using  an  optical  sensor  to  detect  a  light  beam 
reflected  off  a  mirror  placed  on  the  sample  holder  connection  rod.  The 
sample  can  be  placed  in  a  sealed  compartment  filled  with  air  or  an  inert 
gas. 

This  instrument  allows  creep  with  D.C.  current  through  the  coils.  Its 
extreme  sensitivity  in  phase  angle  makes  it  ideal  for  mechanical 
spectrometry.  Indeed,  the  apparatus  can  measure  phase  angles  as  small  as 
0.03*  and  theoretically  as  large  as  90*,  though  no  solid  is  entirely 
viscous.  More  generally,  the  characteristics  are  : 

-  Frequency  :  10"*  Hz  -  5  Hz 

-  Angular  displacement  :  0*  -  0.5*  (option  10*  in  creep) 

-  Strain  :  10"*  -  10"* 

-  Torque  :  2  10"’'  Nra  -  1.5  10"*  Mm 

-  Temperature  :  100  K  -  670  K 

-  Loss  angle  :  0.03*  -  90* 


In  pratice,  the  10~*  Hz  range  is  seldom  used.  The  principal  advantage  of 
this  feature  is  to  aid  in  the  separation  of  relaxation  peaks  in  very 
temperature-sensitive  materials.  An  application  of  this  is  with  polymer 
alloys . 


DYMAMIC  STIFPMESS,  MODULUS  AMD  VISCOSITY 

It  is  common  when  dealing  with  harmonic  systems  to  represent  physical 
concepts  such  as  stiffness,  modulus  or  viscosity  in  the  complex  plane. 

A  viscoelastic  sample  has  a  dynamic  stiffness  K*  defined  by  its  response  to 
sinusoidal  sollicitation  : 


F* 

K*  =  --  (1) 

U* 
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where  F*  is  the  forcing  function  : 

F*  ^  Fq  exp  i(ut  +  6)  (2) 

and  U*  the  harmonic  displacement  : 

U*  -  Uq  exp  iut  (3) 

The  phase  shift,  4,  is  linked  to  the  vibration  damping  characteristics  of 
the  material  and  its  tangent,  tan  4,  is  often  called  the  loss  factor. 

From  equations  (1)  to  (3),  the  stiffness  K*  becomes  : 

K*  =  (Fq  /  Uq)  exp  i4 

The  real  and  imaginary  parts  of  K*,  K*  and  K"  respectively,  are  thus  given 
by  : 


K*  =  Fq  /  Uq  cos  4 

K”  =  Fq  /  Uq  sin  4 

The  Viscoanalyser  yields  directly  Fq  /  Uq  and  4. 

The  same  equations  can  be  written  in  torsion  where  force  is  replaced  by 

torque  and  displacement  by  angular  displacement. 

The  instrument’s  software  then  proceeds  to  calculate  the  modulus  of  the 
material,  which  is  an  intrinsic  value,  and  ideally  should  not  depend  on  the 
type  of  apparatus  employed.  In  this  respect,  the  general  equation  (4)  is 
used  : 


e 

M*  =  K*  --  Fg  (4) 

Se 

where  M*  is  the  complex  modulus,  for  example  M*  =  E*  (Young's  modulus)  in 
tension  and  M*  =  G*  (shear  modulus)  in  shear,  Sg  is  the  excited  surface,  e 
is  the  distance  between  sollicitation  surfaces  and  Fg  is  the  shape  factor. 

The  shape  factor  is  the  biggest  source  of  incertainly  when  trying  to 
determine  the  modulus  of  a  material,  especially  in  the  case  of  fibrous  or 
anisotropic  materials.  It  is  also  a  problem  in  the  case  of  shear-rate 
dependent  viscosity  liquids.  In  general,  however  the  shape  factor  can  be 
chosen  close  to  unity  (tall  and  slender  in  tension-compression,  short  and 
fat  in  shear)  to  minimize  error. 

In  the  complex  plane,  harmonic  displacement  (U*)  is  proportional  to 
harmonic  velocity  (V*)  : 


V*  =  iw  U* 
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The  complex  shear  modulus  is  therefore  related  to  complex  viscosity  (n*)  by: 


G*  =  io>  n* 


(5) 


They  represent  the  same  intrinsic  quantity  in  the  overall  description  of  a 
material. 

There  is  a  difference  however,  in  the  sense  that  the  usual  terminology 
differs  according  to  whether  the  material  flows  under  constant  stress  or 
not . 

Viscoelastic  materials  can  of  course  be  either  clearly  solid  ot  clearly 
liquid,  but  they  can  also  be  somewhere  in  between.  The  shear  modulus 
applies  to  mostly  solid-like  materials  while  the  viscosity  applies  to 
mostly  liquid-like  materials.  Materials  can  change  in  a  continuous  fashion 
from  liquid  to  solid.  This  is  typically  a  curing  process. 


MECHAMICAL  PROPBRTIES  OF  USUAL  MATERIALS 


Figure  3  shows  usual  materials  in  relation  to  each  other  with  respect  to 
their  mechanical  characteristics.  The  vertical  direction  reflects  intrinsic 
dynamic  stiffness  while  the  horizontal  axis  represents  damping. 

The  numbers  shown  on  the  modulus,  viscosity  and  loss  factor  scales  are 
indicative  "ball-park"  figures  and  should  not  be  considered  otherwise. 

On  the  figure,  the  domain  of  validity  of  both  the  Micromecanalyser  and 
Viscoanalyser  appears. 

One  notices  that  the  Viscoanalyser  is  more  suited  to  the  softer,  higher 
loss  materials  while  the  Micromecanalyser  is  best  for  high  modulus 
materials . 

For  example  : 


Metals  and  composites  are  typically  materials  which  can  be  measured  most 
accurately  with  the  Micromecanalyser  while  oil,  tar,  pastes  and  gels  are 
reserved  for  the  Viscoanalyser. 

Both  instruments  have  a  wide  overlaping  range  in  which  most  polymers 
including  vibration  damping  materials  can  be  found. 

Curing  which  can  be  studied  using  both  instruments  is,  mechanically,  the 
evolution  from  a  viscous  liquid-like  substance  to  a  complete  solid. 

The  specific  qualities  required  of  the  instrvimentation  here  is  the  capacity 
to  measure  properties  over  a  wide  range  without  changing  sample  holders. 
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It  can  be  noted  that  most  materials  are  covered  by  the  measurement  ranges 
of  these  instruments.  In  fact,  one  is  hard  put  to  think  of  a  material  of 
very  low  modulus  and  very  low  loss  factor  !  As  it  is  seen  from  the  graph, 
the  materials  are  all  along  a  diagonal  going  from  high  loss  or  viscous 
liquids  to  elastic  solids. 


DAMPING  MATERIAL  CHARACTBRIZATIOM 


Two  master  curves  are  shown. 

The  material  is  GE.  SMRO.  The  measurements  were  made  at  HETRAVIB  but  the 
data  were  compiled  and  exploited  by  Dr .  Lynn  ROGERS . 

Figure  4  was  obtained  with  Viscoanalyser  while  figure  5  was  derived  from 
Micromecanalyser  data. 

The  Viscoanalyser's  measurement  parameters  were  : 

Frequency  :  5  Hz  -»  500  Hz 
Temperature  :  -10®C  -»  +  60*C 

In  the  case  of  the  Micromecanalyser,  these  were  : 

Frequency  :  0.0078  Hz  -»  1  Hz 
Temperature  :  0*C  -»  +  50®C 

The  two  graphs  have  different  scaling  factors,  but  overall,  if  one  looks  at 
the  actual  numbers,  the  two  curves  are  consistent. 

For  example  : 


Consider  the  values  of  the  real  modulus  and  loss  factor  at  the  glass 
transition  peaks  in  table  1. 


1 

Elastic  shear  | 

Loss  factor  | 

Modulus  G'  (MPa)  j 

1 

1 

1 

1  Micromecanalyser 

1 

28.80  1 

1.01  1 

1  Viscoanalyser 

31.20  1 

1 

.866  1 

1  A  X 

1 

4-  8.3X  1 

_ L 

-  14.2X  1 
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In  view  of  the  fact  these  measurements  were  obtained  using  two  instruments 
with  different  techniques  (plane  shear  versus  torsion),  these  are  quite 
acceptable.  In  fact  this  is  confirmed  by  the  loss  factor  versus  magnitude 
modulus  plots  of  figures  6  and  7  for  the  Viscoanalyser  and  Micromecanalyser 
respectively.  The  two  plots  superpose  quite  neatly. 


POLYMER  CURim 


Figures  8  and  9  show  the  curing  kinetics  of  two  polymers. 

Figure  8  shows  the  constant  temperature  (160*0  cure  of  a  two  component 
adhesive.  The  test  was  performed  with  a  Viscoanalyser  using  an  annular 
pumping  sample  holder. 

The  various  stages  are  as  follows  : 

1)  In  the  first  few  minutes  of  cure,  the  resin  -  a  polymeric  liquid  at 
first  -  fluidifies  under  the  effect  of  temperature  and  the  stiffness 
decreases . 

2)  As  the  chemical  reaction  progresses  the  molecular  chains  grow  to 
form  ramifications  and  finally  a  complete  network.  During  this  time, 
the  stiffness  increases  while  the  loss  factor  at  first  decreases 
then  increases  to  a  maximum.  This  maximum  defines  the  gelation  time 
(here  16  mins).  This  peak  is  accompanied  by  a  change  in  slope  in  the 
stiffness  (log(K))  curve  and  is  a  result  of  the  competition  between 
the  rates  of  increase  of  viscosity  K"  and  elasticity  K*  .  Indeed,  a 
various  times  during  the  gelation  process,  the  increase  in  total 
stiffness  (K)  is  at  times  mostly  due  to  an  increase  in  elasticity, 
and  at  other  times  mostly  due  to  an  incresase  in  viscosity. 

3)  After  about  40  minutes,  the  material  is  fully  cured.  The  curing 
temperature  here  was  above  the  glass  transition  temperature  of  the 
finished  product;  the  chemical  structure  is  therefore  stable. 

In  figure  9  the  curing  spectrum  is  that  of  a  braid  impregnated  with  resin. 
The  study  was  done  with  the  Micromecanalyser.  Here,  the  material  was  slowly 
heated  from  100  K  to  500  K. 

From  100  K  to  250  K,  the  material  is  literally  frozen.  The  loss  factor 
spectrum  shows  two  minor  relaxations  associated  with  the  uncured  epoxy 
components . 

Above  250  K  thaw  takes  place.  The  resin  fluidifies,  the  loss  factor  tends 
to  infinity  (loss  angle  =  90*)  and  the  stiffness  decreases  to  reveal  the 
stiffness  of  the  glass  fiber  braid.  Around  400  K,  gelation  starts  to  take 
place  followed  by  vitrification  (around  420  K) .  The  glassy  polymer  then 
reaches  its  glass  transition  temperature  (460  K)  and  the  classical  glass 
transition  peak  and  drop  in  modulus  is  observed. 
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MECHANICAL  SPECTROMBTRY 


Figures  10  and  11  show  the  micromec’-anical  property- temperature  spectra  of 
BuA  (Butyl  Acrylate)  and  VAc  (Vinyl  Acetate)  homopolymers. 

Three  frequencies  (0.01,  0.1  and  1  Hz)  are  represented.  Four  sets  of  curves 
labeled  a,  b,  c  and  d  are  shown. 

Set  a  ;  log  (G'/Go)  (with  Go  =  1.5  10*  N/m®)  as  a  function  of 

temperature  for  pure  poly  (BuA) 

Set  b  :  log  (tan  4)  (loss  factor)  for  pure  poly  (BuA)  as  a  function 

of  temperature 

Set  c  ;  log  (G'/go)  (with  Go  =  1.5  10*  N/m*)  as  a  function  of 

temperature  for  pure  poly  (VAc) 

Set  d  :  log  (tan  4)  (loss  factor)  for  pure  poly  (VAc)  as  a  function 

of  temperature 


What  is  clear  here  is  that  the  two  polymers  have  radically  different 
spectra.  The  loss  factor  curves  reveal  not  only  that  the  two  have  different 
transition  temperatures  but  that  the  BuA  peak  is  much  smaller  than  the  VAc. 
The  drop  in  modulus  is  3.5  decades  in  both  cases. 

The  micromechanical  spectrum  of  the  blend  of  the  previous  homopolymers  is 
shown  figure  12.  The  blend  was  obtained  using  equal  masses  of  both  BuA  and 
VAc  coalesced  at  room  temperature. 

The  graph  indicates  that  the  loss  factor  peak  of  ABu  (first  transition)  is 
much  smaller  than  appeared  before  (10  time  smaller)  while  the  VAc  peak 
suffers  only  a  slight  drop  (25  %) .  The  same  is  true  of  the  drop  in  modulus. 
The  first  drop  is  much  smaller  than  the  second  drop  (VAc). 

However  both  peaks  are  very  clearly  apparent  which  shows  that 
micromechanical  spectrometry  holds  a  trace  of  the  structure  of  the 
material,  and  the  various  polymers  in  the  blend  can  be  readily  identified. 
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COMCLUSIOM 


Two  principal  uses  of  dynamic  mechanical  measurement  are  illustrated 
through  two  different  instruments. 

1  -  Obtention  of  viscoelastic  data 

2  -  Determination  of  structural  properties 


When  used  in  a  complementary  fashion,  each  instrument  allows  the  extension 
of  the  other's  measurement  capacity. 

For  example  : 

1)  They  combine  to  cover  8  decades  in  frequency  (10“®  Hz  to  10®  Hz) 

2}  They  can  measure  pratically  all  materials  known. 


The  instruments  are  consistent  and  both  can  be  used  for  scientific 
research,  quality  control  and  design. 
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Figure  4  :  GE  SMRD  Master  curve 
obtained  using  the  VISCOANALYSER 
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Figure  5  :  GE  SMRD  -  Master  curve  obtained 
using  the  MICROMECANALYSER 
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Figure  6  :  Loss  factor  v/s  modulus  for  GE  SMRD 
obtained  using  the  VISCOANALYSER 
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figure  7  :  Loss  factor  v/s  modulus  for  GE  SMRD 
obtained  using  the  MICROMECANALYSER 
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Abstract 

This  paper  discusses  the  application  of  passive  damping  to  the  Stanford  Gravity 
Wave  Experiment  [1,2,3].  The  experiment’s  objectives  and  methodolgy  are  described, 
and  mechanical  design  requirements  are  identified  for  this  high  order,  cryogenically 
maintained,  and  very  flexible  structure.  The  need  for  damping  in  the  structure  is 
motivated,  and  the  selection  of  passive  magnetically  induced  eddy-current  damping  in 
lieu  of  active  control  as  a  baseline  is  discussed.  A  design  procedure  which  attempts  to 
optimally  allocate  viscous  damping  elements  in  linear  discrete  structures  is  presented. 
Damper  sizing  and  design  considerations  aimed  at  providing  a  stiffness-damping  struc¬ 
tural  impedance  match  are  also  discussed. 


1  Introduction 

1.1  Experiment  Description 

The  Stanford  Gravity  Wave  Experiment  apparatus  shown  in  Figure  1  is  aimed  at  sensing 
the  infinitesimal  momentum  and  energy  carried  by  the  gravity  waves  predicted  by  Ein¬ 
stein’s  general  theory  of  relativity,  and  which  result  from  the  motion  of  objects  in  space. 
The  energy  content  of  gravity  waves  is  extremely  small.  Only  gravity  waves  associated 
with  galactic  phenomena  such  as  stellar  collapses  cein  hoped  to  be  distinguished  at  this 
time.  The  experiment  consists  of  sensing  gravity  waves  by  making  state-of-the-art  mea¬ 
surements  of  their  dynsunical  interaction  with  the  first  longitudined  vibration  mode  of  a 
4800  kg  aluminum  bar  (see  Figure  2).  The  bar  consequently  acts  as  a  gravity  wave  antenna, 
and  is  designed  to  have  its  first  longitudinal  vibration  mode  at  about  850  Hz.  Sensing  of 
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Figure  1:  Schematic  diagram  of  the  4800  kg  cryogenic  gravity  wave  detector  at  Stanford 
University 
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Figure  2:  Incident  gravity  waves  induce  strain  in  cylindrical  bax 


tin*  h)iiu;'tu(liiuil  strain  in  the  bar  is  performed  with  a  superconducting  variable  inductance 
I't'-ouaut  trausdiuau'  ;  iiid  SQUID  amplifier  [2,3]. 

15('(  au>c  of  the  weakness  of  these  signals,  a  great  deal  of  effort  is  spent  minimizing 
lii-t  m  l)au(i  s  to  till'  antc'iiiia.  To  reduce  Brownian  noise  disturbances  [4]  sufficiently  for 
die  le\('l  of  sensing  required,  the  antenna  is  held  at  a  temperature  of  4  K.  The  antenna  is 
al-o  isolated  ihom  eultviral  and  seismic  ground  disturbances  in  the  laboratory  by  250  dB 
at  th('  frecpK'ucy  of  its  longiti’dinal  resonance.  Furthermore,  the  antenna  is  maintained  in 
;i  near  vacuum  to  minimize  the  possibility  of  acoustic  disturbances  propagating  through 
air  to  the  anttnina.  To  amplify  the  dynamical  interaction  of  interest,  and  to  consequently 
make  the  sensing  possible,  the  antenna  is  made  of  a  high  mechanical  quality  factor,  Q, 
m.itciial  [2].  For  the  existing  system,  the  antenna  is  made  of  Aluminum  and  has  a  Q  of 
--  [  X  10''  (Q  =  1/2C.  C=fi‘tiiiphig  ratio)  at  4  K  in  the  mode  of  interest. 

I'olation  of  tlie  antenna  from  extiTiial  disturbances  is  provided  by  an  isolation  system 
eoii-nMiig  of  four  isolation  stacks  each  with  ten  Sj^dng-mass  pairs  for  high  frequency  iso¬ 
lation.  and  an  air  bag  tor  low  frequency  isolation  (see  Figure  1).  250  dB  of  mechanical 
i^olaiiiJii  in  G  degix'es  of  freedom  over  a  200  Hz  bandwidth  centered  at  S50  Hz  is  provided 
liy  tin-'  system.  The  i.solation  system  is  Jso  external  to,  and  thermally  insulated  Torn  the 
ciyogenic  n'giou  housing  the  antenna. 

Die  next  gi'iieration  gravity  wave  detector  at  Stanford  University’  is  currently  being 
dixigned  (see  Figure  3).  A  comparison  between  the  characterstics  of  the  existing  system 
and  the  goals  of  the  next  generation  system  is  provided  in  Table  1.  The  goal  of  the  new 
^y'tcni  i.^  a  1  to  2  order  of  magnitude  increase  in  measurement  sensitivity.  To  this  end,  the 
iir','.-  >y.-^fcin  will  maintain  the  antenna  at  40  niK  to  reduce  Brownian  noise  and  to  further 
increase  tlu'  signahto-noise  ratio.  In  order  to  uncouple  the  thermal  and  isolation  design 
pioblcins.  an  to  minimize  interaction  with  internally  generated  and  difficult  to  identify 
iioi.-.e  sources,  the  present  strategy  is  to  enclose  the  vibration  isolation  system  in  the  low 
temperature  region. 

Die  springs  and  masses  for  the  next  generation  isolation  system  aii,  currently  being 
designed.  The  objective  is  to  design  spring  elements  which  will,  when  stacked  together,  be 
conipliaiit  (’iiough  to  provide  the  isolation  required  at  the  antenna  longitudinal  resonance 
treiiueucy.  Concurrently,  the  springs  must  statically  support  the  weight  of  the  antenna 
With  miiiinud  stress  in  the  spring  material.  The  motivation  for  minimizing  stre.ss  levels  in 
till'  springs  is  discu.ssc'd  in  s<>ction  1.2.  The  goal  is  to  have  the  maximum  static  stress  in 
till'  springs  be  h'ss  than  10%  of  the  0.2%;  yield  stress  of  the  material. 

In  t.ddit  ion  t(j  stiffness  properties,  another  issue  underlying  material  selection  is  the 
wtiv  in  which  the  system’s  components  can  be  interfaced.  As  is  discussed  in  section  1.2, 
the  system  cannot  tolerate  nonlinear  disturbance  energy  resulting  from  sloppy  joints.  All 
components  of  the  isolation  system  must  be  connected  with  welds  or  brazes  which  have 
as  close  to  a  monolithic  interface  structure  as  possible.  The  materials  currently  under 
consideration  for  spring  fabrication  are  beryllium-copper  and  aluminum  (e.  g.  A1  7075). 

Note  that  the  isolation  must  be  provided  in  6  DOF  (degrees  of  freedom).  The  approach 
taken  is  to  design  the  springs  and  masses  so  that  the  same  resonant  frequencies  are  obtained 

'Sponsored  Gy  NSG.  Peter  Michelson  i.s  principal  investigator. 
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oarameter 

Durnose 

existina  system 

next  Generation 

isolation 

-  isolate  antenna  from  ground 

(seismic  &  cultural) 

-  must  be  as  purely  linear 

as  possible  in  dynamic  range 

250  dB  over  200  Hz 

BW  centered  at 

antenna  resonance 

300  dB  over 

200  Hz  BW  about 

antenna 

resonance 

temperature 

-  minimize  brownian  noise  in  antenna 

-  allow  operation  of  superconducting 

sensor 

4  K 

40  mK 

pressure 

-  minimize  disturbances  on  antenna 

due  to  air  (e.g.  acoustic) 

~  vacuum 

~  vacuum 

antenna 

longitudinal 

damping 

-  High  Q  material  reduces  brownian 

motion  noise 

Q  =  4x  10® 

Q>10'* 

(C<5(10*)) 

sensing 

-  inductive  superconducting  resonant 

transducer  and  SQUID  amplifier 

strain 

(AI/I) 

«  10** 

strain 

(Al/I) 

=  10“ 

Table  1:  Gravity  Wave  Experiment  characteristics 


in  each  DOF.  To  this  end,  consider  basis  unit  vectors  x,  y,  and  r  of  a  cartesian  coordiante 
frame  fixed  in  the  laboratory.  Let  ky,  and  k^  be  linear  translational  stiffnesses  and 
let  kg^,  kg^,  and  kg^  be  linear  rotational  stiffnesses  of  the  springs  for  the  designated  axes. 
Similarly,  let  each  mass  element  have  mass  m  and  central  moments  of  inertia  /j,,  emd 
It  for  axes  x,  y,  and  z,  respectively.  Matching  resonant  frequencies  requires  that  for  each 
spring-mass  pair: 


Ur 


(i  =  X,  y,  and  z). 


(1) 


The  current  spring  configuration  is  shown  in  the  hashed  portion  of  Figure  4(a).  The 
springs  have  a  clover-leaf  like  configuration.  Each  lobe  of  the  clover-leaf  springs  acts 
between  two  mass  elements  of  the  isolation  stack.  The  concept  for  interfacing  the  spring 
and  mass  elements  is  shown  in  Figure  4(b).  The  mass  elements  are  shown  eis  ^T-shaped 
bodies  which  are  intended  to  be  approximately  rigid. 


1.2  Damping  Issues 

The  previous  section  described  objectives  and  system  level  issues  for  the  existing  and  next 
generation  gravity  wave  detectors  at  Stanford.  This  section  motivates  the  need  for  damping 
in  the  isolation  system  of  the  next  generation  experiment.  There  are  two  issues.  First  is 
the  beiseline  decision  to  place  the  isolation  system  in  the  coldest  temperature  region,  and 
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(a)  (b) 

Figure  4:  Isolation  system  concept;  (a)  isolation  spring  element,  and  (b)  spring-mass 
interfacing  concept. 


second  is  increased  concern  associated  with  the  sensitivity  to  nonlinear  creaking  in  the 
system. 

At  40  mK  the  isolation  system  itself  will  have  mechanical  Q's  on  the  order  of  10^  or 
higher  in  all  of  its  vibrational  modes  (see  Figure  5)  [4,5].  The  resulting  amplification  of 
the  spectral  content  of  the  disturbances  at  the  resonant  frequencies  70  —  250  Hz)  of 
the  isolation  system  poses  a  key  problem.  These  greatly  amplified  inputs  may  cause  the 
system  to  deviate  from  purely  linear  behavior.  The  effect  is  conversion  of  the  narrow  band 
input  disturbance  into  a  broadband  disturbance.  Sufficient  energy  at  the  850  Hz  antenna 
mode  resulting  from  the  broadband  disturbzmce  may  corrupt  the  measurements.  Although 
physical  mechanisms  for  this  type  of  nonlinear  behavior  have  not  been  clearly  identified 
for  this  system,  hypotheses  have  been  formulated.  Among  these  axe  the  hypotheses  that 
the  large  eimplification  of  low  frequency  disturbances  causes  nonlinear  creaking  at  stress 
concentration  areas  of  joints  throughout  the  system.  These  concentrations  of  stress  can 
result  in  local  hysteretic  deformations  of  the  material  which  can  propagate  as  broadbeind 
acoustic  energy  [2,6]. 

Design  candidates  for  mitigating  this  problem  include  actively  and/or  passively  deimp- 
ing  the  isolation  system.  The  goal  is  to  remove  mechanical  energy  from  the  system  which 
results  from  low  frequency  disturbance  amplification.  The  effect  of  damping  is  to  reduce 
the  steep  but  narrow,  2md  consequently  relatively  low  energy,  resonant  peaks  in  the  iso¬ 
lation’s  frequency  response.  In  addition  to  reducing  these  peaJcs,  added  damping  will 
reduce  the  RMS  (root  mean  square)  dynamic  stresses  in  the  isolation  springs.  This  in  turn 
will  reduce  the  probability  of  locedized  hysteretic  deformations  which  result  in  broadband 
disturbances. 

In  regard  to  implementing  damping  for  this  system,  there  are  a  few  interesting  con¬ 
straints  which  must  be  considered.  First,  the  damping  must  be  realizable  at  ultra-low 
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Figure  5:  Undamped  frequency  response  (Q  =  (10)^)  from  input  at  top  of  isolation 
stack  in  x-direction  to  antenna  excitation 

temperatures.  Potential  energy  dissipation  candidates  at  this  point  include  electronic  ab¬ 
sorption  of  ultra-sounds,  low  temperature  relaxation  of  dislocations,  magnetic  hysteresis, 
dry  friction,  or  magnetically  induced  eddy-current  damping  [7].  Futhermore,  the  damping 
is  required  to  be  predictable/repeatable,  emd  it  is  required  that  the  damping  mechanism 
not  have  substantial  energy  content  at  the  zmtenna  longitudinal  resonance  frequency.  Con¬ 
sequently  dry  friction,  for  example,  is  inappropriate  because  of  the  broadbaind  spectral 
content  of  this  nonlinear  phenomenon.  Another  interesting  design  issue  which  is  discussed 
in  section  6,  is  matching  the  impedance  between  the  dampers  and  the  stiffness  elements. 

The  baseline  approach  is  to  use  passive  eddy-current  damping.  The  negligible  impact 
of  the  low  temperature  environment  upon  permanent  magnets  make  this  phenomenon  re- 
aJizable  at  low  temperatures.  Furthermore,  eddy-current  damping  devices  can  be  designed 
to  provide  nearly  piirely  viscous  damping,  amd  can  be  made  free  of  sloppy  nonlinear  joints. 
Finally,  by  iising  a  superconducting  wire,  the  energy  absorbed  by  the  eddy-current  daunper 
can  be  dissipated  in  an  external  resistor  in  a  wairmer  region  of  the  dewar.  The  concern 
regarding  remotely  dissipating  energy,  however,  is  that  the  daunper  then  haw  the  Brownian 
motion  noise  of  the  waumer  region  where  the  energy  is  being  dumped. 

Among  the  key  design  pairameters  aire  the  placement  and  sizing  of  the  dampers.  Sum¬ 
marized  below  are  design  considerations  which  guided  the  definition  of  these  pairameters. 

•  The  added  damping  should  minimize  the  RMS  dynamic  strain  in  the  isolation  sys¬ 
tem’s  modes. 

•  The  added  damping  should  not  compromise  the  isolation  provided  to  the  amtenna. 
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•  The  1*‘  longitudinal  resonance  mode  of  the  antenna  is  intentionally  very  lightly 
damped  for  measurement  purposes.  The  added  damping  should  damp  the  isolation 
system  modes  without  damping  this  antenna  mode. 

•  Energy  dissipated  as  heat  cannot  be  zu'bitrarily  dissipated  in  the  system.  Because  of 
the  severe  refrigeration  requirements  at  the  lowest  temperature  region,  only  about 
10  /iW  of  power  dissipation  as  heat  can  be  tolerated  in  this  region.  In  the  warmer 
insulation  shells,  such  as  the  0.6  K  shell  (see  Figure  3),  as  much  as  1  mW  of  heat 
can  be  tolerated. 

The  sections  that  follow  discuss  how  these  considerations  were  used  to  establish  baseline 
damping  allocation  requirements  for  the  Gravity  Wave  Experiment  system. 

2  Damping  Allocation  Design  Procedure 

This  section  discusses  a  design  procedure  being  developed  which  is  aimed  at  aiding  a 
structural  designer  to  identify  the  degree  to  which  damping  can  be  of  veilue,  and  to  identify 
locations  on  a  structure  which  are  in  some  sense  optimal  for  the  inclusion  of  d^lmping.  The 
procedure  also  identifies  levels  of  viscous  damping  which  are  also  optimal  in  some  sense. 
Furthermore,  the  procedure  is  automated  by  software  written  in  PRO-MATLAB  [8]  and 
FORTRAN  77. 

The  motivation  for  the  development  of  such  a  tool  is  to  include  damping  as  a  parameter 
in  the  design  of  controlled  structures.  The  potential  payoffs  are  numerous.  Recent  studies 
(e.  g.  Passive  and  Active  Control  of  Space  Structures  (PACOSS))  have  demonstrated  that 
passively  included  damping  elements  can  reduce  the  number  of  control  actuators  and  total 
control  energy  required  in  some  large  flexible  structure  control  problems.  Futhermore, 
when  actively  controlling  a  structure,  a  higher  closed-loop  bandwidth  can  frequently  be 
achieved  by  adding  damping  to  an  otherwise  lightly  damped  structure. 

The  task  of  identifying  an  optimal  allocation  of  damping  in  a  structure  is  complicated  by 
many  design  issues.  Certainly  cost,  complexity,  repeatability,  geometry,  and  environmental 
conditions  2ire  just  a  few  of  the  many  typical  design  considerations.  These  considerations 
can  have  quite  varied  characters,  are  often  difficult  to  quantify,  and  can  be  difficult  to 
compare  on  an  equal  footing  for  trade-off  purposes.  Furthermore,  the  damping  which  can 
be  incorporated  into  a  structure  may  be  distributed  or  discrete,  may  have  a  wide  range 
of  thermal  or  frequency  dependencies  [7],  and  may  vary  nonline^lrly  with  amplitude  or 
velocity. 

The  design  procedure  described  here  focuses  on  outputs  derivable  from  the  response  of 
a  linear  structure  to  external  inputs.  The  goals  are  to  determine  locations  on  a  structure 
where  damping  elements  will  have  their  greatest  influence  on  specific  outputs,  and  to 
identify  the  level  of  influence  at  these  outputs.  Typical  outputs  may  include  the  response 
of  a  radio  frequency  antenna  mounted  on  a  spacecraft  or  the  control  energy  required  by 
actuators  on  a  structure. 

A  key  underlying  idea  in  the  damping  allocation  optimization  scheme  used  here  is  that 
damper  placement  should  be  tailored  to  a  system’s  specific  input  and  output  characteris- 
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tics.  Consequently,  specific  information  regarding  a  system’s  input  locations,  directions, 
and  spectral  content,  as  well  as  outputs  of  interest,  must  be  available.  The  outputs  must 
be  derivable  from  a  linear  combination  of  the  states  (i.e.  positions  and  velocities)  of  the 
system.  A  cost  function  computed  as  a  weighted  norm  of  the  RMS  or  Icr  values  of  the 
states  of  a  discrete  linear  system  model  is  used  to  determine  an  optimal  damping  allo¬ 
cation.  This  condition  on  the  types  of  outputs  allowable  is  not  as  restrictive  as  it  may 
seem.  As  will  be  discussed  in  section  4,  outputs  which  have  been  used  include  the  resonant 
excitation  of  a  large  flexible  bar  (the  Stanford  Gravity  Wave  antenna),  the  average  power 
dissipated  as  heat  in  deimpers  placed  on  a  structure,  and  the  dynamic  strain  induced  in 
elements  throughout  a  structure.  Furthermore,  should  the  peak  rather  than  RMS  value 
of  an  output  be  regarded  as  the  appropriate  quantity  for  optimization,  then  a  reasonable 
approximation  to  the  peak  can  be  obtained  by  considering  the  3(t  or  4cr  value  of  the  output. 

An  important  feature  in  this  damping  allocation  procedure  is  the  specific  emphasis  on 
the  sensitivity  of  damper  placement  to  specific  input  and  output  characteristics.  Methods 
for  damping  allocation  which  are  based  solely  on  modal  strain  energy  considerations,  for 
example,  and  which  attempt  to  identify  energy  concentration  areas  and  consequently  at¬ 
tempt  to  minimize  the  global  energy  in  a  system  ,  may  result  in  effort  expended  to  remove 
energy  that  does  not  seriously  impact  outputs  of  interest.  Futhermore,  there  is  a  possibil¬ 
ity  of  a  mode  of  vibration  with  relatively  little  energy,  but  for  which  an  important  output 
is  seriously  impacted.  An  example  may  be  the  vibration  of  a  small  antenna  on  a  massive 
spacecraft.  Another  consideration  is  the  possibility  that  inputs  to  a  structure  may  have 
points  of  application,  directions,  or  spectral  content  which  do  not  significantly  excite  the 
vibration  modes  for  which  outputs  of  interest  have  large  mode  shape  values. 

2.1  Assumptions 

Several  assumptions  underlie  the  design  procedure  developed.  The  procedure  requires  the 
existence  of  a  nominal  structural  model.  The  dynamics  of  the  structure  must  be  describable 
by  a  linear,  constant  coefficient,  matrix  equation  of  the  form: 

[M]{x}  +  [C]{x}  +  [K]{x)  =  {m}  (2) 

where  [M],  [C],  and  [K]  are  the  time-invariant  mass,  viscous  damping,  and  stiffness  matri¬ 
ces,  respectively,  of  the  structure  associated  with  the  n  generalized  coordinates  comprising 
the  vector  {i}.  {f(t)}  is  a  time  dependent  vector  of  input  forces.  The  mass  and  stiffness 
matrices,  [M]  and  [K],  are  assumed  to  be  real  and  symmetric,  and  the  stiffness  matrix  is 
assumed  positive  definite.  The  viscous  damping  matrix  must  be  reed,  and  need  not  be 
proportional  damping  (i.e.  a  linear  combination  of  the  mass  and  stiffness  matrices).  These 
zissumptions  consequently  require  a  discrete  linear  structural  model,  such  as  is  available 
from  finite  element  software  packages.  In  the  case  of  a  finite  element  model  of  the  structure, 
the  generalized  coordinates  are  the  node  displacements  in  all  active  degrees  of  freedom. 

The  nominal  structure  is  assumed  asymptotically  stable.  Consequently  some  positive 
viscous  damping  must  be  modeled  in  each  mode  of  the  nominal  structure,  though  the 
damping  in  e£w:h  mode  may  be  arbitrarily  small. 
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There  can  be  an  arbitrary  number  of  temporally  uncorrelated  external  forces  acting  on 
the  structure.  These  forces  can  be  applied  at  arbitrary  nodes  and  in  any  direction.  The 
input  forces  must  be  capable  of  being  modeled  as  filtered  zero-mean,  gaussian,  ergodic, 
white  noise.  The  coloring  filters,  which  define  the  spectral  content  of  the  input  forces, 
must  be  strictly  proper  continuous  filters  with  no  poles  at  the  origin. 

Damping  added  to  the  nominal  structural  model  is  assumed  to  be  in  the  form  of  purely 
viscous  discrete  damping  elements.  Each  element  is  attached  to  the  structure  at  two 
distinct  nodes.  Furthermore,  each  damping  element  may  provide  damping  in  as  many 
as  six  degrees  of  freedom,  with  an  arbitrary  viscous  damping  constant  in  each  degree  of 
freedom. 


2.2  Candidate  Damper  Locations 

The  design  procedure  consists  of  two  steps:  a  more  synthetic  step  discussed  in  this  section, 
and  an  optimization  step  discussed  in  the  next  section.  The  synthetic  step  is  aimed  at 
identifying  good  candidate  locations  for  placing  dampers  in  a  structure.  In  the  optimization 
step,  the  candidate  locations  are  compared  by  determining  the  impact  upon  outputs  of 
interest  of  placing  dampers  at  these  locations. 

Several  approaches  can  be  taken  to  identify  good  locations  for  dampers.  The  approach 
taken  here  is  motivated  by  an  attempt  to  identify  which  locations  on  a  structure  have  the 
greatest  influence  upon  the  outputs  of  interest.  The  result  is  the  development  of  easily 
computed  influence  coefficients.  The  coefficients  consider  the  location  and  spectral  content 
of  external  inputs  as  well  as  the  system  outputs. 

Consider  the  modal  coordinates  for  a  system  described  by  equation  (2).  The  modal 
coordinates  {rj}  are  related  to  the  physical  coordinates  {x}  by: 

{x}  =  mv)  (3) 

where  [U]  is  the  system’s  real  n  x  n  matrix  of  eigenvectors  (mode  shapes)  normalized 
according  to: 

(C/f  IM||t/)  =  |/„],  (4) 

where  [/„]  is  the  n  x  n  identity  matrix.  Using  (3)  and  (4),  the  system’s  dynamical  equations 
can  be  expressed  in  modal  coordinates  as: 

(ij)  +  (2Cn]{.7}  +  =  [Cf  {/(<)}  (5) 

where  [2(^12]  and  are  real  diagonal  matrices  of  modal  damping  and  natural  frequencies 
squared,  respectively.  Note,  it  has  been  assumed  that  the  nominal  system’s  inherent  damp¬ 
ing  matrix,  [C],  has  sufficiently  small  damping  to  be  at  least  approximately  uncoupled  by 
a  coordinate  transformation  using  [Uj.  Taking  the  Laplace  transform  of  (5)  ignoring  initial 
conditions  yields; 

=  ((/,|»"  +  [2<ni.  +  («) 

so  that  using  (3): 


+  2C.WiS  -f  ut 


m 


FBA-10 


where  Xj  is  the  element  of  {x},  {m}  is  the  mode  shape  (column  of  [U]),  Uj^i  is  the 

element  of  {u,},  (,‘j  is  the  damping  ratio  of  mode  i,  and  Wj  is  the  natural  frequency  of 
mode  i  (i  =  1, . . . ,  n). 

Now  consider  the  effect  of  introducing  to  the  nominal  system,  a  discrete  viscous  damp¬ 
ing  element  acting  between  generalized  coordinates  and  <  a,  b  <  n).  Assuming  for 
the  moment  that  this  damper  is  massless,  the  dynamical  effect  on  the  system  is  identical 
to  the  effect  of  adding  equal  magnitude  but  oppositely  directed  forces  at  Xa  and  which 
are  proportional  to  the  relative  velocity  between  these  coordinates.  These  damping  forces 
can  be  considered  by  adding  a  force  vector  in  equation  (2)  with  forcing  terms  in  the 
and  6'^  elements,  that  is; 


f damp 


a 


0  ...  0  c(xb  —  Xa)  0  ...  0  —  c(xfc  —  Xa)  0  ...  0 


(8) 


Considering  only  the  contribution  of  these  damping  forces  to  Xj(s),  we  can  write 


=  £ 

1=1 


Uj,i{Ua^i  -  U6.l)c 
-f  2Ci(jJiS  -t- 


S(l6(s) 


(9) 


In  fact,  these  damping  forces  result  when  relative  motion  between  coordinates  Xa  and  Xj 
is  induced  by  external  forces.  With  this  in  mind,  and  noting  that  Xa(3)  and  Xb{s)  in 
equation  (9)  can  be  expressed  in  the  same  form  as  Xj{s)  in  equation  (7): 


n 


Xj(s)  =  Yi 

1=1 


5^  4-  2(ia;,s  -f-  (jjf 


n 

E 


(Wft  It  '^a,k)^  f  iX 


F{s). 


(10) 


Now  consider  the  case  in  which  the  external  force  consists  only  of  a  force  applied  at 
coordinate  m,  and  also  only  consider  the  contribution  to  Xj{s)  from  mode  r  (i  =  r  in 
equation  (10))  and  express  this  as  (xj^,^)^: 


(^j,m)r('S) 


Uj,r(Ua,r  -  Ufc,r)c 
+  2CrWrS  -f 


-A  -  Ua,k)s 

s2  ^  2Cfcu;)ts  + 


Fmis). 


(11) 


Recedling  that  the  objective  is  to  identify  some  measure  of  influence  from  zm  input  to  an 
output  with  discrete  viscous  damping  acting  between  two  arbitrary  coordinates,  it  can  be 
seen  that  equation  (11)  expresses  this  influence,  with  m  as  the  input  coordinate,  j  as  the 
output  coordinate,  and  a  and  b  as  the  coordinates  between  which  the  damper  acts. 

Now  le<-  s  vary  along  the  Jw-axis  ( J  =  V^),  emphasizing  an  interest  in  the  dependence 
of  this  influence  upon  the  spectral  content  of  the  input,  to  obtain: 


(^J,m)r(-^w) 


Uj'^  —  U)'^  +  J  *  2(^r<^rU) 


u;|  -  u;2  +  J  *  2Cfcu;fcu; 


Fm{J^)- 


(12) 


Evaluating  at  a;  =  Wr,  since  it  is  the  contribution  of  mode  r  imder  consideration,  the 
following  measure  of  the  gain  or  influence  at  mode  r  associated  with  an  input  at  coordiante 
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m,  an  output  at  coordinate  j,  and  a  viscous  damper  acting  between  coordinates  a  and  b  is 
obtained; 

Uj,r{'^a,r  -  U6.r)c 

2C.u;2 

Furthermore,  for  outputs  of  interest  which  are  linear  combinations  of  system  states,  such 
Hs: 

n 

{y}  =  Mia:},  so  that  yj  =  ^C(j,0a:(i)  (14) 

t=i 

where  [C]  is  a  real  constant  outputs  x  n  matrix,  then  the  influence  coefficient  for  output 
pj  is  obtained  by  replacing  Uj,.  in  equation  (13)  with  C{j,i)ui^r. 

A  PRO-MATLAB  function  has  been  written  to  automate  the  computation  and  sorting 
oi  these  influence  coefficients.  By  easily  specifying  input  locations,  the  spectral  content  at 
each  input  location,  outputs,  and  damping  coordinate  pairs,  this  function  aids  a  designer 
to  generate  a  first  cut  at  good  candidate  damper  locations.  Futhermore,  by  ranking  the 
influence  coefficients  by  mode,  one  can  identify  which  modes  are  most  significant  for  the 
inputs,  outputs,  and  daxnper  locations  considered.  Application  of  this  procedure  to  the 
Stanford  Gravity  Wave  Experiment  is  discussed  in  section  3. 

2.3  Optimization  Analysis 

Section  2.2  discussed  a  procedure  to  generate  a  collection  of  good  candidate  damper  lo¬ 
cations  in  a  structure.  This  section  discusses  an  analysis  tool  developed  to  evaluate  the 
impact  of  incorporating  viscous  damping  elements  in  a  controlled  structure.  The  objective 
of  this  tool,  which  is  fully  automated  in  PRO-MATLAB  software  [8],  is  to  identify  which 
of  a  collection  of  candidate  damper  placement  scenarios  in  a  structure  is  optimal  for  a 
particular  application,  and  furthermore  what  level  of  damping  is  appropriate.  The  hope 
is  that  damping  will  be  allocated  in  an  efficient  way  to  adequately  damp  all  important 
modes.  Each  damper  allocation  case  considered  can  include  an  arbitrary  number  of  arbi¬ 
trarily  distributed  and  directed  damping  elements,  each  with  arbitrary  viscous  amping 
constant.  Furthermore,  the  procedure  will  include  the  impact  upon  a  nominal  structure 
of  damping  elements  with  arbitrary  mass  Jmd  stiffness  properties.  Typical  of  candidate 
damper  locations  to  consider  are  those  generated  by  the  algorithm  of  section  2.2. 

Severed  inputs  are  required  for  this  anedysis.  A  nomined  discrete  linear  (finite  element) 
model  must  exist  for  the  structure  under  consideration.  The  model  must  consist  of  n  x  n 
mass,  stiffness,  and  viscous  damping  matrices,  where  n  is  the  number  of  active  structural 
degrees  of  freedom.  The  location,  direction,  and  spectral  content  of  all  inputs  must  be 
known.  Finally,  a  collection  of  outputs  of  interest  must  be  identified. 

This  section  begins  by  constructing  a  state-space  realization  for  a  general  system  consid¬ 
ered.  This  realization  demonstrates  the  ability  to  address  systems  which  include  structural 
dynamics  states;  sensor,  actuator,  and  estimator  states  as  needed;  euid  coloring  filter  states 
to  model  the  spectral  character  of  external  inputs.  The  topology  for  the  optimization,  as 
well  as  the  structure  of  the  performance  index  used  is  then  discussed.  A  procedure  to 
sub-optimize  over  damping  constant  values  for  each  case  is  also  discussed. 


Um,k 


\FM^r)\. 


(13) 
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A  state  space  model  for  the  nominal  structure,  or  pleint,  is  modeled  using  plant  coor- 


dinates,  {xp},  as: 

{xp}  —  [Ap]{xp}  -f-  [Bpi 

UMt)}  +  [Bpeum) 

(15) 

where. 

{^p}  =  |  ■ }.  [-1,1  = 

0  /„ 

-M-^K  -M-'^C  ' 

(16) 

=  -M-'B,  ’ 

=  -M-'^Be  ■ 

(17) 

[M],  [C],  [K],  and  {x}  are  as  defined  in  equation  (2),  and  is  the  n  x  n  identity  matrix. 

is  a  vector  of  external  inputs  and  {/c(t)}  is  a  vector  of  rric  control  inputs.  [B^] 
eind  [Be]  are  input  distribution  matrices  for  external  inputs  eind  control  inputs,  respectively. 
Note  that  for  numerical  stability,  care  must  be  taken  to  select  appropriate  units  for  [M], 
[C],  and  [K]  so  that  [Ap\  is  well  conditioned. 

Now  consider  the  inclusion  of  actuator  dynamics  to  the  nominal  plant.  Let  {/c(f)}  be 
the  vector  of  controls  actually  input  to  the  plant,  and  {ua(t)}  be  the  vector  of  actuation 
commands.  Furthermore,  let  a  state  space  realization  from  the  actuator  input,  /c,,,  to 
the  actuator  command,  Ua,«i  be  given  by: 

{Xa,.}  =  [a<,,.]{x<.,.}  +  (IS) 

fc,i  =  [7a,i]{^a..}  +  (19) 

The  combined  plant-actuator  system  can  then  be  realized  as: 

{ipa}  =  l^lpaKlpa}  +  [BpalM  +  [Bpx]{fx}  (20) 

where, 

{Xpa)  =  {  ]  .  l^p.)  =  [  ’  (21) 

[Aa]  =  diag[  a^.i  a;a,2  •  •  •  "a.m^  ]>  [-^a]  =  diag[  13^,1  /?a,2  •  •  •  0a, ]>  (22) 

[Fa]  =  diag[  7a, 1  7a, 2  •  ■  •  7a.mc  ],  [Aa]  =  diag[  6^,1  6a, 2  .  .  .  6a,mc  ]•  (23) 

The  notation  diag[-  •  •]  refers  to  a  block  diagonal  matrix  with  the  arguments  on  the  diagonal. 
[Aa],  for  exzunple,  is  a  block  diagonal  matrix  with  the  blocks  aa,i  (*  =  1, . . .  ,mc)  on  the 
diagonal. 

Now  consider  the  inclusion  of  sensor  dynamics  to  the  nominal  plant-actuator  system. 
Let  [Cm]  be  a  real  constzmt  measurement  matrix  such  that  an  m,-vector  of  ideal  measure¬ 
ments,  {Vidtai},  is  given  by: 

{Videal}  =  [Cm]{Xpa}  (24) 

To  accommodate  sensor  dynamics,  let  a  state  space  realization  from  the  element  of 
{Videai}  to  the  element  of  the  actual  measurement  vector,  {y},  be  given  by: 

d"  {,0 », i}y ideal, i  (25) 
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(26) 


where, 


M  =  { 

= 

Apa  0 

B.Cm  A,  ’ 

(28) 

<11 

diag[  a,,i  a,,2 

|B,1  = 

diag[  ^,,1  ^,,2  . .  •  ], 

(29) 

and  note 

that  {y} 

is  given  by: 

H 

II 

pa,},  where  [C,] 

=  [  A,c„  r. ; 

(30) 

where, 

[r,]  =  diag[  7,,i  7^,2 

- 7*,m,  ]i  [Aj]  = 

cftay[  6/^2  •  •  •  ]• 

(31) 

Now  consider  designing  a  control  system  for  the  structure  being  considered.  To  this 
end,  assume  that  the  control  law  generated  is  in  the  form  of  feedback  of  estimated  plant, 
actuator,  and  sensor  states.  Simpler  control  laws,  such  Jis  feedback  of  sensor  outputs  alone 
with  no  estimation,  are  a  subset  of  this  more  general  construction.  Actuator  commands 
are  then  given  by: 

(u.)  =  (32) 

where  [K]  is  constant  control  gain  matrix  and  {xpa»}  is  a  vector  of  estimated  plant,  actuator, 
and  sensor  states.  [K]  may,  for  example,  be  the  gains  resulting  from  a  solution  of  the  linear 
quadratic  regulator  (LQR)  control  optimization  problem  [9].  The  estimator  state  equation 
is  Eissumed  to  be  of  the  following  form: 

=  [Apa»]{Xpas}  +  [Bpa]{Ua}  +  [L]  [{y}  -  [C,]{Zpa,}]  .  (33) 

[L]  is  a  constant  estimator  gain  matrix,  and  may,  for  example,  be  the  steady  state  Kalman- 
Bucy  filter  gains  associated  with  the  linear  quadratic  estimator  (LQE)  optimization  prob¬ 
lem  [9]. 

By  combining  equations  (27),  (32),  and  (33),  the  entire  system  caxi  be  realized  as: 

{.Xpate}  —  [■^pa$e\{,Xpase  )  +  (34) 


where. 


I  *po*  J 


[Apa.e]  = 


-BpaK 


|  j  ,  i^pa,ej  -  ^  _  IC,  J  ' 

Finally,  consider  the  inclusion  of  continuous  filter  states  used  to  shap>e  the  spectral 
content  of  the  m,— vector  of  externeJ  inputs,  {/r}.  The  external  forces  can  be  the  result 


of  a  directly  applied  force,  or  the  result  of  external  ground  motion  acting  through  linear 
translational  or  rotational  springs  and/or  viscous  dampers.  It  is  assumed  that  the  MSSD 
(mean  square  spectral  density)  also  referred  to  as  the  PSD  (power  spectral  density)  of 
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either  the  applied  force  or  ground  motion  is  known,  and  can  be  adequately  modeled  as 
continuously  filtered  white  noise.  The  Laplace  transform  of  the  coloring  filters  is  assumed 
to  have  no  purely  imaginary  poles.  The  external  input  can  be  written  as; 

fx,i  ~  d'  Cx,i^x,i  (j  =  1,  •  •  ■  i^x')  (^fi) 

where  is  the  filtered  input.  Let  a  state  space  realization  from  an  external  input 
with  a  white  PSD,  ujx,it  through  the  shaping  filter  to  <f>x,i  be  written  as: 

{ii,,}  =  +  {/3x,,]i>Jr,t  (37) 


4>x,i  =  bx,i]{^r,i)  +  Sx,iU)x,i  (38) 

Now  assume  that  the  transfer  function  of  these  filters  in  the  Laplace  domain  is  strictly 
proper  so  that  8x,i  =  .(  (i  =  1, . . .  ,mi).  Then  by  substituting  equations  (37)  and  (Sd)  into 
equation  (36): 

fx,i  =  +  hkc,i^x,i  (39) 


where. 


^kc,i  ~ 


The  combined  system  with  plant,  actuators,  sensors,  estimator,  and  external  input  shaping 
filters  can  then  be  realized  as; 


}  =  ^33/5}  4*  }  (42) 

where, 

/  1  A  J  Xpase  1  r  ,  i  A  Apose  BpxAkc  rn  1  ^  BpxBkc 

ix,„)  _  j  1 ,  0  Ax  \'  ~  [  Bx  J  ’  ^ 

~  dlQ5f[  Q!i,l  0^1,2  •  •  •  ^x,mi  ]j  [-^x]  ~  cfjOy[  ^x,l  /^r,2  •  •  •  ]>  (^^) 

[Afcc]  =  diag[  0*^,1  akc,2  ■  •  •  Ofcc.m,  ],  l-Sfcc]  =  diag{  6*0,1  hc,2  ■  •  •  ]•  (45) 

{cjj;}  is  a  vector  of  external  inputs,  ujx,i{i  =  1, . . .  ,mi),  which  are  assumed  to  be  ergodic 
uncorrelated  zero  mean  gaussian  distributed  inputs  with  white  PSD. 

With  a  state-space  realization  available  to  model  a  wide  class  of  linear  system  descrip¬ 
tions,  the  way  this  realization  is  used  can  now  be  discussed.  To  this  end,  the  optimization 
portion  of  the  damping  allocation  procedure  shown  in  Figure  6  will  now  be  discussed.  This 
portion  of  the  procedure  considers  each  good  candidate  damper  application  case  individ¬ 
ually.  For  each  case,  a  list  of  damper  geometries  is  specified,  as  well  as  nominal  viscous 
damping  constants,  and  mass  and  stiffness  properties  of  the  dampers.  The  [M],  [C],  and 
[K]  matrices  in  equation  (16)  are  modified  from  their  nominal  values  to  appropriately  ac¬ 
commodate  the  added  dampers,  and  are  then  used  to  construct  a  modified  plant  model. 
Actuator  and  sensor  dynamics  can  then  be  added  to  the  plant  model,  a  control  system  can 
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Figure  6:  Damping  zdlocation  procedure  flow  chart 


be  designed  as  indicated  in  equations  (32)  and  (33),  and  a  system  model  constructed  as 
per  equation  (42). 

The  optimal  damper  configuration  selection  is  based  upon  minimizing  a  cost  function 
constructed  from  RMS  values  of  system  outputs.  Computing  the  RMS  values  for  high 
order  systems  can  be  computationally  intensive.  For  a  linear  system  with  uncorrelated 
inputs,  one  method  of  finding  the  RMS  values,  ihms»  of  a  state  i  resulting  from  a  random 
ergodic  input  f(t)  is  to  perform  the  following  integration  [10]: 

XRMs  =  j  |G/i(  Jw)P  Sf{uj)du  .  (46) 

Gjx{Ju})  is  the  transfer  function  from  /to  x  in  the  Laplace  domain  and  evaluated  at  s  =  Jw. 
Sf{uj)  is  the  PSD  of  /and  is  defined  by: 

S,(u.)  r°°  R,(r)e-^‘"dr  (47) 

7—00 

where,  R/(t)  =  —  r)]  for  an  ergodic  process.  The  procedure  for  computing 

and  integrating  Gjx{Ju>)  for  all  inputs  and  outputs  is  computationally  intensive.  A  more 
efficient  approach  is  to  solve  a  continuous-time  Lyapunov  equation  [11]  of  the  form: 

1^.,.IIP|  +  lP)(A.„r  +  |B.,.lle)lB„.l’'  =  0  (48) 

for  the  matrix  [Pj.  If  [A,y,]  is  asymptotically  stable  (i.e.  all  eigenvalues  have  negative  real 
part)  emd  [Q]  is  positive  semidefinite,  then  there  is  a  unique  solution  [P]  which  is  positive 
semidefinite  2md  satisfies: 

[Pj  =  (49) 

If  all  inputs  to  the  system  are  regarded  as  uncorrelated  purely  random  (white  PSD) 
inputs  with  unity  spectral  density  (input  shaping  filters  account  for  gain  differences),  then 
[Q]  is  an  identity  matrix  and  [Pj  is  the  steady-state  covariance  matrix  for  the  system’s 
states. 

Now  consider  sm  mo-vector,  {yo}i  consisting  of  outputs  of  interest  for  the  system,  eind 
related  to  by: 

{yo}  =  \Co]{x,y,}  (50) 

The  output  covariance  matrix,  [yd,  is  then  given  by; 

in]  =  [cdiPiicd^  (51) 


A  vector  {yRMs}  of  RMS  outputs  of  interest  can  then  be  computed  as  the  square  root  of 
the  diagonal  elements  of  [P^]. 

As  a  computational  note,  equation  (48)  is  computed  in  PRO-MATLAB  by  transforming 
to  schur  form,  solving  for  the  upper-triangular  system,  and  then  transforming  back  [8]. 
Because  [5,y,][B,y,]^  can  be  poorly  conditioned,  it  is  numerically  more  robust  to  compute 
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the  SVD  (singular  value  decomposition)  [12,13]  of  and  then  solve  a  related  Lyapunov 
equation  [14|.  To  this  end,  let  the  SVD  of  be  given  by: 

=  (52) 

where  [U]  and  [V]  au'e  unitairy  matrices  and  [S]  is  a  diagonal  matrix  containing  the  singular 
values  of  The  following  related  Lyapunov  equation  can  then  be  solved  for  P: 

M[P]  +  [P][A,y,f  +  [S][E]^  =  0  (53) 


where, 

1^,.)  =  and  IP]  S  [V-)|P)lt/|.  (54) 

The  desired  covariance  matrix,  [P],  is  then  obtzuned  by  transforming  back  using  [P]  = 

[vmm 

Having  obtained  RMS  values,  the  next  step  is  to  compute  a  cost  function,  Jcost,  which 
is  a  weighted  p-norm  of  the  elements  of  {yRMs},  and  is  given  by: 


*coat  — 


f  yRMS,i  y 
.1=1  \yRMS  max,i  J  . 


1/p 


(55) 


The  optimal  damping  case  is  that  for  which  is  minimized.  The  quantities  yRMs  moi,« 
are  weightings  which  represent  the  maximum  tolerable  values  of  yRMs{i  =  !»•••  •>^o)  as 
determined  by  system  level  requirements.  The  default  value  used  for  p  is  2,  but  any  value 
can  be  used. 

For  each  case,  there  is  a  simple  sub-optimization  scheme  used  to  identify  what  level  of 
damping  minimizes  Jcott-  The  sub-optimization  scheme  used  modifies  the  nominal  deimping 
constant  in  each  damper  by  the  same  factor.  At  this  point  the  factor  is  chosen  simplistically 
using  a  secant  direct  search  method  [15]. 

After  addressing  each  case,  the  cases  are  ranked  and  sorted  by  Jcost- 

A  drawback  of  the  optimization  procedure  is  that  it  is  computationally  intensive  both  in 
regard  to  number  of  operations  and  memory  requirements.  Although  not  yet  developed,  it 
is  felt  that  model  reduction  techniques  can  be  used  to  handle  extremely  high  order  systems. 
To  date,  the  largest  system  to  which  this  optimization  phase  y/as  applied  contained  292 
states,  and  required  a  maximum  of  16  megabytes  of  memory.  Another  drawback  is  the 
current  inability  to  easily  handle  the  inclusion  of  hysteretic  damping  [7]  either  in  the 
nominal  structure,  or  as  appended  damping. 


3  Candidate  Damper  Locations  for  Gravity  Wave  Ex¬ 
periment 

This  section  provides  an  example  of  the  procedure  discussed  in  section  2.2  to  identify 
good  candidate  damper  locations.  The  application  is  the  simplified  finite  element  model 

*[  ]*  denotes  Hermitian  transpose  of  [  ] 
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Figure  7:  Simplified  model  of  Gravity  Wave  Experiment  structure 

of  the  Stanford  Gravity  Wave  experiment  shown  in  Figure  7.  The  model  consists  of  two 
spring-mass  isolation  stacks,  each  stack  consisting  of  ten  6-DOF  springs  emd  masses.  The 
isolation  stacks  are  connected  at  each  end  of  a  4  node  cylindrical  bar  modeling  the  antenna. 
Four  nodes  are  sufficient  because  primary  interest  is  in  the  first  longitudinal  mode.  The 
complete  structure  has  144  DOF. 

Inputs  of  interest  for  the  Gravity  Wave  experiment  are  cultural  eind  seismic  noise  in  the 
laboratory.  For  this  example,  only  seismic  noise  is  modeled,  and  it  is  assumed  to  be  applied 
in  three  translational  DOF  at  the  top  of  each  isolation  stack.  The  PSD  of  seismic  ground 
motion  used  is  shown  in  Figure  8,  and  was  adapted  from  chapter  10  of  reference  [16].  For 
the  Scike  of  this  example  we  will  regard  excitation  of  the  antenna  as  the  sole  output  of 
interest.  A  measure  of  this  excitation  is  the  relative  motion  between  nodes  11  ^md  14  in 
the  r-direction  (see  Figure  7). 

The  objective  is  to  place  viscous  dampers  in  the  isolation  stack  so  that  they  have  max¬ 
imal  effect  upon  the  output  considered.  The  damper  can  be  placed  to  dissipate  energy  due 
to  the  relative  motion  between  any  pair  of  masses  in  the  isolation  stack.  As  a  result  of  the 
symmetry  in  this  model,  only  one  isolation  stack  need  be  considered.  Using  an  automated 
PRO-MATLAB  procedure,  the  gain  factors  of  equation  13  were  quickly  computed  for  all 
45  (n(n  —  l)/2  ,  n  =  10)  possible  damper  locations,  for  all  144  modes  of  the  model,  and 
for  the  input  and  output  specified.  Among  the  outputs  of  the  procedure  is  a  3-D  contour 
plot  of  peak  gain  factors  versus  the  dsimper  connection  coordinate  pairs. 

Figure  9  shows  the  contour  plot  for  this  case.  The  height  of  the  contour  at  any  inter¬ 
section  is  the  gain  factor  associated  with  placing  a  damper  between  coordinates  a  and  b 
designated  by  the  horizontal  axes.  A  large  peak  and  a  smaller  plateau  stand  out  in  the 
figure.  The  large  peak  indicates  the  effectiveness  of  placing  dampers  between  coordinates  5 
and  10,  or  between  coordinates  6  auid  10.  The  plateau  indicates  that  dampers  are  effective 


FBA-19 


damping  gain  factor 


frequency  (radAnsec) 

Figure  8:  Position  PSD  coloring  filter  for  seismic  disturbances 


simplified  Gravity  Wave  Experiment  model 
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node  number  (x -direction) 

Figure  10:  Normalized  mode  shapes  for  modes  13  and  25  of  simplified  Gravity  Wave 
Experiment  model 


between  coordinates  coordinates  2  or  3  and  coordinates  7  or  8.  In  addition,  the  program 
identifies  the  mode  of  vibration  which  produced  the  peak  gain  factor  for  a  specific  damper 
geometry.  The  peak  in  the  contour  is  associated  with  the  13‘^  mode,  whereas  the  plateau 
is  associated  with  mode  25.  These  results  are  supported  by  the  mode  shape  plots  shown  in 
Figure  10.  Mode  13  shows  substantial  relative  motion  between  coordinates  5  and  10  and 
between  coordinates  6  and  10.  Similarly,  mode  25  shows  large  relative  motion  between  co¬ 
ordinates  2  or  3  eind  coodinates  7  or  8.  Furthermore,  for  both  of  these  modes  there  is  large 
relative  motion  between  coordinates  11  and  14  (the  output  of  interest),  as  indicated  by  the 
hlow-up  of  coordinates  11  through  14  in  Figure  10.  The  blow-up  is  required  because  the 
antenna  is  quite  massive  and  stiff  so  that  its  motion  is  small  relative  to  motion  of  the  isola¬ 
tion  stack  elements.  Another  interesting  result  is  that  although  mode  25  has  larger  relative 
peak-to-peak  motion  than  mode  13,  the  contour  plot  indicates  that  damping  mode  13  is 
more  effective.  This  apparent  contradiction  is  clarified  by  looking  at  the  spectral  density 
of  the  input.  Figure  8  shows  that  for  frequencies  above  0.15  Hz  (~  9(10“'*)  rad/ msec)  the 
input  PSD  shaping  filter  is  rolling  off  at  40  dB /decade.  Because  mode  25  is  at  123.5  Hz  and 
mode  13  is  at  62.5  Hz,  the  input  shaping  filter  hM  about  1/4  of  the  gain  at  mode  25  than 
at  mode  13.  Consequently,  sufficiently  more  disturbance  energy  density  at  the  frequency 
of  mode  13  makes  this  mode  the  more  desirable  mode  to  damp. 

Note  that  the  above  example  was  provided  primarily  to  illustrate  the  procedure  that 
generates  good  candidate  dsmper  locations.  For  application  to  the  actual  Gravity  Wave 
Experiment,  a  more  detailed  finite  element  model  of  the  system  was  used,  eind  the  outputs 
of  interest  identified  in  section  1.2  were  considered. 
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4  Optimal  Allocation  for  Gravity  Wave  Experiment 

This  section  discusses  the  application  of  the  optimization  procedure  described  in  section  2.3 
to  a  collection  of  candidate  damper  configurations  generated  as  discussed  in  section  3. 
Because  there  is  no  active  control  for  this  example,  the  nominad  system  need  only  be 
modified  to  include  appended  dampers  and  the  external  disturbance  filter  states.  As 
in  section  3,  the  inputs  are  comprised  only  of  seismic  disturbances  acting  in  3  DOF  at 
the  top  of  each  isolation  stack.  The  appended  dampers  were  assumed  to  have  negligible 
stiffness  and  mass,  an  aissumption  which  cam  be  abandoned  in  future  studies  as  the  damping 
hardware  becomes  defined  better. 

The  outputs  to  be  optimized  for  this  case  provide  an  interesting  sample  application  of 
the  procedure.  The  optimization  objectives  are  summarized  as  follows; 

•  Minimize  the  RMS  dynamic  strain  in  all  of  the  isolation  springs. 

•  Minimize  the  average  rate  of  energy  dissipation  as  heat. 

•  Maximize  the  amoimt  of  isolation  provided  to  the  emtenna  at  the  anterma’s  longitu¬ 
dinal  resonance  frequency. 

•  Maximize  the  Q  in  the  antenna  longitudinal  mode  (i.  e.  do  not  damp  the  antenna 
mode). 

RMS  dynamic  strains  in  the  translation  degrees  of  freedom  of  each  spring  are  computed 
as  the  RMS  dynamic  stretch  in  each  spring  divided  by  the  static  vertical  deflection  in  each 
spring.  Average  power  dissipation  as  heat  is  computed  for  each  damper  as  the  damp¬ 
ing  constant  times  the  covariance  of  the  relative  velocity  between  the  damper  connection 
coordinates.  RMS  motion  between  the  antenna  end  faces  is  used  as  an  approximate  mea¬ 
sure  of  the  isolation  of  the  antenna  longitudinal  mode.  Since  no  appropriate  measure  of 
the  Q  in  the  antenna’s  longitudinal  mode  is  avmlable  from  the  RMS  state  outputs,  this 
figure  of  merit  was  excluded  from  the  optimization.  Verification  that  the  inherent  Q  in 
the  antenna’s  longitudinal  mode  was  not  significantly  reduced  by  the  added  dsunping  was 
performed  after  the  optimization  by  studying  the  resulting  frequency  responses. 

The  cost  function,  Jco»ti  constructed  for  this  application  is  given  below; 


CmoT  is  the  maximum  RMS  strain  in  all  springs  of  the  isolation  system  with  all  degrees  of 
freedom  considered.  E^eat  is  the  total  rate  of  energy  dissipation  as  heat  in  all  dampers  for 
each  case  considered,  antennoexcite  is  the  RMS  relative  motion  between  the  antenna’s  end 
faces.  The  weighting  factors  designated  by  the  notation  (  )aiio%L>  represent  the  maximum 
allowable  values  of  the  quantites  in  (  )  as  determined  by  system  level  requirements.  These 
requirements  are  listed  in  Table  2. 

The  structure  of  this  optimization  provides  for  interesting  trade-offs.  First  of  all,  the 
allocation  of  damping  must  be  such  that  it  deunps  all  isolation  modes  with  a  minimal 
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Quantity 

Requirement 

Current  value 

max.  RMS  dynamic 
stress  in  isolation 

<1%of  0.2%  spring 
spiing  yield  stress 

-0.2%  of  0.2% 
spring  yield 
stress 

max.  average  heat 
dissipation  in 
dampers 

<  10  pW  in 

40  mK  region 

-0.18  pW  per 
damper  *  8  s 

1.44  mW 

antenna  isolation 

~  300  dB 

-250  dB 

antenna  resonance  Q 

=  10’ 

«  10^ 

Damping  required  in  6  DOF : 


direction 

X,  y,  z  (N-s/m) 

Ox,  By  (N-s-m) 

(N-s-m) 

damping  constant 

300 

0.1 

CM 

d 

Table  2:  Baseline  design  requirements  for  added  damping  in  Gravity  Wave  Experi¬ 
ment 
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Figure  11;  Baseline  damping  allocation  for  simplified  model  of  Gravity  Wave  Experi¬ 
ment  structure 

number  of  dampers,  and  yet  does  not  damp  the  antenna  mode  or  compromise  the  isolation. 
Secondly,  the  desire  to  minimize  RMS  dynamic  strzuns  tends  to  demand  large  damping 
constants,  whereas  the  requirements  to  minimize  heat  dissipation  and  maximize  antenna 
isolation  at  the  antenna  resonance  tend  to  reduce  the  desired  damping  constants. 

5  Baseline  Damping  Allocation  and  Design  Require¬ 
ments 

Application  of  the  optimization  procedure  produced  a  set  of  baseline  damping  allocation 
requirements.  The  procedure  was  used  to  identify  the  effectiveness  of  using  either  one 
or  two  6-DOF  dampers  for  each  isolation  stack.  Using  two  dampers  per  stack  provided 
enough  performance  improvement,  as  measured  by  the  cost  function  Jco»t>  to  warrant  the 
additional  hardware.  The  bt^eline  allocation  is  shown  in  Figure  11.  Applying  6-DOF  of 
damping  between  the  1'*  and  3'"'*  stages,  and  between  the  6‘^  and  8‘^  stages  of  each  isolation 
stack  was  considered  optimum  by  the  procedure. 

Note,  that  the  locations  identified  in  section  3  are  quite  different  from  the  optimum 
locations  obtained.  One  reason  for  this  apparent  discrepancy  is  that  the  criteria  of  antenna 
excitation  used  in  section  3  was  just  one  of  three  criteria  used  in  the  optimization  of 
section  4  (see  equation  56).  Secondly,  antenna  excitation  is  a  quantity  to  be  minimized 
since  it  is  used  as  a  measure  of  the  isolation  provided  to  the  antenna. 

Table  2  compares  system  requirements  with  values  obtadned  from  the  optimization 
procedure  for  the  quantities  specified  in  section  4.  As  discussed  in  section  1.2,  the  require¬ 
ment  on  maximum  RMS  dynamic  strain  in  the  isolation  springs  is  intended  to  minimize 
the  probability  of  nonlinear  creaking  in  the  isolation  system.  The  design  value  of  0.2%  of 
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frequency  (rad/msec) 


Figure  12;  Frequency  responses  from  input  at  top  of  isolation  stack  in  i-direction  to  an¬ 
tenna  excitation  with  added  damping  in  baseline  configuration  and  damping 
constants  of:  (a)  0,  (b)  3  kg/msec,  (c)  33  kg/msec,  and  (d)  0.3  kg/msec 


the  0.2%  yield  stress  is  well  within  the  1%  maximum.  Assuming  that  the  entire  isolation 
system  is  enclosed  in  the  40  mK  region,  the  maximum  tolerable  heat  dissipation  is  10  ^W. 
For  the  baseline  design  there  is  an  energy  dissipation  rate  as  heat  of  about  0.18  fiW  per 
damper,  or  about  1.44  /iW  for  all  eight  dampers,  which  is  well  within  the  requirement. 

Note  that  the  current  isolation  system  design  does  not  meet  the  isolation  requirement. 
This  condition,  however,  is  primarily  associated  with  the  stiffness  of  the  springs  modeled. 
Figure  12  shows  the  frequency  responses  from  a  disturbance  excitation  at  the  top  of  the 
isolation  stacks  in  the  i-direction  (see  Figure  11)  to  relative  motion  between  the  anterma 
end  faces  for  various  damping  consteint  values.  As  can  be  seen  from  Figure  12(a),  even 
with  no  added  damping,  the  isolation  provided  to  the  Eintenna  at  the  antenna  resonance 
is  about  250  dB.  The  springs  currently  being  designed,  and  which  will  be  used  for  future 
modeling,  will  be  made  less  stiff  to  improve  the  isolation.  It  remains  to  be  seen  to  what 
extent  the  reduced  stiffness  impacts  the  ability  to  meet  the  dynamic  strain  requirements. 

As  can  also  be  seen  in  Figure  12,  the  level  of  damping  used  at  the  baseline  damper 
locations  has  an  interesting  impact  upon  the  isolation  to  the  antenna  mode,  and  upon  the 
Q  of  the  resonant  pesJcs  in  the  isolation  modes.  Figure  12(b)  shows  that  for  a  damping 
constant  of  3  kg/msec  in  all  translational  dampers,  the  resonant  Q's  of  the  isolation  system 
aie  substantially  reduced  from  10^  to  about  10*  —  10*,  but  the  isolation  to  the  antenna  mode 
is  reduced  by  45  dB.  As  the  damping  is  increased  to  33  kg/msec,  the  isolation  system’s 
maximum  resonant  Q’s  are  reduced  further  to  about  10*,  but  the  isolation  to  the  antenna 
is  reduced  by  about  80  dB.  Figure  12(d)  shows  the  frequency  resjmnse  for  the  design 
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Figure  13:  Concept  for  matching  impedances  between  stiffness  and  damping  elements 

damping  values  given  in  Table  2,  and  indicates  that  the  majcimum  isolation  resonant  Q's 
Eire  reduce  to  less  than  10^,  while  the  isolation  to  the  antenna  mode  is  reduced  by  only 
24  dB.  The  design  damping  constsmt  values  provide  a  good  compromise  between  resonant 
pesJc  reduction  in  the  modes  of  the  isolation  system,  and  the  level  of  isolation  provided 
to  the  Euitenna  at  the  antenna  longitudinal  resonEince.  Note  that  the  damping  adlocation 
is  such  that  for  all  damping  constant  values  used  in  Figure  12,  the  resonance  Q  of  the 
antenna’s  1'*  longitudinEil  mode  deviates  indistinguishably  from  its  undEimped  value  of 
10^ 

6  Damping— Stiffness  Impedance  Matching 

Section  1.2  discussed  issues  associated  with  realizing  damping  in  the  StEuiford  Gravity 
Wave  Experiment.  This  section  discusses  still  EUiother  important  deimping  realization 
issue,  nsunely  the  impedsmce  mismatch  between  the  stiffness  acting  between  the  isolation 
system’s  msisses  (see  section  1.1)  and  the  dsunping  to  be  used  between  the  masses.  A  feature 
of  the  optimization  procedure  discussed  in  section  2.3  is  the  computation  of  RMS  values 
for  sdl  states  of  the  system.  For  the  model  of  seismic  motion  used,  typiceil  RMS  dynamic 
forces  EU'e  about  0.15  —  0.5  N.  Recsdl  that  these  forces  Eire  associated  with  the  stretching  of 
the  isolation  springs.  TypicEd  RMS  dynamic  torques  Eu-e  about  2(10"^)  N-m.  RMS  relative 
velocities  between  masses  of  the  isolation  system  Eire  about  1  /im/sec.  From  the  stEmdpoint 
of  damping  implementation,  these  quEuitities  represent  eui  impedance  mismatch.  A  viscous 
dsunper  which  provides  a  comparable  level  of  force  for  these  velocities  would  require  a 
damping  constEuit  of  about  3(10*)  N-sec/m.  This  would  require  the  construction  of  a 
sizable  dEunping  element. 

This  impedEuice  mismatch  can  be  reduced,  however.  The  idea,  illustrated  purely  con¬ 
ceptually  in  Figure  13,  is  to  use  a  lever  mechsmism  to  sunplify  the  motion  of  interest. 
Consider  an  RMS  force  F\  Eurting  between  msuses  1  and  2  in  the  figure,  Euid  Ein  associated 
RMS  relative  velocity  Ui.  By  using  the  advantage  shown,  the  relative  velocity  cam  be  am- 
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plified  at  a  remote  location  by  the  leverage  ratio  X2/X-1,  where  Li  and  L2  are  as  shown 
(Li  <  L2).  Consequently  the  magnified  velocity  is  V2  =  i>i.  In  addition,  the  remote 
force  F2  which  would  cause  the  same  motion  between  masses  1  zmd  2  as  Fi  is  related  to 
F,  by  A  damper  sized  to  match  the  stiffness  impedance  at  location  (1)  is 

given  by  61  =  Fi/ui,  and  the  rate  of  energy  dissipation  resulting  from  this  damper  is  given 
by  El  =  61  uf. 

A  damper  sized  to  match  the  stiffness  impedance  at  location  (2)  is  given  by: 


and  the  energy  dissipation  rate  for  this  damper  is: 

^  =  (17)''’?  =  =  '®'  (58) 

Consequently,  if  £1  <<  L2,  then  equations  (57)  and  (58)  indicate  that  the  same  energy 
dissipation  rate  can  be  obtained  at  (2)  as  at  (1)  by  using  a  damper  with  a  factor  of 
{L1/L2Y  «  1  less  damping  constant  than  used  at  (1). 

This  impedance  matching  concept  is  key  to  constructing  reasonably  sized  damping 
elements  for  application  to  the  Stanford  Gravity  Wave  Experiment.  Furthermore,  because 
of  the  experim^^^nt’s  sensitivity  to  nonlinear  components,  it  is  important  that  the  mechanism 
used  for  motion  amplification  have  no  j/oppy  joints.  Hinging  elements  based  solely  upon  the 
elastic  deformation  of  materials,  such  as  the  concept  shown  in  Figure  13,  are  consequently 
an  important  requirement. 

7  Status  /  Conclusions 

This  paper  has  motivated  zmd  discussed  the  need  for  damping  in  the  high  order,  cryogeni- 
cally  maintained,  and  nominailly  extremely  lightly  damped  isolation  system  of  the  Stanford 
Gravity  Wave  Experiment.  Issues  associated  with  reedizing  damping  in  this  system  were 
mentioned  and  the  selection  of  passive  magnetically  induced  eddy-current  damping  as  a 
baseline  was  discussed. 

A  general  procedure  aimed  at  optimally  allocating  and  sizing  viscous  damping  in  con¬ 
trolled  flexible  structxires  was  introduced.  Characteristics  of  the  procedure  were  motivated, 
underlying  assumptions  were  discussed,  and  algorithmic  details  were  developed.  This  de¬ 
sign  procedure  was  applied  to  the  Stanford  Gravity  Wave  Experiment  system  using  a 
unique  set  of  optimization  criteria.  The  result  was  the  specification  of  reasonable  baseline 
damping  allocation  design  requirements  which  provide  a  good  compromise  between  the 
vsuious  optimization  objectives. 

The  eddy-current  dampers  to  be  used  for  6-DOF  of  damping  in  the  Gravity  Wave 
Experiment  are  ciirrently  being  designed.  The  importance  of  a  damping-stiffness  structural 
impedance  match  was  mentioned,  and  mechmisms  for  providing  this  match  are  being 
worked  into  the  damf>er  design  process.  Work  is  also  in  progress  to  refine  the  stiffness 
values  used  in  modeling  the  system. 
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Abstract 


The  provision  of  an  effective  internal  damping  treatment  for  the  bending 
vibrations  of  a  hollow  structure  is  a  difficult  task.  This  report  on  Work  in 
Progress  explores  the  possible  use  of  a  stiff-skin  laminate  with  a  thick 
viscoelastic  core  as  a  damping  insert  for  a  box  beam.  The  work  of  Kurtze  and 
Watters  [J.  Acoust.  Soc.  Am.,  31,  739-748  (1959)]  has  shown  that  in  its  mid¬ 
frequency,  core-shear  range  such  a  laminate  has  its  dominant  elastic  energy  of 
transverse-wave  deformation  in  shearing  of  the  core,  with  negligible  extension 
of  the  stiff  skins.  As  a  result  the  transverse-wave  loss  factor  of  the  lamin¬ 
ate  alone  is  the  loss  factor  of  the  core,  making  the  laminate  an  attractive 
candidate  as  an  internal  damper.  Coupling  to  the  interior  of  the  box  beam 
would  be  through  normal  forces  driving  the  transverse  displacement,  with 
relative  tangential  displacements  allowed  by  a  "slip"  layer  of  low  shear 
stiffness.  The  analysis  to  date  explores  the  wave  propagation  and  damping 
properties  of  the  composite  structure  (box  beam  plus  insert).  The  results 
show  that  high  damping  could  be  realized  if  the  core-shear  mode  of  the  insert 
laminate  could  be  made  to  dominate  the  composite  properties.  Unfortunately 
this  clear  dominance  would  require  that  the  coupled-skin  bending  stiffness  of 
the  insert  greatly  exceed  the  bending  stiffness  of  the  box  beam,  a  result 
unlikely  to  be  achieved  in  practice.  Continuing  work  will  explore  the  utility 
of  the  laminate  insert  under  more  realistic  requirements.  Other  insert-damper 
configurations  also  await  evaluation. 
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1 .  INTRODUCTION 


The  damping  of  bending  waves  of  hollow  structures  by  internal  treatments 
has  long  represented  a  vexing  problem.  Standard  approaches  (such  as  simple 
free  or  constrained  viscoelastic  layers)  are  not  very  effective,  principally 
because  of  geometric  and  kinematic  limitations  imposed  by  trying  to  work 
inside  a  structure,  as  well  as  the  ever  present  bounds  on  the  properties  of 
dissipative  materials.  This  paper  is  a  first  report  on  work-in-progress,  and 
proposes  a  treatment  concept  that  can  in  principle  provide  effective  damping 
(although  the  required  properties  of  the  structural  parts  of  the  treatment 
appear  to  be  elusive). 

The  particular  damping  treatment  configuration  chosen  for  first  study  is 
a  core-shear  composite  adapted  from  the  the  work  of  Kurtze  and  Watters  on  the 
control  of  the  speed  of  transverse  waves  in  acoustical  panels.  The  proposed 
damping  treatment  is  unusual  in  that  it  is  to  be  driven  by  the  transverse 
displacement  and  normal  forces  (vs.  interface  shear  forces)  of  the  structure 
to  be  damped . 


In  this  paper  we  describe  the  concept,  illustrate  its  potential  to 
provide  significant  elastic  energy  storage  in  the  viscoelastic  core,  and 
describe  the  dynamic  functional  behavior  of  the  components  of  the  combined 
system  (hollow  structure  plus  internal  damper),  including  the  expected  system 
loss  factor.  In  our  conclusions  we  note  the  material-properties  limitations 
that  appear  to  block  the  realization  of  an  ideal  damping  treatment  as  first 
proposed.  However,  alternatives  and  further  anlayses  are  both  indicated. 

2.  THE  DAMPING  PROBLEM  CHOSEN 

2 . 1  The  Box  Beam 

The  structure  to  be  damped  is  the  box  beam  of  Figure  1.  The  walls  are  of 
equal  thickness  on  all  sides,  and  are  thin  relative  to  the  cross  dimension  of 
the  beam.  We  are  to  assume  that  it  is  important  to  the  problem  at  hand  that 
an  effective  level  of  damping  be  provided  for  the  (free)  bending  vibrations  of 
this  beam.  The  objective  is  to  be  pursued  agressively,  including  the 
consideration  of  heroic  (heavy  etc.)  measures. 

A  common  first  suggestion  as  a  damping  treatment  for  such  a  hollow  beam 
is  that  it  be  filled  with  a  dissipative  material.  Such  an  approach 
effectively  places  a  simple  viscoelastic  beam  within  the  structural  beam.  The 
result  as  is  seen  in  Figure  2  is  that  the  neutral  planes  of  the  two  beams 
coincide;  they  undergo  the  same  transverse  displacements  and  rotations  of 
cross  sections.  No  shear  is  generated  between  the  two,  and  the  elastic 
energies  of  deformation  for  maximum  displacement  y^  at  wave  number  k  are  those 
of  individual  bending  as  follows: 

V  =  V  :  -  B  k‘*v  2 

Box  Beam  b  4  b  ^o 


VE 


=  V. 


ins 


=  B.  k‘*y2 
4  ins  •'o 


(1) 
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where,  in  each  case,  B  =  El ,  the  bending  stiffness 

E  =  Young's  modulus 
I  =  area  moment  of  the  cross  section 


and 


the  wavenumber*  of  the  transverse  displacement,  and 

X  =  wave  length 
f  =  frequency 
c  =  wave  speed. 

If  we  assign  a  loss  factor  n .  to  the  insert  and  assume  the  box  beaiti  is 
(relatively)  without  losses, ^we  have  for  the  loss  factor  of  the  composite 
(beam  plus  core  damper) 


Zn.  V.  V. 
-LA _ ins. 


IV 


V, +V .  ^ins 
b  ms 


J 


For  a  homogeneous  insert  within  a  thin  walled  beam  we  will  find 
ms  b 

(The  two  are  equal  where  the  wall  thickness  is  0.08  times  the  outside 

dimension  of  the  beam),  and  we  expect  that  E.  <<  E.  . 

ms  b 

It  then  follows  that  V.  <<  V.  ;  and  Eq.  (2)  become 

ms  b’  '1  '  ' 

E. 

•  ms 

^  "  E.  '^ins 


(2) 


(3) 


(4) 


Thus,  in  this  case  the  system  loss  factor  is  only  a  small  fraction  of  that  of 
the  insert  material,  and  such  a  treatment  is  ineffective. 

An  alternative  suggestion  that  is  frequently  made  is  that  one  employ  a 
structural  beam  as  an  insert,  with  a  thin  layer  of  viscoelastic  material 
between  it  and  the  inside  walls  of  the  box  beam.  For  such  a  treatment  one 
argues  as  before  that  there  is  no  relative  motion  generated  in  bending  of  the 
composite,  hence  no  shear  deformation  of  the  viscoelastic  layer,  and 
essentially  no  damping. 


*The  wavenumber  k  =  2ti/X  is  very  useful  in  describing  phenomena  that  are 
harmonic  in  space  with  spatial  period  X.  By  analogy  with  the  circular 
frequency  w  =  2iTf  =  2tt/T,  which  describes  a  phenomenon  that  is  harmonic  in 
time  with  temporal  period  T=1/f,  the  wavenumber  is  sometimes  called  the 
spatia  frequency. 
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2.2  The  Shear-Core  Configuration 

Clearly,  one  needs  to  find  a  way  to  generate  more  deformation  in  the 
damping  insert.  The  work  of  Kurtze  and  Watters'  suggests  such  a  mechanism. 
They  were  concerned  about  controlling  the  speed  of  bending  waves  in  acoustical 
panels,  because  good  acoustic  transmission  loss  could  be  preserved  if  a  way 
could  be  found  to  keep  the  bending  wave  speed  below  sonic  speed  through  enough 
of  the  audible  frequency  range. This  bending-wave-speed  problem  had  become 
more  important  with  the  advent  of  lighter,  stiffer  panels. 

Kurtze  and  Watters  evolved  a  stressed-skin  panel  construction  (see  Figure 
3)  in  which  the  shear  properties  of  the  thick  core  placed  the  broad  transition 
region  between  coupled-skin  bending  at  low  frequencies,  and  uncoupled-skin 
bending  at  high  frequencies  so  as  to  keep  the  "bending"  (i.e.,  transverse) 
wave  speed  subsonic,  as  the  Figure  shows.  In  the  transition  region,  the  panel 
skins  appear  essentially  inextensible  so  that  core  shear  controls  the  stiff¬ 
ness  of  the  panel  in  transverse  deformation.  As  a  result,  the  wave  speed  is 
essentially  constant  at  a  level  determined  by  the  panel  mass  and  the  core 
shear  stiffness.  A  consequence  of  this  behavior,  as  Kurtze  and  Watters 
recognized,  is  that  in  the  transition  region  the  panel  loss  factor  is 
essentially  that  of  the  core  material.  If  such  a  "panel"  could  be  adapted  as 
an  insert  damper  that  could  control  the  transverse  motion  of  the  composite 
(box  beam  plus  damping  insert),  then  high  system  loss  factors  might  be 
realized.  It  is  this  possibility  that  lead  us  to  investigate  the  shear-core 
insert. 

Figure  4  sketches  the  desired  transition-region,  core-shear  behavior  in 

comparison  to  the  simple  bending  insert  discussed  earlier  and  shown  in  Figure 

2.  In  core-shear  deformation,  cross  sections  do  not  rotate  but  rather  stay 

vertical  and  parallel.  This  motion  is  forced  by  the  stiff  skins,  which  must 

"slip"  relative  to  the  inside  surface  of  the  box  beam.  As  a  result,  the  core 

shears  throughout  (if  it  is  homogenous),  and  the  core  stores  an  average 

elastic  energy  V  per  unit  length  of 
cs 

’'cs  =  <5) 

where  G  =  shear  modulus  of  the  core 
A  =  cross  section  of  the  core 

y^  =  maximum  transverse  displacement. 

Comparing  the  elastic  energies  of  the  shear  core  and  the  viscoelastic 
beam  inserts  (See  Equation  1),  taking  them  to  be  made  of  the  same  material,  we 
find 


GA  12G  •  4 

Bk2  =  E(kh)2  '  (kh)2 


(Large) . 


(6) 


Note  that  the  ratio  is  large  because  for  simple  bending  of 
find  (kh)2  =  (2Tth/X)2  to  be  small  relative  to  unity.  Thus 
store  much  more  elastic  energy  than  a  viscoelastic  beam  of 


the  system  we  would 
the  shear  core  can 
the  sare  material. 
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As  we  noted  earlier,  the  shear  core  laminate  has  three  distinct  free 
transverse  wave  types  in  different  frequency  ranges: 

low  frequency:  coupled-skin  bending  with  dominant  elastic  energy 
in  stretching  of  the  skins 

U  =  -1  B  k‘*v  2 

''bC  4  c^  ^o 

transition  region:  core-shear  transverse  deformation  with  dominant 

elastic  energy  in  core  shear;  skins  essentially 
inextensible 


'^CS  =  ^^^^^^0  = 


high  frequency: 


uncoupled  skin  bending  with  dominant  elastic 
energy  in  the  bending  of  the  two  skins 


Vq,,  =  77  •  2B  ,  .  k-y  2  (« 

BU  4  skin  •'o 

These  regions  are  indicated  asymptotically  in  Figure  5  as  wavenumber  vs. 
frequency.  In  each  of  the  bending  regions,  coupled  bending  (BC)  at  low 
frequencies  and  uncoupled  bending  (BU)  at  high  frequencies,  the  bending  wave 
speed  increases  as  In  the  transition  region  (if  it  is  broad  enough), 

the  wavespeed  is  essentially  constant  so  that  wavenumber  increases  as  f. 

The  "break"  frequencies  between  these  regions  occur  at  wavenumbers  kj 
and  kjj,  at  which  the  elastic  energies  for  the  two  adjacent  transverse  wave 
types  would  be  equal.  That  is,  where 

'^BC  =  '^CS> 

1^2  -  k2  -  — 

K  I  -  B  , 

c 

and  where 


'^CS  =  '^BU* 


k2  =  k2 


11  ■  B. 


It  follows  that  the  transition  range  of  core-shear  behavior  in  wavenumber 
and  in  frequency  is 


Kurtze  and  Watters,  see  Figure  3,  showed  a  panel  design  with  a  transition 
range  of  two  decades.  A  little  thought  shows  that  a  broad  range  should  also, 
in  principle,  be  achievable  in  a  damping  insert. 
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3.  THE  '’.OMPOSITE  BOX  BEAM  WITH  SHEAR  CORE  INSERT 


Figure  6  shows  the  composite  beam  that  we  wish  to  consider;  a  stressed- 
skin  insert  with  a  viscoelectric  shear  core  placed  as  a  damper  within  the  box 
beam.  The  "slip"  interface  that  is  required  between  insert  and  box  beaim  is 
assumed  to  transmit  normal  forces  between  the  two,  but  to  allow  relative  shear 
displacement  with  only  minimal  shear  stresses.  For  the  momepb,  let  us  assume 
that  this  is  accomplished  with  a  thin  layer  having  a  low  shear  modulus. 

3.1  Component  Impedances  for  Transverse  Motion 

In  determining  the  characteristics  of  the  composite  beam  in  bending, 
i.e.,  its  wavenumber  (or  wavespeed)  and  loss  factor,  we  require  the  impedances 
of  both  box  beam  and  insert  for  transverse  motion.  In  either  case,  the 
impedance  is  the  ratio  of  a  transverse  force  at  wavenumber  k  and  frequency  f 
to  the  resulting  transverse  velocity  at  k  and  f.  For  a  beam  in  simple  bending 
one  has 

^p  =  ^  ^  =  -iwm[l-(k/kp)-^]  (12) 


where  B  =  Bending  stiffness  (ratio  of  bending  moment  to  resulting  curvature) 

m  =  Mass  per  unit  length  of  the  beam,  and 

k**  =  a)2{n/B,  the  wavenumber  of  free  bending  waves. 

P 


With  the  appropriate  parameters  B  and  m,  this  expression  also  describes 
the  impedance  of  the  insert  in  its  bending  regimes  at  low  and  high  frequen¬ 
cies.  Since  our  convention  here  is  a  time  dependence  e  positive 

reactance  represents  stiffness,  and  negative  reactance  represents  mass. 

The  condition  for  the  propagation  of  free  waves  is  that  the  impedance  go 
to  zero  (in  the  case  of  losses,  one  sets  the  imagninary  part  equal  to  zero). 
Thus  the  wavenumber  for  free  bending  waves  is  kp,  as  defined  above. 

The  impedance  expression  of  Equation  (12)  shows  that  at  a  given  frequency 
one  finds  the  following: 

k  <  k.  ,  Z,  -*■  mass  reactance 
b  b 

k  >  k,  ,  Z.  +  stiffness  reactance 
b  b 

The  physical  interpretation  of  these  results  is  that  if  we  try  to  bend  a 
beam  dynamically  at  a  wave  length  longer  than  its  freewave  length  (k<kp),  its 
behavior  is  as  a  mass.  Correspondingly,  if  we  try  to  bend  the  beam  at  a 
wavelength  shorter  than  its  free  wavelength  (k  >  kp),  it  appears  as  a 
stiffness  that  increases  rapidly  with  increasing  k. 

For  the  insert  i;i  its  core-shear  region,  we  can  show  that  the  transverse 
impedance  is  the  following: 


(13) 


z 

cs 


=  -i-“ms[l-(k/kg]2] 


where  k_  =  uj^m/GA,  ♦"he  free  wavenumber. 

o 

For  the  insert  in  core-shear  the  wave-number  dependence  of  the  impedance 
at  a  frequency  is  qualitatively  like  that  of  the  bending  beam,  that  is,  a  mas¬ 
sive  reactance  for  k  <  k^  and  stiffness  reactance  for  k  >  kg.  However,  the 
variations  with  k  are  less  rapid  than  for  the  beam  (see  the  following  section). 

3.2  Characteristics  of  the  Composite  Beam 

In  Figure  7  we  show  the  wavenumber  dependence  of  the  beam  and  shear  core 
impedances.  Each  impedance  is  normalised  by  wm,  the  mass  reactance  at  the 
frequency  considered,  i.e.,  the  transverse  reactance  found  as  k  o,  simple 
transverse  translation.  Here  m  represents  m^  or  mg.  Also,  each  reactance  is 
plotted  as  a  function  of  the  wavenumber  relative  to  its  respective  free 
wavenumber.  In  each  case,  the  reactance  is  massive  approaching  wm  for  small 
wavenumber,  and  dropping  to  zero  at  the  free  wave-number. 

Above  the  free  wavenumber,  the  reactance  is  stiff,  and  increases  rapidly 
with  k.  This  is  especially  true  for  the  bending  beam  (note  the  right-hand 
scale  which  is  compressed  100  times  relative  to  the  left-hand  scale.  Also 
note  that  the  stiffness  reactance  for  the  shear  core  is  plotted  at  10  times 
its  value,  i.e.,  the  reactance  itself  has  a  value  of  10  where  the  right  hand 
scale  shows  10  x  Insert  =  100). 

To  illustrate  the  desired  behavior  of  the  shear-core  insert  as  a  damper 
in  the  box  beam,  we  show  the  free  wavenumber  characteristics  of  both  as 
functions  of  frequency  in  Figure  8.  The  three  characteristics  appear  for  the 
shear  core,  the  core-shear  branch  being  the  one  of  principal  interest  for 
damping.  In  each  case,  the  nature  of  the  transverse  impedance  is  indicated 
qualitatively  as  "S"  for  stiffness  above  the  free  wavenumber  line,  and  "M"  for 
massive  below.  The  relative  frequency  and  wavenumber  scales  are  each  unity  at 
the  crossover  "c"  of  the  beeim  and  core-shear  characteristics. 

The  free-wavenumber  characteristic  for  the  composite  beam  will  lie 
between  the  box-beam  characteristic  and  the  dominant  characteristic  of  the 
insert,  i.e.,  the  one  closest  to  the  beam  characteristic  at  the  frequency  of 
interest.  (The  true  insert  characteristic  will  fair  smoothly  from  one  of  its 
branches  to  another.  The  asymptotic  lines  are  being  used  here  to  illustrate 
the  behavior.) 

Figure  9  shows  the  combined  wavenumber-frequency  characteristic  for  the 
composite  beam.  In  the  region  well  below  f^,  the  crossover  of  box-beam 
bending  and  insert  core  shear,  the  composite  approaches  a  line  lying  above  the 
core-shear  characteristic,  by  the  following  factor 
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k/k^  ^  (1  +  m^/nig] 


1/2 


s 

n  -*•  n. 


f  <<  f 


and  the  expected  composite  loss  factor  anoroaches  n  ,  that  of  the  shear  core. 
This  happy  result  depends,  however,  on  the  assumptiSn  that  the  insert  behavior 
is  controlled  by  core  shear,  and  that  the  transition  to  coupled-skin  bending 
lies  far  enough  below  the  frequency  and  wavenumber  range  shown.  (See 
Conclusions  below.) 

At  frequency  f^,  the  free  wavenumber  of  the  composite  coincides  with  those 
of  the  box  beam  and  the  insert  individually.  Because  only  the  insert  has 
significant  losses,  the  composite  loss  factor  is 

n  =  n  /[l  +  mjm  1  ,  f  =  f  .  (15) 

s  b  s  c 

That  is,  the  composite  loss  factor  is  reduced  by  the  ratio  of  insert  mass  to 
total  mass  at  this  crossover  frequency.  This  result  is  indicative  of  the 
relative  vibrational  energies  in  the  two  components  of  the  composite. 


Again,  as  shown  in  Figure  9,  at  frequencies  well  above  f^,  the  stiffness 
of  the  box  beam  controls,  and 


k/k^^  -  (1  +  m^/m^) 


1/4 


n/n. 


f  /f 
c 


f  >>  f 


(16) 


1/2 


b'  . 

s  ^ 


In  this  high-frequency  region  where  the  box-beam  bending  dominates 
progressively,  the  composite  loss  factor  decreases  inversely  with  frequency; 
and  again  the  system  mass  parameters  conveniently  describe  the  results. 

The  loss  factor  variation  over  the  frequency  range  0.1  f^  to  10  f^  is 
shown  in  Figure  10  as  the  ratio  of  composite  loss  factor  to  n  .  The  result 
presented  is  for  the  example  m^  =  mj^,  i.e.,  the  insert  and  bof  beam  have  equal 
mass.  The  performance  shown  represents  a  significant  fraction  of  the  core 
loss  factor  and  can  be  realized  if,  as  we  have  assumed,  the  core-shear 
properties  of  the  insert  are  effective  over  the  frequency  range,  especially  at 
the  lower  frequencies. 

4.  EVALUATION  AND  CONCLUSIONS 

In  this  preliminary  assessment  of  the  damping  potential  of  the  shear  core 
insert  we  have  used  asymptotic  expressions  to  characterize  the  insert.  Our 
focus  has  been  on  the  interaction  between  the  box  beam  and  the  insert  in  the 
frequency  region  in  which  core  shear  dominates  the  behavior  of  the  insert. 

Implicit  in  this  approach  are  several  assumptions  about  the  insert's 
characteristics  —  namely. 
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a)  that  core  shear  dominates  over  a  broad  frequency  range  so  that  the 
expected  high  levels  of  daimping  will  be  realized  over  a  sufficient 
bandwidth,  and 

b)  that  the  lower  break  frequency  fj  between  core  shear  and  coupled-skin 
bending  (at  lower  frequencies)  lies  well  below  f^  where  the  core¬ 
shear  freewave  characteristic  intersects  the  box-beaim  free  bending 
wave  characteristic  (see  Figure  8). 

The  first  of  these  does  not  of  itself  appear  troublesome.  As  we  saw  in 
Figure  3,  Kurtze  and  Watters  demonstrated  a  core-shear  region  (actually  a 
spread  between  break  frequencies)  of  two  decades  in  frequency. 

On  the  other  hand,  the  second  assumption  imposes  the  requirement  that 


m-^  insert  ^m'’box  beam 

coupled-skin 


This  is  indeed  a  condition  that  may  prove  difficult,  if  not  impossible  to 
meet.  Further,  the  damping  results  of  Equations  14-16  as  indicated  in  Figure 
10  show  that  the  mass  of  the  insert  must  not  be  too  small,  and  probably  should 
be  comparable  to  the  mass  of  the  box  beam.  Thus,  a  requirement  for  effective 
damping  may  be 


B.  .  >>  B.  . 

insert  box  beam 

coupled-skin 

Energy  arguments  would  support  such  a  result. 

It  would  be  difficult  to  achieve  a  coupled-skin  bending  stiffness  of  the 
insert  that  is  much  larger  than  the  bending  stiffness  of  the  box  beam 
particularly  since  the  insert  must  fit  within  the  box  beam.  (We  note  that  the 
coupled-skin  bending  stiffness  varies  approximately  as 


B  .  .  ,  .  ~  E  ,  .  h,h,2 

coupled-skin  skin  i  2 


so  that  the  core  thickness  is  a  strong  determinant  of  the  bending  stiffness. 
The  box  beam  is  assumed  to  be  made  of  a  material  with  high  elastic  modulus,  so 
that  cannot  be  very  large  in  comparison.) 


It  appears  unlikely  that  the  idealized  conditions  first  assumed  can  be 
realized,  (i.e.,  >>  beam^'  however,  the  damping  achievable  with 


less  extreme  requirements  should  be  determined  in  the  continuing  work.  In 
addition,  the  simple  shear-core  configuration  is  only  one  of  several  damping 


insert  designs  presently  under  consideration. 
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Incidentally,  we  note  that  since  the  shear-core  configuration  is  driven 
by  the  lateral  motion  of  the  beam-to-be  damped,  its  performance  is  not 
dependent  on  its  being  inside  the  beam.  Thus  there  may  be  cases  in  which  an 
external  core-shear  damping  treatment  (with  its  dimensions  not  restricted  by 
the  inner  dimensions  of  a  hollow  beam  or  panel)  may  prove  effective. 


ACKNOWLEDGMENT 


Support  for  this  work  has  been  provided  by  the  Science  Development 
Program  of  the  BBN  Systems  and  Technologies  Corporation.  The  author  is  also 
grateful  to  his  colleague,  P.W.  Smith,  Jr.,  for  a  number  of  helpful 
discussions. 


Note:  The  damping  treatment  considered  here  is  one  of  several  that  are  the 
subjects  of  a  pending  patent. 


REFERENCES 


1.  Kurtze,  G.,  and  B.G.  Watters,  "New  Wail  Design  for  High  Transmission  Loss 

or  High  Damping",  Journal  of  the  Acoustical  Society  of  America  31,  739-748 
(1959).  ~ 

2.  Cremer,  L.,  Akustische  Zeitschrift,  7  p.  81  (1942). 

3.  See  discussion  in  L.  Beranek,  Ed.,  Noise  Reduction,  McGraw-Hill,  New  York 
I960  (p.  290, ff). 

4.  Cremer,  L.,  M.  Heckl,  E.E.  Ungar,  Structure-Borne  Sound,  Second  Edition, 
Springer-Verlag,  New  York  (1988), 


FBD-10 


IQ  -  '  w,  ,VV  — - 

rueowCNcv  »h  ctctcs  ««  sccond 

Fig.  3.  Experimentally  determined  transverse  wave  speed  versus 
frequency,  for  sandwich  bars  of  wood  fiber-board  cores  and  steel 
skins,  (a)  For  core  material  arranged  with  the  grain  perpendicular  to 
bar  (for  lowest  shear  stiffness),  (b)  For  grain  of  core  layer  parallel  to 
axis  of  bar,  shear  stiffness  reduced  by  cutouts  (Kurtzs  and  Watters, 
Ref.  1). 
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Fig.  7.  Transvarse  reactance  vs  wavenumber  for  box  beam 
and  core-  shear  Insert  at  frequency  to. 


UNCOUPLED  SKIN  BENDING 


Transverse  Impedance: 
Stiffness  (S|  above  and 
Mass  (M)  below  each 
Free-wavenumber  line 
as  indicated 
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FREQUENCY  l/lc  (log) 


Fig.  8.  Wavenumber  vs  frequency  characteristics  of  box  beam 
and  of  core-shear  Insert 
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Fig.  9.  Wavenumber  k  of  the  box  beam  with  core  shear  insert. 


Fig.  10.  Box  beam  with  core-shear  insert.  Relative  loss  factor 
y\\  VS  frequency. 
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ABSTRACT 

There  has  been  an  Increasing  Interest  In  the  active 
vibration  control  of  structures.  This  paper  Is  concerned  with 
the  development  of  a  computer  simulation  model  for  characterizing 
and  controlling  the  elastic  motion  of  a  flexible  structure. 
Active  control  techniques  are  used  for  suppressing  the  vibration 
of  the  structure  at  designated  locations.  The  effect  of  control 
"spillover"  on  the  performance  of  the  vibrating  system  Is  also 
studied.  The  method  Is  capable  of  performing  time-domain 
analysis  which  Is  essential  for  making  performance  evaluations  of 
active  control  systems.  The  generality  of  the  model  offers  a 
powerful  tool  for  performing  simulation  studies  to  gain  more 
Insight  Into  the  behavior  of  active  control  of  structural 
systems. 
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INTRODUCTION 


There  has  been  an  Increasing  Interest  In  active  vibration 
control  of  structural  systems.  Vibration  control  Is  of 
Importance  In  many  areas  of  engineering,  such  as  aerospace,  civil 
1  ?  ^ 

and  mechanical  In  space  applications  the  structures  are 

large,  lightweight  and  flexible,  The  vibration  In  these 
structures  can  be  caused  by  power  plant  excitations,  maneuvering 
loads  and  firing  loads.  Unless  special  care  Is  taken  to  minimize 
and  damp  such  vibrations  their  functional  activity  like  pointing 
and  aiming  accuracy  will  be  affected.  It  Is  likely  that  both 
passive  and  active  damping  and  control  measures  must  be 

4 

aggressively  studied  and  designed  . 

5  6  7 

Several  Investigators  ''  have  studied  the  general  problem 
of  vibration  suppression  of  structural  systems  wherein  the 
concepts  of  active  vibration  control  Is  utilized.  An  active 
control  technique  using  mobility  symmetry  relations  Is  developed 
In  reference  8  for  plate  vibrations.  A  general  approach  for 
establishing  active  vibration  control  of  flexible  systems  Is 
presented  In  reference  9. 

The  dynamics  of  controllers  based  on  active  modal  control 

theory  are  complex  and  difficult  to  solve.  Balas^®'^^  applied 
the  linear  state  variable  feedback  control  theory  to  solve  this 
problem.  This  method  Is  based  on  linearized  dynamics  of  the 
elastic  structure.  The  elastic  structure  Is  represented  by 
linearly  Independent  eigenfunctions.  Modal  expansion  techniques 
are  then  used  to  derive  a  closed  form  solution  of  the 
differential  equations  of  the  linear  structure. 

The  active  vibration  control  of  the  structure  may  be 
simulated  using  the  concept  of  single-input,  single  output  (SISO) 
control  which  Implies  a  fi^ngle-sensor  and  single-actuator.  A 
simulation  model  Is  developed  for  actively  controlling  the 
vibrations  of  a  structure  at  a  designated  point.  Active 
vibration  control  of  the  structure  Is  obtained  using  optimal 

12 

feedback  control  .  The  model  Is  capable  of  performing  time 
domain  analysis  and  Is  also  used  to  study  the  ’spillover'  effect 
of  single  actuator-sensor  control  for  a  large  flexible  structure. 
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PROBLEM  FORMULATION 


The  space  structure  Is  modeled  as  a  clamp-free  beam.  We 
consider  the  problem  of  suppressing  the  transverse  vibration  of 
this  beam.  The  beam  dynamics  Is  modeled  using  the  Euler- 

Bernoulll  partial  differential  equatlon^®'^^. 


M  ij  (x,t)  +  A  U  (x,t)  =  F  (x,t).  (1) 

M,  A  are  the  mass  and  stiffness  matrices.  They  are  symmetric, 
positive  definite  matrices.  U  (x,t)  Is  transverse  displacement 
of  the  beam  and  F  (x,t)  Is  applied  force  distribution.  In 
Eq.  (1)  dr'mping  has  been  neglected.  Eq.  (1)  can  be  written  In 
the  form, 

U  (x,t)  +  (A/M)  U  (x,t)  =  B  f  (t).  (2) 

The  control  forces  provided  by  N  actuators  with  Influence 
functions  b^ (x)  Is  given  by 


N 

F  (x,t)  =  B  f  (t)  b^{x)  f^(t).  (3) 


The  solution  of  Eq.  (1)  can  be  represented  as 
L 

U  (x,t)  U,^(t)  ^,^(x),  (4) 

where  L  Is  the  mode  shape  number,  U|^(t)  Is  the  mode  amplitude, 
^l^(x)  Is  the  corresponding  eigenvector.  Then  Eq  (1)  can  be  shown 
to  be 

U  (t)  +  AU  (t)  =  B  f  (t)  ,  (5) 

1/2  2  1/2 

where  A  =  (A  )  and  A  is  a  LXL  diagonal  matrix  with  Wj,  «2, 
u^, . .  . .  .u^  as  diagonal  entries.  Where  Is  the  natural 

frequency  of  the  structure. 

Now  Introducing  the  state  vector  as 

Vn(t)  ■  [Uj(t),  (lJ(t)]L  (6) 
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then  Eq  (5)  can  be  written  as 

\{t)  .  A,^V^(t)  +  B,^f(t).  (7) 

Where 


B|^  Is  the  eigen  vector  for  the  chosen  mode  and  I  Is  the  Identity 

matrix.  Eq.  (7)  represents  the  estimate  state  of  dynamics  of  the 
flexible  structure.  The  actual  response  of  the  structure  Is 
determined  by  the  controlled  modes  (given  by  the  estimate  state) 
and  the  residual  (uncontrolled)  modes. 

The  residual  mode  state  can  be  expressed  as 

v„(t)  -  [uj(t).  (iJ{t)]T,  (9) 

and  similarly 


OpCt)  =  ApVp(t)  +  B^f(t)  .  (10) 

Where 


The  system  output  can  then  be  written  as 

y(t)  -  V,^(t)+CRVp(t),  (13) 

where  Cj^and  are  linearized  output  constants  and  are 

represented  by  diagonal  matrices. 
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MODAL  CONTROL 


The  control  force  1s  developed  using  a  well  known  state 
variable  method  for  the  system  Ignoring  the  residual  modes.  The 
active  controller  consists  of  two  parts. 

(1)  A  state  estimator  which  accepts  the  measurements  from 
the  sensor  and  produces  the  estimate  of  the  state. 

(2)  A  linear  state  variable  feedback  law  which  produces  the 
control  force  by  using  the  product  of  the  state  estimate  and  a 
constant  gain.  The  control  force  can  be  written  as 

f  =  -6  V,^,  (14) 

where  G  Is  the  matrix  of  control  gains.  The  control  gains  may  be 
obtained  by  using  a  pole  placement  algorithm  or  can  be  designed 
using  an  optimum  regulator  to  minimize  a  certain  performance 
Index. 


EFFECT  OF  RESIDUAL  MODES 


fi  7  ft 

Most  of  the  work  on  active  vibration  control  of 

structures  Is  performed  by  Ignoring  the  residual  modes.  However 
In  many  of  the  systems  the  residual  modes  are  found  to  exist  and 
hence  It  Is  Important  to  study  their  effect.  The  feed  back 
control  will  stabilize  selected  modes  of  the  flexible  system  but 
the  actuators  will  excite  the  (uncontrolled)  residual  modes.  In 
structural  systems,  such  control  "spillover"  can  severely  degrade 
the  system  performance. 

The  composite  closed-loop  system  state  may  be  written  as 
W(t)  -  [zj(t),  vj(t)]^  (15) 

where 

Z|<(t)  •  [vj(t)  ,  ej(t)]^  (16) 


Where  ej^  Is  the  reconstruction  error.  Following  reference  12  the 
composite  closed-loop  system  equations  may  be  written  as  follows; 


Where 


W(t) 


Hi, 

H 


'9  1 


H,, 
H 


9  9 


W(t) 


H,, 


^k'Vk 


(17) 


(18) 


FCA-5 


H,, 


If  the  observation  spillover  Is  zero,  then  H,,  =  0  In  this  case 
the  poles  of  the  composite  closed  loop  system  are  the  poles  of  Aj^ 
+  B|^G  ,  A|^-k|^  C|^  and  Aj^  due  to  block  triangularity. 

Equation  17  can  be  written  as: 


ft(t) 


^  ^k^k 


Wk  ° 

®R  ®k  ^R 


(19) 


The  response  of  the  residual  mode  system  Is  given  by 


*r(‘)  '  Vr  *  ®R 

Since  the  response  of  the  system  depends  on  both  controlled  and 
residual  modes,  the  excitation  of  the  residual  modes  can  degrade 
the  system  response  but  It  cannot  destabilize  the  system. 

The  most  convenient  method  of  eliminating  observation 
spillover  Is  to  prefllter  the  sensor  data  using  a  set  of  narrow 
13  14 

bandpass  filters  '  .  Once  the  observation  spillover  Is  removed 

the  feedback  controller  cannot  produce  Instabilities  In  the 
closed  loop  system. 

A  block  diagram  of  active  control  of  a  flexible 
structural  system  Is  shown  in  Fig.  1.  The  effect  of  spillover  Is 
shown  In  the  diagram. 


NUMERICAL  EXAMPLE 

The  vibrating  system  Is  modeled  as  a  clamp-free  beam. 
Sensors  and  actuators  are  located  at  certain  positions  on  the 
beam.  From  Equations  7  and  8,  the  system  equations  for  control 
of  the  first  three  modes  of  the  structure  may  be  written  as 
follows. 
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and 


f(t)  -  -G,^  V,^.  (22) 

Where  G|^1s  the  control  gain  and  V|^1s  the  state  vector  obtained 
from  measurement. 

The  natural  frequencies  and  the  material  properties  of  the 
clamp-free  beam  are  given  In  Table  1.  This  system  equation  can 
be  applied  for  either  single-sensor,  actuator  control  or  multl- 
sensor,  multi -actuator  control.  Fig.  2  shows  a  schematic  of  the 
control  system  for  the  structure  with  a  single  sensor  and  a 
single  actuator.  Then  for  this  system  Bj^  In  equation  [15]  may  be 

written  as, 

B|(  -  [0,0,0,^,(x).^,(x).^,{x)]^  (23) 

where  ^^(x)  (1»1,2,3,...)  Is  the  mode  shape  at  location  x. 

-  [0,0, 0,2  ,  2  tf,  ,  2^  ,  «,],  (24) 

where  (  Is  the  damping  ratio  obtained  by  active  control. 
Structural  damping  of  the  beam  Is  neglected  In  order  to  highlight 
the  effect  of  active  control.  Figures  3,  4,  and  5  show  the 
system's  response  for  the  first  three  modes.  Fig.  6  shows  the 
displacement  measured  by  the  sensor  at  a  point  which  Is  at  a 
specified  distance  from  the  fixed  end  [Fig.  2]. 

The  effect  of  using  an  active  controller.  Is  also  clearly 
presented  In  Fig.  3,  4,  and  5.  Fig.  6  shows  the  effect  of  the 
active  controller  at  a  point  where  the  sensor  Is  located  on  the 
cantilever  beam.  From  Fig.  6  we  can  observe  how  effectively  the 
vibrations  of  the  beam  are  controlled.  This  result  supports  the 
fact  that  pointing  precision  of  space  structures  can  be  Improved 
and  their  life  extended  by  use  of  active  control  methods. 

EFFECT  OF  CONTROL  SPILLOVER 

The  control  force  may  excite  the  uncontrolled  modes  (residual 
modes)  which  result  In  an  unwanted  excitation.  From  Eq.  20,  the 
residual  mode  subsystem  Is  given  as, 
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(25) 


U  (t)+A  U  (t)  =  B  G  [V  t)+e  (t)]  . 

R  R  R  R  k  k  k 

This  Is  a  system  of  oscillators,  driven  by  Vj^(t)  and  CpCt)* 

Hence  any  control  spillover  will  excite  these  residual  modes  at 
their  resonance  frequencies,  since  the  response  of  the  complete 
system  depends  both  on  the  controlled  and  uncontrolled  modes.  In 
the  actual  case,  the  physical  system  would  have  certain  natural 
damping  which  may  cause  the  unwanted  excitation  at  residual  modes 
to  die  out.  Consequently  the  effect  of  control  spillover  Is  only 
to  extend  the  system  response  time.  The  spillover  effect  of  the 
uncontrolled  modes  on  the  structure  Is  shown  In  Fig.  7. 


CONCLUSION 

A  mathematical  model  for  the  study  of  the  dynamics  of  a 
flexible  system  has  been  developed.  Mathematical  (IMSL)  software 
and  computer  simulation  techniques  are  employed  to  characterize 
the  elastic  motion  of  a  flexible  structure.  Active  control 
techniques  are  then  used  for  suppressing  vibrations  at  some 
designated  points  In  the  vibrating  system. 

The  method  Is  capable  of  performing  time-domain  analysis, 
which  Is  necessary  for  performance  evaluation  of  an  active 
control  system.  The  generality  of  this  scheme  offers  a  powerful 
tool  for  performing  numerical  studies  to  gain  more  Insight  Into 
the  behavior  of  such  systems. 
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PARAMETER 

VALUE 

Young's  Modulus 

7.238x10  Pa 

Length 

36  in 

Mass 

6.22x10  Kg 

Natural  Frequency  (1st  mode) 

1.19  rad/sec 

Natural  Frequency  ( 2nd  mode ) 

7.492  rad/sec 

Natural  Frequency  (3rd  mode) 

20.97  rad/sec 

Sensor  Location 

30  in 

Force  Actuator  Location 

20  in 

Initial  Condition  of  U1 

0.5  in 

Initial  Condition  of  02 

0.5  in 

Initial  Condition  of  03 

0.5  in 

Table  1  PROPERTIES  OF  ACTIVE  CONTROL  SYSTEM 
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Fig.  2  SCHEMATIC  DIAGRAM  OF  THE  ACTIVE  CONTROL  SYSTEM 


(u')  lN3W3^r^dSla  3ao»N  ismij 
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WITH  ACTIVE  CONTROL 
WITHOUT  ACTIVE  CONTROL 


o 
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Fla.  5  EFFECT  OF  ACTI 


WITH  ACTIVE  CONTHOL 
HITIJOyT  ACTIVE  COHTttOL 
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Fig.  6  EFFECT  OF  ACTIVE  CONTROL  OF  THE  FLEXIBLE  SYSTEH 
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FI*.  7  $P1LL0VER  EFFECT  OF  THE  CONTROL  SYSTEM 
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Robust  Realization/Identification  Of  Damped  Structures 
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Buffalo,  New  York  14260 


Abstract 


Often,  physical  structures  are  sufficiently  complicated  to  preclude  constructing  an  ac¬ 
curate  mathematical  model  of  the  system  dynamics  from  simple  analysis  using  the  laws  of 
physics.  Consequently,  determination  of  an  accurate  model  requires  utilization  of  (gener¬ 
ally  noisy)  output  measurements  from  dynamic  tests.  In  this  paper,  we  present  a  robust 
method  for  constructing  accurate  structural  dynamic  models  from  discrete  time-domain 
measurements.  The  method  processes  the  measurements  in  order  to  determiin  he  number 
of  modes  present,  the  damping  and  frequency  of  each  mode,  and  the  mode  shape.  The 
structure  n\ay  be  highly  damped.  Although  the  mode  shape  identification  is  more  sensitive 
to  measurement  noise  than  the  order,  frequency,  and  damping  identification,  the  method 
is  considerably  less  sensitive  to  noise  than  other  leading  methods.  Accurate  detection  of 
the  modal  parameters  and  mode  shapes  is  demonstrated  for  normal  and  complex  mode 
structures  whose  damping  ratios  exceed  15  percent. 


t  Graduate  Hescarch  Assistant 
'  Assistant  Professor 
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Introduction 


The  enduring  problem  of  accurately  identifying  the  mode  shapes  of  structures  and/or 
systems  using  (noisy)  output  measurements  is  of  significant  importance  in  several  aspects 
of  mechanical  and  aerospace  engineering.  For  example,  the  structural  community  has  ex¬ 
pended  considerable  effort  attempting  to  correctly  identify  modal  properties  of  flexible 
structures  (Hendricks^;  Ibrahim  and  Mikulcik^;  Rajaram  and  Junkins^;  Chen^).  How¬ 
ever,  mode  shape  identification  methods  are  very  sensitive  to  measurement  noise,  and 
lose  accuracy  in  high  measurement  noise  circumstances.  Addressing  this  problem,  the 
paper  develops  an  algorithm  that  aids  in  accurately  identifying  mode  shapes  of  a  struc¬ 
ture  from  output  measurements.  The  algorithm  combines  a  recently  developed  identifica¬ 
tion/realization  technique  with  a  method  of  model  error  reduction  to  successfully  identify 
mode  shapes  even  with  high  noise  levels  in  the  measurements.  Note;  modal  properties 
refers  to:  (1)  natural  frequencies  and  damping  ratios,  and  (2)  mode  shapes. 

Recently,  the  Eigensystem  Realization  Algorithm  (ERA)  was  developed  by  Juang  and 
Pappa^;  Pappa  and  Juang®.  The  algorithm  was  developed  for  the  realization  and  iden¬ 
tification  of  minimum  order  structural  dynamic  models.  The  ERA  technique  is  based  on 
the  singular  value  decomposition  of  a  generalized  Hankel  matrix  composed  of  discrete, 
time-domain  measurements.  In  theory,  the  order  of  the  realized  model  is  determined  from 
the  number  of  nonzero  singular  values  computed  from  the  Hankel  matrix  decomposition. 
However,  due  to  the  “real  world”  presence  of  noise  in  the  output  measurements,  the  decom¬ 
position  produces  nonzero  singular  values  which  should  (in  theory)  be  zeros.  Consequently, 
the  user  must  choose  a  “cutoff”  magnitude  of  singular  values,  below  which  the  singular 
values  are  assumed  to  be  due  to  noise  and  not  due  to  extra  order  in  the  model.  In  a 
paper  extending  their  original  work,  Juang  and  Pappa^ conducted  an  investigation  study¬ 
ing  the  effects  of  singular  value  truncation.  Their  results  show  that  the  choice  of  singular 
value  cutoff  affects  the  number  of  modes  retained  in  the  realization  and  the  accuracy  of 
the  modal  properties  identified.  Choosing  a  low  cutoff  produces  a  model  which  includes 
more  modes  than  the  true  number,  and  results  in  reduced  accuracy  of  the  identified  modal 
properties.  Conversely,  choosing  a  high  cutoff  results  in  a  lower  order  model  (some  real 
modes  are  truncated),  but  produces  better  accuracy  in  identifying  the  modal  properties 
of  the  retained  modes.  Therefore,  the  difficult  choice  of  an  appropriate  cutoff  magnitude 
when  a  high  degree  of  noise  is  present  is  of  great  importance  for  accurate  mode  shape 
identification. 

The  ERA  technique  is  capable  of  accurately  identifying  modal  properties  for  cases  in¬ 
volving  perfect  or  low-noise  measurements.  The  procedure  of  singular  value  decomposition, 
as  opposed  to  transfer  function  analysis,  has  the  benefit  of  good  numerical  stability  (Klema 
and  Laub®),  and  the  ERA  is  simple  to  implement  and  accurate.  However,  difficulties  may 
arise  when  high  noise  levels  are  present  in  the  output  measurements. 
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Reducing  the  noise  sensitivity  of  the  Eigensystem  Realization  Algorithm  was  first  in¬ 
vestigated  by  Mook  and  Lew®,  whose  results  were  based  on  the  simulation  oi  a  structure 
with  a  three  mode  truth.  Given  a  highly  noisy  measurement  set  (20%  deviation  from 
the  truth),  their  combined  ERA/MME  algorithm  demonstrated  significant  improvements 
in  the  identification  of  the  structure’s  natural  frequencies  as  well  as  model  order  deter¬ 
mination.  However,  they  did  not  attempt  to  derive  any  results  for  improving  upon  the 
identification  of  the  physical  mode  shapes  of  the  structure.  Damping  was  also  excluded 
from  their  simulated  structure. 

In  this  paper,  we  develop  an  algorithm  (via  noise  reduction  in  the  measurements) 
that  is  less  sensitive  to  measurement  noise  and  can  identify  mode  shapes  accurately.  Also, 
the  proposed  algorithm  demonstrates  the  ability  to  identify  mode  shapes  of  structures 
including  significant  damping.  The  combined  results  reveal  that  mode  shape  identification 
is  much  more  dependent  on  measurement  noise  than  identification  of  natural  frequencies, 
yet  may  still  be  significantly  enhanced  by  combining  the  ERA  and  the  MME  procedures. 

Eigensystem  Realization  Algorithm 

The  basic  development  of  the  state-space  realization  concept  is  attributed  to  Ho  and 
Kalman^®,  who  introduced  the  principle  of  minimum  order  realization.  The  Eigensystem 
Realization  Algorithm  (ERA)  utilizes  singular  value  decomposition  to  develop  a  method  of 
minimum  order  realization.  The  ERA  algorithm  has  been  successfully  applied  to  realiza¬ 
tion/identification  of  several  structures  from  experimental  data  (e.g.,  Pappa  and  Juang®). 
VVe  now  give  a  summary  of  the  algorithm. 

Consider  the  discrete-time  linear  time-invariant  dynamic  equation 

x{k  -b  1)  =  Ax{k)  -b  Bu[k)  (1) 

y{k)~Cx{k)  (2) 

where  x  is  the  n  x  1  state  vector,  u  is  the  p  x  1  input  vector,  y  is  the  q  x  1  output  vector; 
and  A.  B,  and  C  are  n  x  n,  n  x  p,  and  q  x  n  constant  matrices,  respectively.  Two  special 
solutions  for  Eqs.  (l)-(2)  are  given  by  Markov  parameters  as  the  impulse  response, 

Y{k)  =  CA'^-^B  (3) 

and  the  initial  state  response, 

Y(k)  =  CA*’[xi(0)  X2(0)...a:,(0)...ip(0)]  (4) 

where  x,(0)  represents  the  set  of  initial  conditions.  The  ERA  begins  by  forming  the 
r  X  .s  block  matrix 

/  Yik)  Yik  +  m,) 

y  (/c  +  )  y  (A:  -b  -b  Tn.\ ) 

//(A-1)^ 

VklAi-i/r-i)  Y  {k  Ir -I  Tn 


y  (fc  -b  ) 

y  {k  +  li  -b  mj_  j ) 

y  ( A’  -b  /r-  1  +  s  - 1  ) 
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where  r  and  s  are  arbitrary  integers  satisf3dng  the  inequalities  rq  >  n,  sp  >  n,  and 
U  {i  —  l,2,...,r  —  1)  and  rrij  (j  =  l,2,...,s  —  1)  are  arbitrary  integers.  For  the  initial  state 
response  measurements,  H{k  —  1)  is  replaced  by  H{k).  From  Eqs.  (3)-(5)  it  can  be  shown 
that 

H{k)  =  VrA^^W,  (6) 

where 


Vr  and  Wg  are  generalized  observability  and  controllability  matrices.  The  ERA  is  derived 
by  using  singular  value  decomposition  for  defined  by 

H{0)  =  PDQ^  (7) 

where  P  and  Q  are  rq  x  n  and  sp  x  n  isometric  matrices,  respectively,  and  D  is  a  diagonal 
matrix  whose  diagonal  elements  are  the  positive  singular  values.  The  rank  n  of  H{0)  is 
determined  by  testing  the  singular  values  for  zero,  i.e.,  by  choosing  the  cutoff  magnitude 
below  which  the  singular  values  are  assumed  to  represent  noise  and  not  modes.  The 
reduced-order  realization  of  dimension  n  can  be  constructed  by  forming 


A'^  =  D~^P^H{k)QnDn^^ 

(8) 

B^DAQlEp 

(9) 

C  =  E^PnOi 

(10) 

where  Pn  and  are  forn  ed  from  the  first  n  columns  of  P  and  Q,  is  an  n  x  n  left 
upper  block  matrix,  Ej  is  and  EJ  is  [/g,0],  where  Ip  and  Iq  are  identity  matrices 

of  order  p  and  q,  respectively,  and  0  is  the  zero  matrix  of  appropriate  dimensions. 

Finally,  from  the  eigensolution  of  the  realized  state  space  matrix  the  modal  damp¬ 
ing  ratios  and  damped  natural  frequencies  are  calculated  from  the  real  and  imaginary  parts 
of  the  eigenvalues,  after  transformation  from  the  z  to  s  plane  using  the  relationship 

s  =  [ln{z)  ±  i2fc7r]/(AT)  ;  i  =  \/— 1 


Fr  = 


W, 


(  ^  \ 


/  ^  \ 
A^^B 


where 


z  =  eigenvalues  of  A* 


The  mode  shapes  are  then  calculated  using  the  matrix 


where 


=  eigenvector  matrix  of  A*' 


Minimum  Model  Error  Estimation 

The  idea  of  filtering  noise  from  measurement  data  is  certainly  not  unique.  Various 
versions  of  Kalman  filters  and  other  similar  algorithms  have  been  extensively  studied  and 
implemented  (e.g.,  Gelb^^;  Lewis^^).  A  major  problem  with  utilizing  traditional  filter 
algorithms  is  that  they  require  good  accuracy  in  the  assumed  model  for  the  measured  signal. 
In  the  case  of  structural  realization/identification,  the  object  of  the  work  is  to  obtain  this 
model.  Therefore,  while  it  is  possible  that  judicious  use  of  a  filter-smoother  algorithm  may 
benefit  the  ERA,  we  have  not  pursued  this  approach  because  of  the  theoretical  modeling 
difficulties  just  mentioned. 

Recently,  a  new  approach  for  performing  optimal  state  estimation  in  the  presence  of 
significant  model  error  has  been  developed  by  Mook  and  Junkins^®.  The  new  technique, 
called  Minimum  Model  Error  (MME)  estimation,  does  not  assume  that  the  model  error  is  a 
white  noise  of  known  covariance  as  do  the  filters.  Instead,  the  model  error  is  assumed  to  be 
an  unknown  quantity  and  is  estimated  as  part  of  the  solution.  The  theoretical  advantages 
of  this  assumption  are  obvious  for  the  present  problem,  since  the  model  is  unknown  apriori. 
In  several  previous  studies,  the  MME  has  been  shown  to  produce  state  estimates  of  high 
accuracy  for  problems  involving  both  significant  model  error  and  significant  measurement 
error  (Mook  and  Lin^^;  Mook^®;  Junkins  and  Mook^®).  A  brief  derivation  of  the  Minimum 
Model  Error  estimation  technique  follows. 

Given  a  system  whose  state  vector  dynamics  is  modeled  by  the  (linear  or  nonlinear) 
system  of  equations. 


i  =  /[®(0.  “(<)>*]  (11) 

where 

x  =  nxl  state  vector 
f  =  n  X  1  vector  of  model  equations 
u  E3  p  X  1  vector  of  forcing  terms, 

and  given  a  set  of  discrete  measurements  modeled  by  the  (linear  or  nonlinear)  system  of 
equations. 


y{lj)  ==  9j[^{tj),t}]  +  Vj  ^  J  = 


(12) 
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where 

y{i j)  =  r  X  1  measurement  set  at  tj 

g  =  r  X  1  measurement  model  equations 
m  =  total  number  of  measurement  sets 
Vj=rxl  measurement  error  vector 

where,  vj  represents  a  zero-mean,  gaussian  random  sequence  of  known  covariance  Rj, 
determine  the  optimal  estimate  for  x(t)  (denoted  by  during  some  specified  time 

interval  tg  <t  <tf. 

In  the  MME,  the  optimal  state  trajectory  estimate  is  determined  on  the  basis  of  the 
assumption  that  the  measurement -minus-estimate  error  covariance  matrix  must  match  the 
measurement-minus-truth  error  covariance  matrix.  This  condition  is  referred  to  as  the 
“covariance  constraint”.  The  covariance  constraint  is  defined  mathematically  by  requiring 
the  following  approximation  to  be  satisfied: 

|[y(<j)  ~  (i3) 

Thus,  the  estimated  measurements  g{^{tj)^tj)  are  required  to  fit  the  actual  measurements 
y{ij)  with  approximately  the  same  error  covariance  as  the  actual  measurements  fit  the 
truth.  Otherwise,  the  estimate  cannot  be  correct. 

The  estimated  measurement  set  at  time  tj  is  based  on  the  current  state  estimate, 
The  between-measurement  state  estimate  is  based  on  integration  of  the  system  dy¬ 
namic  model.  Thus,  if  the  system  dynamic  model  contains  errors,  the  integration  does 
not  yield  the  correct  state  estimate,  and  the  residuals  between  the  estimated  and  the 
actual  measurements  are  too  large.  However,  due  to  the  noise  in  the  measurements,  it 
is  not  appropriate  to  force  the  model  to  predict  the  measurements  exactly.  Instead,  the 
measurement-minus-estimate  residuals  should  have  the  same  covariance  as  the  measure¬ 
ment  noise.  This  condition  is  enforced  by  the  covariance  constraint. 

When  the  covariance  constraint  has  been  satisfied,  the  state  estimate  is  considered  to 
have  been  optimized.  If  errors  are  present  in  the  state  dynamic  equations,  satisfaction  of 
the  covariance  constraint  generally  requires  that  these  errors  be  corrected  when  the  model 
is  integrated  between  measurements.  The  MME  method  may  be  used  to  produce  these 
model  error  corrections. 

Model  error  is  represented  by  adding  a  to -be -determined  unmodeled  disturbance  vector 
d{t)  to  the  right-hand  sides  of  the  original  state  model  equations,  Eq.  (11),  to  produce  the 
modified  state  governing  equations, 

ii  =  l[l.(t),  u{t),t]-i- d(t)  (14) 

Next,  the  following  cost  functional  is  minimized  with  respect  to  d{t): 

J  =  -- 
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where 


+  [  d{T)'^  W  d{T)dr 

Jto 


(15) 


W  =  k  X  k  weight  matrix  to  be  determined 

The  functional  J  in  Eq.  (15)  is  the  sum  of  two  penalty  terms.  The  first  is  a  weighted 
sum  of  discrete  terms  which  penalize  the  deviation  of  the  predicted  measurements  (based 
upon  the  estimated  states)  from  the  actual  measurements.  Minimization  of  this  summation 
term  tends  to  drive  the  state  estimates  toward  values  which,  when  substituted  into  the 
measurement  model,  predict  the  actual  measurements.  The  weighting  Rj^  on  each  of  these 
penalty  terms  is  the  inverse  of  the  associated  measurement  error  covariance;  thus,  accurate 
measurements  (small  Rj)  are  weighted  more  heavily  than  inaccurate  measurements  (large 
Rj).  The  second  term  in  J  is  an  integral  term  which  reflects  the  ^sumption  that  the 
amount  of  unmodeled  effect  to  be  added  should  be  mininuzed.  However,  the  unmodeled 
effect  must  be  sufficient  to  cause  the  estimate  to  satisfy  the  covariance  constraint.  The 
proper  balance  between  the  two  competing  effects  depends  on  the  choice  of  W.  The  weight 
matrix,  W,  is  determined  such  that  the  covzu-iance  constraint  is  satisfied. 

An  algorithm  for  the  minimization  of  J  in  Eq.  (15)  follows  directly  from  a  modification 
of  the  so-called  Pontryagin’s  necessary  conditions.  For  a  given  W,  the  minimization  of  J 
in  Eq.  (15)  with  respect  to  d(t)  leads  to  the  TPBVP  summarized  as; 


(14) 

~  \9x/~ 

(16) 

^—2'^  ml  ^ 

(17) 

i(<o)  =  specified,  or  A(tJ')  =  Q 

(18) 

UtV  =  i(‘7)  +  l2(<y) 

(19) 

x(tf)  =  sped fied,  or  A(t^ )  =  fl 

(20) 

where 

dg 

i(  »>).<> 

If  the  assumed  model  in  the  MME  algorithm  is  linear,  then  a  multiple  shooting  tech¬ 
nique  may  be  used  to  solve  the  two-point  boundary  value  problem  described  by  Eqs.  (14)- 
(20).  This  technique  converts  the  TPBVP  into  a  set  of  linear  algebraic  equations  which 
may  be  solved  using  any  linear  equation  solver  (Lew  and  Mook^^).  In  the  present  case, 
the  model  produced  by  the  ERA  and  used  for  input  to  the  MME  is  always  linear,  so  the 
MME  solution  is  obtained  from  linear  algebraic  equations. 
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Realized  vs.  Physical  Mode  Shapes 


Before  considering  some  examples,  it  is  important  to  become  familiar  with  the  relation¬ 
ships  describing  the  physical  system’s  mode  shapes.  To  achieve  this,  a  derivation  devoted 
to  the  connection  between  the  realized  and  physical  system’s  mode  shapes  is  provided. 


We  begin  the  derivation  with  the  familiar  boundary-value  problem  describing  the 
free  vibration  of  a  beam.  The  boundary-value  problem  can  be  reduced  to  the  differential 
equation 


dx^ 


EA{x) 


dx'^ 


=  u!^m.{x)^{x), 


0  <  X  <  L 


and  the  boundary  conditions 


y(0,0  =  yiL,t)  =  0 


where  EA{x)  is  the  flexural  rigidity,  Tn{x)  is  the  mass  per  unit  length  at  any  point  x,  $(x) 
is  the  eigenfunction  related  to  the  mode  shapes,  and  uj  is  the  natural  frequency  of  each 
corresponding  mode  shape.  Based  on  the  separation  of  variables,  the  exact  solution  can 
be  expressed  in  the  following  form: 


OO 

y{x,t)  =  ^4,i{x)T}i{t) 
i=l 


For  this  solution,  represents  the  individual  mode  shapes  of  the  structure  depending 

on  the  spatial  variable  x  alone,  and  indicates  the  type  of  motion  the  structure  exhibits. 

Although  the  free  vibration  problem  for  a  continuous  beam  is  different  from  the  dis¬ 
cretized  problem,  the  general  approach  to  their  solutions  is  the  same.  Therefore,  dis¬ 
cretizing  the  continuous  beam,  a  new  system  can  be  defined  as  having  mass,  stiffness,  and 
damping  matrices  M,  K,  and  C  respectively  and  the  governing  equation 


Mx{t)  -\-  Cx{t)  -f  Kx  =  0 


(21) 


This  discrete  system 
below: 


where. 


representation  can  be  transformed  into  its  state  space  form  given 


'x{t) 
x{t)  ^ 


\ 


0  :  I 

\m-^K  ;  M~^cl 


'x{t) 


(22) 


(  ® 

A  =  . 


/  \ 

M-'C  / 
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Rewriting  equation  (22)  into  its  familiar  form,  we  obtain 


x(t)  =  j4x(t) 

The  state  space  A  matrix  can  be  represented  in  its  Jordan  canonical  form 

A  =  PAP-^ 


where  P  is  the  eigenvector  matrix  and  A  is  the  diagonal  eigenvalue  matrix.  Therefore, 
similar  to  the  continuous  time  problem,  the  solution  to  the  discretized  problem  for  one 
specific  time  takes  the  following  form: 


/ 


x{ii)  =  P 


\ 


y  gAjnl.-h  j©2n  J 


(23) 


Now,  we  extend  this  solution  to  include  a  succession  of  discrete  time  values. 


where, 


X  = 

••• 

—  PE,  m  >  2n 

E  = 

/  ^Xiti+jQi 
f  g.Xjtl+j©2 

gXit2+j&i 

gXiti+j&2 

g'^l  +  j©l  \ 

gX2tm+j®2 

^  g-^2ntl+j©2n 

^X2„t2  +  j@2n 

g.^2T»^m"('J©2n  j 

The  relationship  PE  becomes  the  definition  of  the  generalized  Hankel  matrix  and  its 
first  derivative  is  defined  as  the  shifted  Hankel  matrix.  The  generalized  Hankel  matrix  is 
denoted  by  H{0)  and  its  shifted  version  is  denoted  H(l): 

X  =  PE  =  H{0)  (24) 

X  =  PAE  =  H{1)  (25) 

The  next  step  is  to  perform  the  singular  value  decomposition  on  the  Hankel  matrix 

X  =  H{0)  -  c/sy^ 


or 


A'  =  H{0)  = 


(26) 


where  U  and  V  are  isometric  matrices  and  S  is  the  diagonal  matrix  of  singular  values.  The 
realization  that  is  defined  by  the  Eigensystem  Realization  Algorithm  takes  on  the  following 
form: 


A  =  (t/2l)-'  H(\) 


(27) 
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or  after  substituting  i/(l)  =  PHE, 

A  =  'E-^U^  PEE  (28) 

Now  by  setting  =  PS,  where  S  is  some  unknown  matrix  that  is  responsible  for  this 
equation  being  satisfied,  we  get  the  following  sequence  of  steps  leading  to  the  new  definition 
of  .4: 

H{0)  =  UEV^  =  UE-^E-^V'^  (29) 

after  substitution  of  UE^  =  PS,  and  recalling  that  H[0)  =  PE  the  following  relationship 
holds: 

PE^PSE-^V'^  (30) 

Rearranging  to  solve  for  S~^E  we  obtain 

=  (31) 

After  substitution  of  Equation  (31)  and  UE^  =  PS  into  the  Equation  (28)  we  obtain 

A^{PS)-^  P\E  (S-^E)-^  (32) 

Taking  the  inverses, 

A  =  PAE  E-'^S  (33) 

and  this  reduces  to  the  continuous  time  realization 

A^S-^AS  (34) 

It  now  becomes  apparent  by  observing  equations  (22)  and  (34)  that  there  is  in  fact  a 
difference  between  the  realized  and  physical  system’s  eigenvector  matrices.  The  physical 
system’s  eigenvector  matrix  is  P,  while  the  realized  system’s  eigenvector  matrix  is 
However,  it  is  worth  noting  that  the  eigenvalues  of  both  systems  are  identical.  Therefore,  if 
we  wish  to  calculate  the  physical  system’s  eigenvectors,  we  simply  employ  the  relationship 

P=:f/S^S"’  (35) 

where  S~^  is  the  realized  system’s  eigenvector  matrix. 

Enhanced  Mode  Shape  Identification  Algorithm 

The  enhanced  (i.e.  higher  accuracy  in  the  presence  of  noise)  mode  shape  identification 
algorithm  for  robust  system  realization/identification  can  be  summarized  in  the  following 
steps. 

1.  Apply  the  ERA  procedure  to  the  measurements  in  the  usual  manner  to  produce  a 
minimum-order  realization  model  with  mode  shapes. 
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2.  Input  the  realized  model  and  the  measurements  into  the  MME  algorithm  to  produce 
optimal  state  estimates. 

3.  Sample  the  MME  produced  state  estimates  at  discrete-time  intervals  to  create 
simulated  measurements  of  higher  accuracj'  than  the  original  measurements. 

4.  .4pply  ERA  to  the  simulated  measurements  in  order  to  realize/identify  the  new 
mode  shapes. 

5.  Examine  the  newly  calcidated  mode  shapes  for  some  convergence  criteria,  and 
repeat  the  procedure  if  necessary. 


Examples 

The  intent  of  the  following  examples  is  to  contrast  the  mode  shape  identification 
abilities  of  the  proposed  algorithm  verses  ERA  by  itself.  Consider  the  axial  vibrations  of 
a  cantilever  aircraft  wing  illustrated  below  in  Figure  1. 


Figure  1  Cantilever  Aircraft  Wing 


Rather  than  solving  the  continuous  differential  eigenvalue  problem  (Meirovitch^®), 
the  approach  taken  here  is  to  discretize  the  cantilever  wing  into  a  four  degree-of-freedom 
system  consisting  of  four  masses  with  idealized  springs  and  dampers  between  each  mass. 
The  governing  equations  of  the  discrete  system  are  transformed  into  the  state  space  form 
shown  below  and  the  proper  constants  for  each  mass,  spring,  and  damper  substituted. 


'i(0 

4(0 


/ 


0  ;  I 

\m-^K  :  M-^C/ 


4(0 

4(0 


the  first  example,  C  =  0  with  M  and  K  equal  to; 


/I 

0 

0 

/lO 

-5 

0 

0 

1 

0 

;  K  = 

-5 

10 

-5 

0 

0 

1 

-5 

10 

Vo 

0 

0 

l) 

\  0 

0 

-5 

10  / 
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For  the  second  example,  M  and  K  stay  the  same  but, 


/0.3 

0 

0 

0 

0.3 

0 

0 

0 

0 

0.3 

0 

\  0 

0 

0 

0.3/ 

Utilizing  the  matrix  exponential,  the  exact  time  domain  solution  of  each  example  is  calcu¬ 
lated.  The  exact  mode  shapes,  natural  frequencies,  and  damping  ratios  are  then  calculated 
by  ERA  using  the  exact  time  domain  solution  as  input  measurements. 

For  the  first  example,  no  damping  was  included  in  the  system’s  model  (C=0).  As¬ 
suming  only  positional  measurements  are  available,  the  exact  solution  as  given  by  ERA 
is  indicated  in  Tables  1.1  and  1.2.  The  solution  consists  of  the  singular  values  (revealing 
the  number  of  modes  identified),  the  eigenvalues  (indicating  each  modes  natural  frequency 
and  damping  ratio),  and  the  mode  shapes.  It  should  be  noted  that  each  mode  identified 
is  normally  associated  with  a  pair  of  singular  values.  However,  for  simplicity  each  pair 
of  singular  values  is  averaged  together  so  that  the  number  of  nonzero  averaged  singular 
values  equals  the  number  of  modes  identified. 

With  the  exact  solution  known,  a  gaussian  distributed  white  noise  approximately  5- 
10%  the  size  of  the  signal  amplitude  is  added  to  the  perfect  measurements  to  investigate 
the  performance  of  each  algorithm.  The  results  of  the  stand  alone  Eigensystem  Realization 
Algorithm  processing  the  noisy  measurements  are  displayed  in  Tables  1.3  and  1.4.  Examin¬ 
ing  the  singular  values  of  Table  1.3,  one  would  conclude  that  only  3  modes  were  identified, 
and  the  remaining  nonzero  singular  values  represented  noise  in  the  measurements.  Directly 
related  to  this,  a  pair  of  eigenvalues  and  its  corresponding  mode  shape  were  completely 
unidentifiable.  Therefore,  due  to  measurement  uncertainty  the  ERA  algorithm  only  iden¬ 
tified  3  of  the  4  participating  modes.  Moreover,  comparing  Table  1.1  with  Table  1.3  we 
see  that  the  identification  of  the  eigenvalues  is  very  poor.  Similarly,  comparing  Table  1.2 
with  Table  1.4,  the  mode  shape  identification  is  poor. 


TABLE  1.1 

Exact  Solution  Of  Example  #  1 


Singular  Values 

Eigenvalues 

17.706 

0.000  ±  4.253i 

10.192 

0.000  ±  3.618i 

3.21.5 

0.000  ±  2.629i 

0.269 

0.000  ±  1.382i 

0.000 

0.000 

0.000 

0.000 
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TABLE  1.2 

Exact  Mode  Shapes  (4  discrete  points) 


Mode  1 

Mode  2 

Mode  3 

Mode  4 

0.3717 

-0.6015 

0.6015 

-0.3717 

0.6015 

-0.3717 

-0.3717 

0.6015 

0.6015 

0.3717 

-0.3717 

-0.6015 

0.3717 

0.6015 

0.6015 

0.3717 

TABLE  1.3 

Stand  Alone  ERA  Results 

Singular  Values 

Eigenvalues 

17.692 

-0.07495  ±  4.0421i 

10.282 

-9.53686  +  62.8312i 

3.132 

-33.8623  ^  O.OOOOOi 

0.398 

-0.02049  ±  2.6538i 

0.306 

-0.01701  ±  1.3841i 

0.278 

0.256 

0.240 

TABLE  1.4 

ERA  Identified  Mode  Shapes  (4  discrete  points) 


Mode  1 

Mode  2 

Mode  3 

Mode  4 

0.4012 

-0.5945 

0.2087 

-0.0751 

0.5743 

-0.3622 

0.2532 

0.4508 

0.5912 

0.4039 

0.1717 

-0.7844 

0.3992 

0.6069 

0.3515 

0.6279 

Note:  The  final  tabulated  results  for  both  algorithms  given  in  Tables  1.3- 1.6  are 
an  average  of  10  individual  results  provided  by  10  different  seeds  of  a  random  number 
generator.  This  truncated  use  of  a  Monte  Carlo  analysis  produced  convergence  upon  the 
true  mode  shapes,  otherwise  not  obtained  for  individual  cases.  Therefore,  in  analyzing 
“real  world”  problems,  taking  many  different  sets  of  measurements  and  averaging  the 
results  should  produce  more  reliable  results. 
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Tables  1.5  and  1.6  give  the  results  of  the  Enhanced  Mode  Shape  Identification  Algo¬ 
rithm  proposed  in  this  paper.  For  this  particular  example  only  two  cycles  of  the  procedure 
summarized  above  were  needed  for  convergence.  Examining  the  singular  values  of  Ta¬ 
ble  1.5,  one  would  conclude  that  4  modes  were  identified  by  the  enhanced  algorithm  and 
the  remaining  singular  values  represented  noise.  Notice,  the  mode  not  identified  by  the 
stand  alone  ERA  is  accurately  recovered  by  the  combined  algorithm.  Also,  the  other 
three  mode  shapes  are  more  precisely  identified.  The  improved  accuracy  of  the  eigenvalues 
is  also  apparent.  For  this  example,  the  true  mode  shapes  and  those  identified  by  ERA 
alone  (measurements),  and  the  enhanced  algorithm  (estimate)  are  illustrated  in  Figures  2 
through  5. 

TABLE  1.5 

Enhanced  Algorithm  Results 


Singular  Values  Eigenvalues 


17.654 

-0.04505  ±  4.343i 

10.159 

-0.19430  ±  3.798i 

.3.204 

-0.02898  ±  2.634i 

0.301 

-0.01298  ±  1.393i 

0.089 

0.080 

0.071 

0.064 

TABLE  1.6 

Enhanced  Algorithm  Mode  Shapes 


Mode  1 

Mode  2 

Mode  3 

Mode  i 

-0..5685 

0.5645 

-0.3223 

-0.3810 

-0.4193 

0.6001 

0.3711 

-0.3486 

-0.7101 

0.6395 

0.6312 

0.4641 
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Figure  4  Mode  Shape  3  (no  damping) 


Figure  5  Mode  Shape  4  (no  damping) 

In  the  second  example,  the  system’s  model  includes  proportional  damping  exceeding 
a  15%  damping  ratio.  The  results  were  calculated  in  the  same  fashion  as  the  previous 
example.  The  results  are  given  in  Tables  2.1  through  2.6.  Again,  by  examination  of  the 
singular  values  of  Table  2.3,  it  is  obvious  that  only  3  modes  were  identified  by  ERA  and 
the  remaining  nonzero  singular  values  represented  noise  in  the  measurements.  Also,  the 
same  pair  of  eigenvalues  and  its  corresponding  mode  shape  were  not  identified.  Therefore, 
due  to  the  combination  of  measurement  uncertainty  and  structural  damping,  the  ERA 
eilgorithm  only  identified  3  modes. 


TABLE  2.1 

Exact  Solution  Of  Example  2 


Singular  Values 

Eigenvalues 

13.298 

-0.1500  ±  4.250i 

7.023 

-0.1500  ±  3.615i 

2.374 

-0.1500  ±  2.624i 

0.197 

-0.1500  ±  1.374i 

0.000 

0.000 

0.000 

0.000 
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TABLE  2.2 

Exact  Mode  Shapes  (4  discrete  points) 


Mode  1 

Mode  2 

Mode  3 

Mode  4 

0.3717 

-0.6015 

0.6015 

-0.3717 

0.6015 

-0.3717 

-0.3717 

0.6015 

0.6015 

0.3717 

-0.3717 

-0.6015 

0.3717 

0.6015 

0.6015 

0.3717 

TABLE  2.3 

Stand  Alone  ERA  Results 

Singular  Values 

Eigenvalues 

13.132 

-0.4637  ±  4.0391i 

6.931 

-15.9319  +  O.OOOOOi 

2.332 

-76.8623  +  62.8318i 

0.326 

-0.17097  ±  2.6627i 

0.289 

-0.17551  ±  1.3721i 

0.262 

0.250 

0.239 

TABLE  2.4 

ERA  Identified  Mode  Shapes  (4  discrete  points) 


Mode  1 

Mode  2 

Mode  3 

Mode  4 

0.4048 

-0.5982 

0.5294 

-0.0482 

0.5613 

-0.3470 

0.5839 

0.4502 

0.5971 

0.4052 

0.5217 

-0.7690 

0.4067 

0.6154 

-0.1205 

0.6332 

Tables  2.5  and  2.6  show  the  results  of  the  Enhanced  Mode  Shape  Identification  Algo¬ 
rithm  for  the  second  example  including  damping.  Similar  to  the  first  example,  only  two 
cycles  of  the  algorithm’s  summarized  steps  were  necessary  for  convergence.  The  singular 
values  listed  in  Table  2.5  show  that  4  modes  were  identified  by  the  proposed  algorithm  as 
opposed  to  the  3  modes  identified  by  ERA.  The  mode  not  identified  by  the  stand  alone 
ERA  was  again  accurately  identified  by  the  combined  algorithm.  The  illustrations  of  the 
mode  shapes  identified  by  both  algorithms  are  given  in  Figures  6  through  9.  The  presence 
of  damping  in  the  structure  did  effect  the  mode  shape  identification,  however,  an  accurate 
recovery  of  all  four  mode  shapes  was  still  obtained. 
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TABLE  2.5 

Enhanced  Algorithm  Results 


TABLE  2.6 

Enhanced  Algorithm  Mode  Shapes 


Mode  1 

Mode  2 

Mode  3 

Mode  4 

0.3901 

-0.6165 

0.4645 

-0.3165 

0.5843 

-0.3767 

-0.2193 

0.6341 

0.5943 

0.3825 

-0.4486 

-0.5622 

0.3965 

0.5983 

0.7312 

.  0.4541 

Figure  6  Mode  Shape  #  1  (with  damping) 
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Figure  9  Mode  Sha 


Complex  Mode  Identification 


The  mode  shapes  identified  in  the  previous  two  examples  are  refered  to  as  real  or  nor¬ 
mal  modes.  Normal  modes  are  identified  in  hypothetical  systems  that  are  most  commonly 
characterized  by  mathematical  models  that  assume  either  no  damping  or  proportionally 
distributed  damping  of  the  form 

{C]  =  a[M]+l3[K] 

The  required  assumptions  for  normal  mode  systems  is  in  many  cases  very  accurate  and 
is  therefore  commonly  used.  For  example,  the  off-diagonal  damping  terms  of  the  [C] 
matrix  (often  producing  non-proportional  damping)  are  often  regaurded  as  very  small  and 
therefore  are  neglected.  In  addition,  the  physical  interpretation  of  normal  modes  is  easily 
attained.  However,  for  structures  involving  the  use  of  composite  materials  or  possessing 
concentrated  damping  sources  the  structure  can  only  be  accurately  modeled  using  complex 
modes. 

Identification  of  complex  modes  is  most  commonly  associated  with  structures  exhibit¬ 
ing  significant  “non-proportional”  damping  distributions.  In  a  more  general  sense,  complex 
modes  will  be  present  if  the  coefficient  matrices  of  a  discretized  lumped-mass  system  do 
not  commute  as  shown  below. 

(C|[Mr'|iri?^|K)[Ml-'lC) 

Recall  that  this  is  also  the  condition  for  a  system  that  cannot  be  diagonalized.  As  one 
would  expect,  complex  mode  shapes  are  difficult  to  construe  in  a  physical  sense.  The 
common  desciption  of  such  a  phenomenon  is  demonstrated  by  drifting  nodal  locations  in 
an  animated  mode  shape  display.  In  other  words,  the  phase  angles  associated  a  particular 
complex  mode  are  not  in  phase  with  each  other. 

The  ERA  technique  and  inturn  the  robust  mode  shape  identification  algorithm  intro¬ 
duced  in  this  paper  are  capable  of  identifying  complex  modes.  The  original  ERA  derivation 
was  conducted  in  a  normal  mode  basis.  Therefore,  the  real  modes  have  zero  degree  phase 
angles  as  compared  to  a  complex  mode  formulation  where  the  real  modes  possess  phase 
angles  of  ±45°  or  ±135°.  In  either  case,  a  real  mode  czm  easily  be  determined  if  the  phase 
angles  are  equal  or  180°  out  of  phase.  In  many  circumstances,  the  ability  to  identify  com¬ 
plex  modes  is  essential  to  the  development  of  mathematical  models  that  can  accurately 
describe  the  motions  of  particular  structures. 


To  demonstrate  the  ability  of  complex  mode  identification,  an  example  is  provided 
that  involves  this  type  of  computation.  As  previously  stated,  complex  modes  are  frequently 
produced  by  concentrated  damping  in  isolated  locations  of  a  structure.  To  simulate  this 
type  of  damping  while  continuing  to  utilize  the  previous  example’s  mass  and  stiffness 
matrices  the  following  damping  matrix  was  employed. 


/2.0  0  0  0\ 
(0  0  0  0 
I  0  0  0  0 
\  0  000/ 
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For  this  example,  the  same  procedure  was  utilized  as  the  previous  two  examples  with 
respect  to  the  singular  values  and  eigenvalues.  However,  the  complex  modes  can  not  be 
illustrated  as  in  the  normal  mode  case.  Instead,  the  complex  mode  shapes  are  tabulated 
with  respect  to  the  magnitude  and  phase  angles  of  each  complex  number  contained  in 
the  respective  mode  shapes.  Note;  if  the  four  complex  numbers  representing  each  mode 
shape  were  plotted  in  the  complex  plane  and  they  formed  a  straight  line,  then  the  mode 
shape  is  a  normal  mode.  Table  3.1  represents  the  true  eigenvalues  and  calculated  singular 
values  of  the  simulated  four  degree-of-freedom  structure.  One  can  plainly  see  the  four 
distinct  modes.  Table  3.2  contrasts  the  ERA  algorithm’s  results  with  those  of  the  robust 
mode  shape  identification  algorithm.  Examining  the  singular  values  of  each  algorithm  one 
would  determine  that  only  3  modes  were  identified  by  the  ERA  while  all  4  modes  were 
recognized  by  the  enhanced  algorithm.  These  results  are  in  agreement  with  the  previous 
two  examples. 

TABLE  3.1 

Exact  Solution  Of  Complex  Mode  Example 


TABLE  3.2 

ERA  and  Enhanced  I.D.  Algorithm  Comparison 


ERA  ALONE 

ENHANCED  ALGORITHM 

Singular  Values 

Eigenvalues 

Singular  Values 

Eigenvalues 

12.362 

-0.19156  ±  4.06241 

12.423 

-0.06031  ±  4.1672 

6.942 

-77.4706  +  62.831i 

6.925 

-0.30825  T  3.2153 

3. .360 

-11.0999  +  O.OOOOi 

3.410 

-0.65604  ±  2.6112 

0.324 

-0.29788  ±  2.6670i 

0.275 

-0.13634  ±  1.42C3 

0.298 

-0.15241  ±  1.4044i 

0.0834 

0.274 

0.0756 

0.266 

0.0641 

0.251 

0.0556 

The  last  four  tables,  Table  3.3  through  Table  3.6,  are  the  complex  mode  shapes  of  the 
exact  solution,  those  identified  by  ERA  alone,  and  the  enhanced  identification  algorithm. 
The  results  pre.sented  here  are  even  more  substantial  than  the  previous  two  cases.  Notice 
complex  modes  number  3  and  4,  niether  of  these  modes  were  identified  very  well  by  the 


ERA  algorithm  alone.  However,  all  four  complex  modes  were  identified  accurately  by 
the  robust  mode  shape  identification  algorithm.  These  results  are  observed  clearly  in  the 
following  tables. 


TABLE  3.3 


Complex  Mode  # 

1 

Truth 

ERA  Alone 

Robust  Algorithm 

0.374  ^  19.0° 

0.437  +  13.0° 

0.387  +  19.4° 

0.607  +  1.4° 

0.584  +  1.2° 

0.589  +  1.5° 

0.619  -  4.9° 

0.602  -  5.3° 

0.619  -  5.3° 

0.386  -  7.6° 

0.371  -  7.8° 

0.391  -  7.4° 

TABLE  3.4 

Complex  Mode  # 

2 

Truth 

ERA  Alone 

Robust  Algorithm 

0.826  +  13.1° 

0.622  +  5.1° 

0.864  +  8.7° 

0.585  -  42.9° 

0.450  -  24.2° 

0.497  -  45.0° 

0.414  -  150.2° 

0.377  -  152.3° 

0.423  -  148.6° 

0.544  +  169.3° 

0.633  +  178.8° 

0.431  +  171.4° 

TABLE  3.5 

Complex  Mode 

3 

Truth 

ERA  Alone 

Robust  Algorithm 

0.824  -  36.3° 

0.543  +  0.0° 

0.805  -  85.0° 

0.815  -  151.8° 

0.5V9  +  0.0° 

0.839  -  163.6° 

0..383  +  136.5° 

0.511  -  0.0° 

0.364  +  101.5° 

0.698  +  14.9° 

0.324  -  180.0° 

0.791  +  10.5° 

TABLE  3.6 

Complex  Mode 

4 

Truth 

ERA  Alone 

Robust  Algorithm 

0.268  -  52.0° 

0.114  +  171.1° 

0.183  -  79.1° 

0.584  +  173.9° 

0.328  +  177.2° 

0.523  +  169.7° 

0.696  +  4.6° 

0.713  +  0.70° 

0.705  +  4.1° 

0.465  -  171.3° 

0.609  -  179.0° 

0.515  -  174.2° 
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Summary  and  Conclusions 


The  successful  results  of  the  proposed  algorithm  convey  significant  improvements  when 
identifying  mode  shapes  in  structures  with  corrupted  output  measurements.  For  instance, 
when  the  example  structures  were  subjected  to  a  5-10%  noise  level,  one  mode  shape  was 
completely  unidentifiable  using  the  Eigensystem  Realization  Algorithm  alone  (with  and 
without  damping).  However,  when  the  enhanced  mode  shape  identification  algorithm  was 
tested  under  the  same  circumstances,  all  four  mode  shapes  could  be  identified  accurately 
(with  and  without  damping).  These  results  are  consistent  with  the  singular  values  calcu¬ 
lated  from  the  realized  state  matrix.  The  cutoff  point  (indicating  the  number  of  modes 
identified)  for  the  singular  values  of  Tables  1.3  and  2.3  (ERA)  was  clearly  3,  while  the 
cutoff  for  Tables  1.5  and  2.5  (enhanced  algorithm)  was  clearly  4. 

Examining  the  the  complex  mode  example,  we  found  significant  improvements  when 
identifying  the  third  and  forth  modes.  These  robust  results  can  inpart  be  contributed 
to  the  fact  that  no  assumptions  were  made  reguarding  the  model  error  in  the  estimation 
procedure.  This  infact  is  especially  suited  for  identifying  modes  that  are  not  excited  very 
much  in  the  testing  procedure.  The  advantages  of  such  a  technique  become  obvious  to  the 
modal  testing  community. 

•Also,  for  noise  levels  less  than  3%  of  the  signal  amplitude  both  algorithms  could  iden¬ 
tify  all  four  mode  shapes,  while  for  noise  levels  exceeding  15%  different  combinations  of 
identified  modes  were  observed.  However,  in  all  cases  the  Enhanced  Mode  Shape  Iden¬ 
tification  Algorithm  gave  improved  :  isults.  These  results  confirm  the  robust  nature  of 
the  enhanced  mode  shape  identification  algorithm  and  demonstrate  structural  realiza¬ 
tion/identification  of  mode  shapes  in  the  presence  of  high  measurement  noise. 
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Abstract 

A  numerical  method  is  presented  for  the  optimum  selection  of  the 
magnitude(s)  and  location(s)  of  from  1  to  N  viscous  dampers,  out  of  (N^  +  N)/2 
possible  absolute  and  relative  dampers,  for  a  freely  vibrating  discrete  N 
degree  of  freedom  systems  consisting  of  masses  and  springs.  The  optimization 
algorithm  combines  iterative  application  of  a  pattern  search  in  damper  space 
over  all  possible  damper  conHgurations,  along  with  numerical  integration  of 
the  coupled  equations  of  motion,  in  order  to  minimize  an  objective  function. 
The  objective  function  used  is  the  integral  of  time  multiplied  by  the  squared 
error  (ITSE),  where  the  squared  error  is  the  sum  of  the  squares  of  the 
displacements  and  velocities  of  the  masses.  The  method  does  not  require  the 
solution  of  the  eigenvalue  problem.  The  method  can  accommodate  constraints  on 
the  magnitudes  and  locations  of  dampers,  as  well  as  the  motion  of  the  masses, 
and  is  also  applicable  for  optimum  selection  of  damper  in  order  to  minimize 
the  total  response  of  driven  systems.  Results  are  presented  for  2  and  3 
degrees  of  freedom  systems. 
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1.  INTRODUCTION 


The  optimum  design  of  dynamic  vibration  absorber(s)  has  receiv^ 

considerable  attention  since  the  publication  of  the  analysis  of  the  dynamic 
vibration  absorber  by  Ormondroyd  and  Den  Hartog*  and  the  optimization  of 
dynamic  absorber  design  contained  in  Den  Hartog  s^  classic  text.  Recent 
efforts  include  analytical  and/or  numerical  techniques  for  the  optimum  design 
of  linear  and  nonlinear  dynamic  absorbcr(s)  for  the  passive  damping  of  the 
steady  state  response  of  harmonically  driven  discrete^’’  and  continuous^® 
mechanical  systems. 

The  optimal  design  of  dynamic  vibration  absorbers  for  minimizing  the 
transient  resjMDnse  of  freelv  vibrating  discrete  mechanical  systems  has 

received  considerably  less  attention.  Nagaev  and  Stepanov'®  obtained  an 
analytical  expression  for  optimum  damper  parameters  for  an  undamped  primary 
system,  and  Rowbottom"  developed  an  analytical  method  for  optimum  damping  of 
electrical  transmission  lines.  Ebrahimi'^  developed  a  numerical  algorithm  for 
optimizing  dynamic  absorber  design  for  a  damped  prima^  system  using  two 
different  time-domain  objective  functions,  i.e.,  the  logarithmic  decrement  of 

the  combined  system  and  the  real  part  of  the  roots  of  the  characteristic 

equation. 

In  this  pap)er  a  numerical  method  is  presented  for  the  optimum  selection 
of  the  magnitude(s)  and  location(s)  of  from  1  to  N  viscous  dampers,  out  of 
(N^-l-  N)/2  possible  absolute  and  relative  dampers,  in  order  to  minimize  the 
transient  response  of  a  discrete  N  degree  of  freedom  system  consisting  of 
masses  and  linear  springs.  The  method  involves  the  iterative  application  of  a 
pattern  search  in  damper  space  over  all  possible  configurations  of  dampers, 
along  with  direct  numerical  integration  of  the  coupled  ^uations  of  motion,  in 
order  to  minimize  an  objective  tunction.  The  method  is  equally  applicable  to 
minimizing  the  total  response  of  harmonically  driven  systems  and  can  handle 
constraints  on  damper  type  and  magnitude,  as  well  as  constraints  on  the  motion 
of  one  or  more  of  the  masses. 


2.  DESIGN  PROBLEM  FORMULATION 

A  three  degree  of  freedom  system  containing  the  maximum  number  of 
nonredundant  viscous  dampers,  i.e.,  three  absolute  and  three  relative  dampers, 
is  shown  in  Fig.  1.  A  double  subscript  notation  is  employed  for  the  dampers 
in  order  to  specify  their  location.  Equal  subscripts  (dn,  d22  and  d33) 
signify  absolute  dampers  between  masses  1  through  3  and  ground,  respwtivefy. 
Unequal  subscripts  signify  relative  dampers  between  the  masses  identified  by 
each  of  the  subscripts,  e.g.,  d23  is  a  relative  damper  between  mj  and  m3. 

Assuming  that  the  values  of  the  masses  and  the  stiffness  of  the  springs 
are  known,  the  problem  of  optimum  selection  of  dampers  for  such  a  system  will 
depend  on  the  design  constraints,  e.g.,  the  number  ND  of  absolute  and/or 
relative  dampers  permitted,  constraints  on  the  magnitude  of  one  or  more  of  the 
dampers,  constraints  on  the  absolute  or  relative  motion  of  the  masses,  etc. 
For  example,  the  design  problem  can  vary  from  determining  the  magnitudes  of 
the  three  absolute  dampers  which  will  produce  maximum  damping,  to  determining 
the  location(s)  and  magnitude(s)  of  one  or  two  dampers  which  will  minimize  the 
motion  of  the  masses.  In  order  to  keep  the  problem  general  in  nature,  the 
approach  used  in  this  paper  is  to  iterate  over  all  possible  configurations  of 
dampers  for  the  number  of  dampers  ND  over  the  range:  1  ^  ND  s  N. 
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Figure  1 .  Three  degree  of  freedom  system  with  maximum  number  of 
nonredundant  dampers. 


The  complete  set  of  nonredundant  dampers  for  the  three  degree  of  freedom 
system  of  Fig.  1  cr.n  be  written  as  a  3x3  array  with  zero  elements  below  the 
diagonal; 


Generalizing  to  an  N  degree  of  freedom  system,  the  complete  set  of 
nonredundant  dampers  is  given  by  a  N  x  N  array  containing  (N^  +  N)/2  non¬ 
zero  elements  or  nonredundant  dampers.  Alternately,  the  system  damping  can  be 
described  by  an  (N^  +  N)/2  element  vector,  which  for  the  system  of  Fig.  1  is 
given  by: 


For  ND  =  3,  there  are  twenty  possible  configurations  of  the  three  non-zero 
dampers.  The  number  of  combinations  C“  of  r  items  from  m  items,  where  the 
order  of  selection  is  not  important,  is  given  by*^: 

C”  =  m!/[(m  -  r)!  r!].  (2) 

For  ND  =  2  or  ND  =  1,  there  are  fifteen  or  six  possible  coL’binations  of 
dampers,  respectively,  for  the  3  degree  of  freedom  system. 

The  equations  of  motion  for  the  system  in  Fig.  1.  be  written  in 
matrix  notation  as; 
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where 


M  x(t)  +  C  x(t)  +  K  x(t)  =  0 


(3) 
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+ 

+ 

X 

3 

The  Xi’s  are  the  displacements  of  the  three  masses  relative  to  their 
equilibrium  positions. 

The  coupled  equations  of  motion  of  eqn.  (3)  are  given  by: 


m  X 
1  1 


+  (d  + 


11 
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(4) 
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=  0 


“3*3  -  ^13*1 


d,  X  + 

23  2 


(d,  +  d„+  d  )x  -  k  X  + 

13  23  33  3  3  2 


(k^+  k^)x^  =  0. 


Given  the  initial  conditions,  i.e.,  x,(0),  XjCO),  XjCO),  Xj(0),  XjCO)  and 
X3(0),  and  the  values  of  the  masses,  springs  and  dampers;  the  coupled 
equations  of  motion,  eqn.  (4),  can  be  numerically  integrated  to  yield  the 
displacements,  velocities  and  accelerations  of  the  masses  as  a  function  of 
time  without  solving  the  eigenvalue  problem.  Application  to  higher  order 
systems  is  straight  forward.  However,  the  values  of  the  dampers  are  not  know. 
The  optimization  process  described  in  the  next  section  is  used  to  determine 
the  optimum  damping  space  vector  d,  i.e.,  the  magnitudes  and  locations  of  the 
ND  dampers,  which  will  minimize  the  transient  motion  of  the  system. 


3.  OPTIMIZATION 

The  damping  optimization  problem  may  be  viewed  as  a  determination  of  the 
damping  vector  o  which  gives  the  coordinates  of  the  extremum  of  an  objective 
function  in  damper  space.  The  objective  function  used  to  quantify  the  motion 
of  the  system  is  the  integral  of  time  multiplied  by  the  squared  error 
(ITSE)*^  i.e., 
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(5) 


N 

OF  =  J  t  e’(t)  dt  =  ^  Jt. 

The  coordinates  in  damper  space  of  the  minimum  of  the  ITSE  objective  function 
give  the  optimum  damper  values  for  the  given  combination  of  dampers,  i.e.,  for 
the  non-zero  elements  of  the  damping  vector  d. 

An  advantage  of  using  ITSE  as  the  objective  function  is  that  it  does  not 
require  that  the  eigenfrequencies  of  the  system  be  determined.  Also, 
constraints  can  be  placed  on  the  objective  function  so  as  to  weight  the  motion 
of  the  individual  masses,  or  limits  can  be  imp>osed  on  the  maximum 
displacement,  velocity  or  acceleration  of  one  or  more  of  the  masses. 

The  method  used  to  determine  the  minimum  of  the  objective  function  in 
damper  space  is  the  Hooke-Jeeves**  pattern  search.  A  step  increment  size 
a  step  r^uction  factor  a  and  a  termination  parameter  B  are  defined.  An 
initial  guess  is  made  for  the  non-zero  elements  of  d,  the  C  matrix  of  eqn.  (3) 
is  formed  and  the  equations  of  motion  are  integrated  to  determine  the  value  of 
OF.  Next,  an  exploratory  search  is  conducted  by  incrementing  each  non-zero 
component  of  d  by  ±  and  a  new  OF  is  calculated.  If  the  exploratory  search 
is  successful,  i.e,  the  new  value  of  OF  is  less  than  the  previous  value,  then 
the  following  pattern  move  is  made: 

^  ^(1.)  +  (J(k)  .  jO.-.))  (g) 

The  procedure  is  continued  until  there  is  no  further  reduction  in  OF  and  then 
the  step  increment  size  is  reduced  by  dividing  it  by  a.  The  process  continues 
until  the  reduction  in  OF  is  less  than  the  termination  parameter  e.  TTie  value 
of  d  at  the  conclusion  of  the  search  defines  the  location  of  the  minimum  of  OF 
in  damper  space.  Numerical  examples  are  present  in  the  following  section. 


4.  NUMERICAL  EXAMPLES 

Numerical  examples  are  presented  for  both  two  and  three  degree  of  freedom 
systems.  In  order  to  keep  the  design  problem  general  in  nature,  the  results 
of  application  of  the  optimization  algorithm  to  all  possible  combinations  of 
dam^r  for  1  ^  ND  <  N  are  presented.  This  iterative  approach  allows 
comparison  of  the  effectiveness  of  optimum  damping  for  all  possible  damping 
configurations. 

For  the  two  degree  of  freedom  system  shown  in  Fig.  2,  the  following 
values  are  assigned  for  the  masses,  springs  and  initial  conditions;  m.=  4., 
m2=  1.,  ki=  3.,  k2=  1.,  x,0)  =  2.,  XjO)  =  -  2.  and  x,0)  =  X2O)  =  0-  The 
undamped  time  history  of  the  displacements  of  the  masses  is  shown  in  Fig.  3. 

The  results  of  application  of  the  optimization  algorithm  to  all 
configurations  of  dampers  for  both  ND  =  2  and  ND  =  1  are  presented  in  Table  1 . 
For  purposes  of  comparison,  the  value  of  the  objective  function  for  each 
confl^ration  is  normalized  with  respect  to  the  minimum  value  of  the  objective 
function  for  ND  =  N.  Review  of  Table  1  shows  that  optimum  damping,  i.e.,  OF 
=  1.  and  DN  =  2,  requires  two  absolute  dampers  whose  values  are  d,j  =  6.33 
and  =  2.46.  Application  of  the  optimization  algorithm  to  the  over  design 
case  of  ND  =  3  yields  optimum  damper  values  of  di,  =  6.26,  d,2  =  0.05  and 
d22  =  2.37  and  an  OF  which  is  identical  to  that  of  the  optimum  ND  =  2 
configuration  previously  discussed.  For  the  configuration  of  an  absolute 
damper  on  m,  and  a  relative  damper  between  mj  and  n^,  optimum  damping  occurs 
for  damper  values  of  dii=  4.40  and  di2=  1.37.  This  damping  configuration 
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yields  an  OF  =  1.07;  whereas  changing  the  location  of  the  absolute  damper  from 
m,  to  m,  yields  an  OF  =  17.08  for  optimum  damper  values  of  d,2  =  1.67  and 
d„  =  2.56.  The  time  histories  of  the  displacements  of  the  masses  for  all 
three  ND  =  2  cases  are  shown  in  Fig.  4. 


Figure  2.  Two  degree  of  freedom  system  with  maximum  number  of 
nonredundant  dampers. 


Figure  3.  Time  history  of  undamped  displacements  of  masses  m,  for 
two  degree  of  freedom  system:  mj  =  4.,  mj  =  l.,ki  =  3.  and  kj  =  1. 


A  contour  plot  of  the  objective  function  in  damper  space,  i.e.,  OF  versus 
dll  optimum  case  is  shown  in  Fig.5.  The  minimum  value  of  OF 

is  7.94  with  coordinates  <^|  =  6.33  and  d^  =  2.46.  This  minimum  value  of  OF 
is  used  to  normalize  all  OF  values  in  Taole  1. 

The  effects  on  the  time  histories  of  the  displacements  of  the  masses  by 
alternately  changing  du  and  d22  by  ±  2.0  from  the  optimum  damping  values  are 
shown  in  Figs.  6  and  7,  respectively.  Increasing  and  decreasing  du  by  2.0 
results  in  OF  values  of  1.24  and  1.34,  respectively;  whereas  increasing  and 
decreasing  d22  by  2.0  results  in  OF  values  of  2.41  and  8. S3,  respectively. 
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TABLE  1 


Results  of  optimization  for  two  degree  of  freedom  system  with  two 
or  one  dampers;  system  parameters:  mj  =  4. ,  m2  =  L.  kj  =  3. , 
and  k2  =  1. 


NUMBER 

OF 

DAMPERS 

DAMPER  MAGNITUDES 

NORMALIZED 

OBJECTIVE 

FUNCTION 

d 

1 1 

d 

12 

d 

22 

2 

4.40 

1.37 

1.07 

2 

6.33 

- 

2.46 

1.00 

2 

- 

1.67 

2.36 

17.08 

1 

2.78 

. 

51.19 

1 

. 

0.44 

- 

91.40 

1 

- 

- 

0.88 

35.65 

*  ObJe..C, 

Lvt.  fui.-l 

Ion  divided  by  minimum  value 

of  objective  function  with  number 

of  dampers 

equal  ' 

to  the  number  of  degrees  of 

freedom 

Using  a  single  damper  in  the  two  degree  of  freedom  system  under  consider¬ 
ation,  optimum  damping  occurs  with  an  absolute  damper  on  m,,  i.e.,  d22  =  0.88, 
with  an  OF  =  35.65.  If  the  location  of  the  absolute  damper  is  changed  from 
m2  to  m],  the  magnitude  of  the  damper  required  for  optimum  damping  is  slightly 
more  than  tripled  with  an  OF  =  51.19.  The  least  effective  ND  =  1  damping 
configuration  occurs  with  a  relative  damper  between  m.  and  mj  of  magnitude 
=  0.44  with  an  OF  =  91.40.  The  time  histories  of  the  displacements  of  the 
masses  for  these  three  ND  =  1  cases  are  shown  in  Fig.  8. 

For  the  three  degree  of  freedom  system  shown  in  Fig.  1,  the  following 
values  are  assigned  for  the  masses,  springs  and  initial  conditions:  mj  =  2., 
m2  =  1.,  mj  =  1.,  k,  =  3.,  kj,  =  2.,  ^3  =  1.,  k4  =  0.,  Xi(0)  =  1.,  X2(0) 
=  0.,  XjfO)  =  -  2.  and  Xi(0)  =  X2(0)  =  XjCO)  =  0.  The  undamped  time  history 
of  the  displacements  of  the  masses  is  shown  in  Fig.  9. 

The  results  of  application  of  the  optimization  algorithm  to  the  twenty 
possible  configurations  of  dampers  for  ND  =  3  are  presented  in  Table  2.  For 
ND  =  3,  optimum  damping  is  achieved  by  an  absolute  damper  on  mi  and  a  pair  of 
relative  dampers  between  mj  and  m2,  and  m2  and  m3,  resp^tively.  The  optimum 
values  of  the  dampers  are:  dn  =  2.83,  d,2  =  1.26  and  d23  =  1.76.  The 
conflguration  of  an  absolute  damper  on  each  mass  yields  optimum  damper  values 
of:  dll  =  4.44,  d22  =  5.37  and  d33  =  1.60  and  an  OF  =  1.06.  Review  of  Table  2 
indicates  that  there  are  nine  other  configurations  of  optimum  dampers  that 
will  result  in  OF  values  which  are  less  than  2.0.  However,  three  of  these 
configurations  require  unrealistically  large  absolute  dampers  on  m2.  The 
least  effective  ND  =  3  damper  configuration  is  for  three  relative  dampers, 
i.e.,  di2  =  0.88,  di3  =  0.0  and  d23=  1.29,  with  an  OF  value  of  21.28. 
Unfortunately,  this  conHguration  of  all  relative  dampers  is  the  configuration 
available  in  many  space  applications.  Note  that  the  optimum  value  for  di3  is 
zero.  Time  histories  of  the  displacements  for  the  most  and  least  effective 
configurations  for  ND  ==  3  arc  shown  in  Fi^.  10. 

The  results  of  application  of  the  optimization  algorithm  to  the  flfteen 
conHgurations  of  dampers  for  ND  =  2  and  the  six  confip;urations  for  ND  =  1  are 
presented  in  Table  3.  Review  of  the  ND  =  2  data  in  Table  3  indicates  five 
damper  configurations  which  will  result  in  normalized  OF  values  which  are  less 
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than  5.0.  The  best  ND  =  2  case  consists  of  an  absolute  damper  on  m,  and  a 
relative  damper  between  mj  and  m,.  The  optimum  damper  values  are  dij  =  1.61 
and  djs  =  1.34  with  OF  =  2.59.  The  least  effective  ND  =  2  configuration 
consists  of  an  absolute  damper  on  mj  and  a  relative  damp)er  between  m^  and  mj, 
i.c.,  djj  =  1.06  and  d,2  =  0.34,  with  an  OF  =  49.65.  Time  histones  of  the 
displacement  of  the  masses  for  the  most  and  least  effective  ND  =  2  damper 
configurations  are  shown  in  Fig.  11. 


Figure  4.  Time  histories  of  the  displacements  of  masses  for 
system  of  Table  1  with  optimum  damping  configurations:  (a)  dn  =  6.33 
and  d22  =2.46,  (b)  dj,  =  4.40  and  di2  =  1.37,  and  (c)  di2  =  1.67  and 
^22  “  2.56. 
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If  a  single  damper,  ND  =  1,  is  used  for  the  three  degree  of  freedom 
system  under  consideration,  optimum  damping  occurs  with  an  absolute  damper  on 
mj  of  magnitude  2.29.  This  damping  configuration  results  in  an  OF  =  24.56. 
If  only  relative  dampers  are  available,  optimum  damping  occurs  with  a  damper 
between  mj  and  m3  of  magnitude  0.72  with  an  OF  which  is  15%  higher  than  the 
previous  case.  The  least  effective  single  damper  configuration  is  a  relative 
damper  between  mj  and  mj  of  magnitude  1.98  with  an  OF  which  is  over  forty 
times  greater  than  the  most  effective  ND  =  1  configuration.  The  time 
histories  of  the  displacement  of  the  masses  for  the  most  and  least  effective 
ND  =  1  configurations  are  shown  in  Fig.  12. 


I - - - 1 - - - - ■  1  .  I  .  I 

8.59  1.59  2.58  3.59  4.59  5.58 


Figure  5.  Contour  plot  of  objective  function  (ITSE)  in  damper  space 
for  system  of  Table  1.  Minimum  value  of  OF  =  7.94  at  coordinates 
dji  »=  6.33  and  djj  =  2.46.  Contour  values;  1  =  10,  2  =  15,  3  =  20, 

4  =  30  and  5  =  50. 


5.  CONCLUSIONS 

A  numerical  method  is  presented  for  the  optimum  selection  of  dampers  for 
minimizing  the  transient  response  of  discrete  N  degree  of  freedom  systems. 
Application  of  the  algorithm  in  an  iterative  mode  to  all  damper  configurations 
for  N  dampers  yields  the  magnitudes  and  locations  of  the  N  dampers,  out  of  (N, 
+  N)/2  possible  dampers,  which  will  minimize  the  motion  of  the  system;  as  well 
as  the  minimum  value  of  the  objective  function.  Further  application  of  the 
algorithm  in  an  iterative  mode  to  all  damper  configurations  for  ND  dampiers, 
over  the  range  1  ^  ND  ^  (N-1),  yields  the  magnitudes  and  locations  of  optimum 
dampers  for  all  possible  damping  configurations  of  the  system.  The 
effectiveness  of  each  possible  damping  configuration  of  the  system  in 
minimizine  motion  can  be  compared  and  ranked  by  comparison  of  the  respective 
objective  functions  which  are  normalized  by  the  minimum  objective  function  for 
the  ND  =  N  configurations. 
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Figure  6.  Effects  of  (a)  increasing  and  (b)  decreasing  the  value 
of  di,  by  2.0  on  system  performance  shown  in  Figure  4. (a). 


Numerical  examples  are  presented  for  both  two  and  three  degree  of  freedom 
systems.  In  the  following  discussion,  the  objective  functions  are  normalized 
by  the  minimum  value  of  the  objective  function  for  the  ND  =  N  configurations, 
and  the  magnitude  of  the  optimum  damper  values  for  each  configuration  are  not 
stated.  In  the  two  degree  of  freedom  example,  application  of  the  algorithm 
yields  the  expected  results  that  optimum  damping  occurs  with  absolute  dampers 
on  each  mass.  However,  the  configuration  of  an  absolute  damper  on  mj  and  a 
relative  damper  between  mj  and  m2  results  in  a  objective  function  of  1.07, 
whereas  changing  the  location  of  the  absolute  damper  to  mj  results  in  an 
objective  function  17.08.  If  only  a  single  damper  is  used,  the  most  effective 
system  damping  conflguration  is  an  absolute  damper  on  m2  with  an  objective 
function  of  35.65.  An  absolute  damper  on  m^  results  in  an  objective  function 
of  51.19  and  the  least  effective  configuration  is  a  relative  dampier  between  mj 
and  m2  with  an  objective  function  of  91.40.  Application  to  the  algorithm  to 
the  over  design  case  where  three  dampers  are  used  also  results  in  an  objective 
function  of  1.00. 

In  the  three  degree  of  freedom  example,  the  most  effective  damping 
configuration  is  an  absolute  damper  on  im  and  two  relative  dampers  between  m, 
and  m2  and  between  m2  and  m^.  The  configuration  of  an  absolute  damper  on  each 
mass  has  an  objective  function  of  1.06.  Nine  other  confirarations  of  three 
dampers  have  objective  functions  which  are  less  than  2.00,  but  three  of  these 
require  unrealistically  large  dampers  on  m2.  The  least  effective  three  damper 
configuration  is  three  relative  dampers  with  an  objective  function  of 
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Figure  7.  Effects  of  (a)  increasing  and  (b)  decreasing  the  value 
of  622  by  2.0  on  system  performance  shown  in  Figure  4. (a). 


21.28,  however  the  optimum  value  of  the  relative  damper  between  mj  and  m3  is 
zero.  If  two  dampers  are  used,  the  most  effective  configuration  is  an 
absolute  damper  on  mi  and  a  relative  damper  between  mj  and  m3  with  an 
objective  function  of  2.59.  The  least  effective  two  damper  configuration  is 
an  absolute  damper  on  m3  and  a  relative  damper  between  mj  and  aij  with  an 
objective  function  of  49.65.  Lastly,  if  only  a  single  damper  is  used,  the 
most  effective  configuration  is  an  absolute  damper  on  mj  and  the  least 
effective  is  relative  damper  between  mj  and  m2  with  objective  functions  of 
24.56  and  1044.51,  respectively. 

The  major  advantages  of  the  method  are  that  both  the  magnitudes  and 
locations  of  optimum  dampers  for  all  possible  damping  configurations  of  the 
system  are  determined,  the  evaluation  and  ranking  of  alternative  damping 
configurations  such  as  type  of  dampers  (absolute  and/or  relative)  and  number 
or  location  of  dampers  is  easily  accomplished  through  comparison  of  the 
respective  objective  functions,  and  the  solution  of  the  eigenvalue  problem  is 
not  required.  The  method  is  also  ajmlicable  for  system  constraints  such  as 
limits  on  the  motion  of  one  or  more  of  the  masses.  Also,  the  method  can  be 
applied  to  optimum  damper  selection  for  driven  systems  or  systems  involving 
nonlinear  springs.  The  method  is  general  in  nature  in  that  other  objective 
functions  which  depend  on  the  motion  of  the  masses  can  be  used  and  other 
optimization  algorithms  can  be  used  to  determine  the  extremum  of  the  objective 
function  in  damper  space. 
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Figure  8.  Time  histories  of  the  displacements  Xj  of  masses  m  for 
system  of  Table  1  with  optimum  damping  configurations:  fa)  d,,  = 
0.88  (b)  d„  =  2.78  and  (c)  d,j  =  0.44  ^  ^  ^  “ 
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Figure  9.  Time  history  of  undamped  displacements  Xj  of  masses  for 
three  degree  of  freedom  system:  m,  =  2.,  m2  —  1-,  m3  =  l.,k,  =  3., 
kj  =  2.  and  kj  =  1. 


TABLE  2 

Results  of  optimization  for  three  degree  of  freedom  system  with 
three  dampers;  system  parameters;  m,  =  2.,  mj  =  1.,  m3  =  1., 
k,  =  3.,  k2  =  2.  and  k3  =  1. 


NUHBER 

OF 

DAMPERS 

DAMPER  MAGNITUDES 

NORMALIZED 

OB-'ECTIVE 

FUNCTION 

d 

1 1 

d 

1  2 

d 

d 

22 

d 

2  3 

3 

4.16 

2.11 

0.58 

. 

1.21 

3 

3.31 

3,16 

- 

0.00 

- 

- 

4.99 

3 

2.83 

1.26 

- 

- 

1.76 

- 

1.00 

3 

5.13 

1,28 

- 

- 

. 

1.33 

1.11 

3 

3.30 

0.87 

2.06 

- 

- 

1,36 

3 

3.07 

0.53 

- 

0.83 

- 

1.31 

3 

5.48 

0.21 

- 

- 

1.35 

2.89 

3 

3.03 

- 

3.14 

2.37 

- 

1.28 

3 

4.44 

- 

5.37 

- 

1.60 

1.06 

3 

4.26 

- 

• 

0.76 

1  07 

1.38 

3 

- 

5.75 

0.77  4000.91 

- 

- 

1.32 

3 

- 

0.88 

0.00 

. 

1.29 

- 

21.28 

3 

- 

0.56 

0.47 

- 

- 

0.48 

16.34 

3 

- 

5.16 

- 

3284.19 

1.41 

- 

1.05 

3 

- 

5.16 

- 

3505.00 

- 

1.41 

1.05 

3 

- 

0.64 

- 

. 

1.72 

0.89 

9.75 

3 

- 

0  66 

2.11 

0.00 

- 

4,82 

3 

- 

0.66 

2.11 

- 

0.00 

4.82 

3 

- 

0.42 

- 

1.53 

1.08 

12.22 

3 

- 

- 

0,83 

0.39 

1.01 

11.37 

*  Objective  function  divided  by  minimum  objective  function  with 
number  of  dampers  equal  to  the  number  of  degrees  of  freedom 
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Figure  10.  Time  histories  of  the  displacements  of  masses  m^  for 
the  system  of  Table  2  for  (a)  most  effective  damping  configuration: 
dn  =  2.83,  d,2  =  1.26  and  =  1.76;  and  (b)  for  least  effective 
damping  configuration:  di2  =  U.88,  d,3  =  0.00  and  d23  =  1.29. 
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TABLE  3 

Results  of  optimization  for  three  degree  of  freedom  system  with  one 
or  two  darners;  system  parameters:  mj  =  2.,  mj  =  1.,  m3  =  1., 
ki  =  3.,  kj  =  2.  and  kj  =  1. 


NUKBER 

OF  - - 

DAMPER 

MAGNITUDES 

NORMALIZED* 

DAMPERS  d 

1 1 

d 

12 

d 

d 

22 

d 

23 

— OEJECTIVE 
d^^  FUNCTION 

2  3.31 

3.16 

4.99 

2  6.01 

• 

1.28 

3.60 

2  1.31 

1.51 

12.87 

2  1.61 

- 

- 

1.34 

2.59 

2  5.53 

- 

• 

1.62  2.91 

2 

0.69 

0.54 

24.66 

2 

2.41 

- 

3.14 

11.45 

2 

0.88 

- 

1.29 

21.28 

2 

0.34 

- 

1.06  49.65 

2 

0.66 

2.11 

4.82 

2 

0.28 

0.66 

24.19 

2 

-  ' 

1.74 

- 

2.62  39.06 

2 

0.66 

0.55 

14.20 

2 

1.37 

- 

1.55  12.39 

2 

0.62 

0.54  15.82 

1  2.01 

. 

55.87 

1 

1.98 

- 

1044.51 

1 

1.02 

- 

307.43 

1 

- 

2.29 

- 

24.56 

1 

- 

- 

0.72 

28.29 

1 

• 

- 

- 

1.29  212.58 

^  Objective  function  divided  by  nlniisuiir  objective  function  with 
nuttber  of  deopers  equal  to  the  number  of  degrees  of  freedom 
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Figure  11.  Time  histories  of  the  displacements  Xj  of  masses  m^  for 
the  system  of  Table  3  with  ND  =  2  tor  (a)  most  effective  damping 
configuration:  d,i  =  1.61,  dj^  =  134;  and  (b)  for  least  effective 
damping  contiguration:  di2  =  0.34  and  <133  =  1.06. 
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Figure  12.  Time  histories  of  the  displacements  Xj  of  masses  m^  for 
the  system  of  Table  3  with  ND  =  1  for  (a)  most  effective  damping 
configuration:  -  2.29  and  (b)  for  least  effective  damping  con¬ 

figuration:  di2  =  1.98. 
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ABSTRACT 

The  present  paper  deals  with  the  control  of  free  vibrations  in  structures 
by  maximizing  the  energy  dissipation  rate,  or  minimizing  the  settling  time  of 
transient  free  vibrations.  The  energy  dissipation  rate  is  a  generalization  of 
the  Rayleigh  dissipation  function  for  viscous  damping.  Both  proportional  and 
nonproportional  damping  are  included  and  the  eigenvalues  and  eigenvectors  are 
complex  in  general.  The  dissipation  rate  D  is  a  real,  positive  number  and  the 
integral  of  2D  with  respect  to  time  represents  the  total  dissipated  energy  for 
the  specified  time  interval,  which  is  of  primary  interest  in  designing  damping 
treatments. 

It  is  shown  that,  for  free  vibrations,  the  value  of  D  at  time  t=0  is  suf¬ 
ficient  information  to  optimize  the  dissipation  rate,  so  that  integration  over 
a  time  period  is  not  necessary.  The  dissipation  rate  for  each  mode,  or  a  set 
of  appropriately  weighted  modes,  becomes  the  objective  function.  The  optimum 
location  for  a  limited  amount  of  damping  is  determined. 

Particular  examples  of  the  optimization  of  damping  are  given  for  a  truss 
having  ten  bars.  It  is  assumed  that  viscous  damping  is  to  be  added  to  only  the 
truss  members  where  it  will  be  most  useful  and  an  appropriate  constraint  equa¬ 
tion  is  written.  To  carry  out  the  optimization,  the  sensitivities  may  be  de¬ 
termined  for  the  eigenvalues  and  the  eigenvectors  by  taking  their  derivatives 
with  respect  to  the  dashpot  constants  in  the  matrix  C.  The  sensitivity  of  D 
may  be  determined  by  finite  differences  or  more  precisely  using  the  eigenvalue 
and  eigenvector  derivatives.  Optimization  of  the  dissipation  rate  D  is  com¬ 
pared  with  optimization  of  the  modal  damping  ratios.  Results  are  related  to 
settling  time.  Thus  the  problem  is  formulated  so  it  can  be  solved  by  an  opti¬ 
mization  procedure,  such  as  the  Method  of  Feasible  Directions. 

A  phenomenon  of  particular  interest  is  demonstrated:  namely,  that  as  the 
damping  is  increased  in  certain  areas  of  a  structure,  the  modal  damping  of  an 
individual  mode  may  decrease  dramatically  while  it  increases  in  other  modes. 
There  is  an  associated  change  in  mode  shape,  which  would  not  be  predicted  if 
proportional  damping  had  been  assumed. 
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Background  and  Related  Literature 


Optimal  control  of  vibrations  in  structures  by  active  or  passive  means  is 
an  important  practical  problem,  as  evidenced  by  titles  of  conferences^'^  and 
published  books  .  Passive  damping  may  be  developed  by  the  use  of  dashpots, 
piezoelectric  elements,  electromagnetic  devices,  or  viscoelastic  layers,  to 
only  a  few  methods.  The  present  paper  deals  with  the  optimum  choice  of  size 
and  location  of  velocity-  or  rate-dependent  linear  elements.  The  analysis  has 
a  wide  range  of  applications  and  applies  to  viscoelastic  damping  and  to  active 
control  where  the  rate-dependent  gains  are  constant. 

Much  information  is  available  on  the  behavior  of  viscoelastic  mrterials 

9 

as  a  function  of  temperature  and  frequency  ,  but  the  representation  of  this 
behavior  in  dynamic  analyses  of  structures  is  a  challenging  problem  because  of 
the  variation  of  the  dynamic  properties  with  frequency  and  temperature.  Bagley 
and  Torvik^^  developed  a  fractional  calculus  approach  to  the  representation  of 
viscoelastic  damping  and  have  adapted  it  to  finite  element  techniques.  A  meth- 
requiring  calculation  of  complex  stiffness  matrix  at  each  resonant  frequency 
was  outlined  by  Segalman^^  in  terms  of  measurable  viscoelastic  properties.  The 
use  of  fictitious,  over-damped,  mini-oscillators  to  represent  frequency  vari¬ 
ation  of  the  complex  modulus  is  a  part  of  the  method  outlined  by  HcTavish  and 
Hughes  .  Closed-loop,  constant  gain,  rate-dependent  active  control  makes  use 
of  dashpots  with  negative  parameters. 

To  optimize  parameters,  one  needs  the  derivatives  or  sensitivities  of  the 

13 

response  variables  in  terms  of  the  design  parameters.  Venkayya  presented  a 
unified  approach  to  optimization  suitable  for  application  to  problems  in  many 
disciplines.  In  addition,  computer  programs  are  available,  such  as  CONMIN,  by 
Vanderplaats^^,  which  will  determine  optimum  values  of  design  parameters  using 
sensitivity  and  response  variable  values  provided  by  the  program  user.  Deter¬ 
mination  of  derivatives  of  eigenvalues  and  eigenvectors  is  the  subject  of  pap¬ 
ers  by  Rogers^^,  Nelson^®,  and  others^^”^®.  With  the  assumption  of  proportion- 
al  damping,  Gibson  and  Johnson  optimize  the  size  and  location  of  viscoelas¬ 
tic  damping  on  plates  by  optimizing  modal  loss  factor,  taken  to  be  the  ratio 
of  the  modal  strain  energy  in  the  viscoelastic  layer  to  the  total  modal  strain 
energy. 
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ANALYTICAL  BASIS 


The  problem  is  formulated  in  the  state  vector  form: 


tl  0  [  £  1 

0  -K  J  I  i  i 


C  K 


n  2  K*2“E(t) 


The  resulting  eigenvalue  problem  is 

[-XI  +  A]  X  =  0 


where 


.  -1  * 
A  =  -[M  ]  K  . 


The  matrices  tl,  K  and  C  are  assumed  to  be  symmetric. 

The  following  modal  notation  is  used. 

=  the  modal  displacement  vector,  Nxl 

*  1  I  “  State  space  modal  vector,  2Nxl 

■* 

X  =  displacement  vector,  nxl 

1  eT  • 

T  =  j  X  tl  X  =  kinetic  energy 
1  T 

U  *  j  x^K  X  *  potential  energy 

D  =  j  x*C  X  =  half  the  rate  of  energy  dissipation 

H  =  T  +  U  =  the  Hamiltonian 

Now  the  energies  may  be  related  to  the  differential  equations  of 
motion  for  free  vibrations, 

M  X  +  C  X  +  K  X  =  F.  (5) 

•  T 

Pre-multiplying  by  x  ,  the  energies  may  be  identified. 

X  +  x'^C  X  +  x^K  X  -x'^F  =  0  (6) 

|f[i  s''ti  s  t  I  xTr  S  ]♦  x'^c  i  -ih  -0  (7) 

Thus  the  rate  of  change  of  the  Hamiltonian  is  equal  to  the  rate  at  which 

external  work  is  done  on  the  system  minus  the  rate  of  energy  dissipation,  or 

t  +  0  »  x'^F  -  2D  (8) 

For  conservative  systems,  the  rate  of  change  of  the  Hamiltonian  is  zero. 
If  Eq.  (8)  is  integrated  with  respect  to  time,  energies  at  time  t  are  related 


H(t)  -  H(0)  a  {x'^F  -2D)dt 
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Now  for  general  viscous  damping,  where  5  is  2Nx2N  and  g  is  2Nxl,  the 
state  vector  may  be  expanded  in  terms  of  the  modal  eigenvectors  as 

=  4  a  (10) 

-  1  f 

^2^2  *  *  ^1 
<Pl  lpj_  (P2  ^2  %  '  ^2 

•  ^n 


The  free  vibration  modal  amplitudes  q^it)  are,  as  a  function  of  time  t, 


q^{t)  =  e"  ^i^ 

(12) 

If  the  mode 

is  underdamped,  then  the  eigenvalues  are  of  the  form 

\  =  -fi“i  *  i  -  -fi“i  -i-Di 

(13) 

and 

\n=  =  -Ci"!  -  i  =  -fi“i  -3"Di 

(14) 

For  real  initial  values,  the  response  will  be  real,  the  q^(t)  occur  in  complex 
conjugate  pairs,  and  qi+jL(t)  will  be 


qi+l(t)=  q^it)  =  e"'\^.  (15) 

The  kinetic  energy  is 

T  =  j  x'^n  X  =  2  qVw  $  g  (16) 

and  the  derivative  of  T  with  respect  to  time  is 

or  t  =  ♦  g  .  (17) 

The  derivative  of  the  potential  energy  with  respect  to  time  is 

0  =  gVlC  ♦  g  (18) 

and  the  dissipation  function  D  is 

2D  =  g"^*  C  ♦  g  (19) 

It  is  helpful  to  see  the  details  for  a  two-degree-of-freedom  system. 

ajlii  £1*^2  ^1*^2  ^1 

£1%  iiCte2  ,  ^1  ,  (20) 

4%  £2%  £2^2  5^2'^2  **2 

ajcfii  ^C^2  ^2^2  h  , 


It  can  be  seen  that  the  complex  numbers  in  the  core  matrix  matrix  occur 
in  complex  conjugate  pairs,  since  the  numbers  in  C  are  real. 

The  orthogonality  relationships  are,  in  terms  of  the  2Nxl  ±  vectors 

=  0  r^s 

and  -  bp  r=s 

and  =  ~\^r 


In  terms  of  the  Nxl  ^  vectors,  the  orthogonality  relationships  are 

■  ^s®^r  ■  ° 

and  Xp  <ppltl(pp  -  <PpK<Pp  =  bp  r=s  (24) 

=  0  rvis  (25) 

and  ^pO^P  +  2Xp^^lKo^  =  -Xpbp  r=s  (26) 

The  Eqs.  (23)-(26)  may  be  combined  to  form  alternate,  but  not  independent, 
orthogonality  relationships  as 

(^gO^r  +  (Xp+Xg)<p^M[Pp  =  0  rvis  (27) 

and  +  ZXp^Jlit^p  =  Xpbp  r=s  (28) 

From  Eqs.  (25)  and  (27)  a  special  relationship  follows  between  the  rth  mode 

—  2  — 

and  Its  complex  conjugate,  due  to  the  fact  that  ^r''’^r*  "^^r“r' 


namely. 


^r'^r  _  2<-p 

fw  *"  CJ 


=  -  2fr"r 


Choice  of  Objective  Function  for  Damping  Optimization 

If  we  wish  to  find  the  optimum  damping  by  an  optimization  process,  it  is 
common  to  specify  an  objective  function.  In  modern  control  theory  the  perfor- 
performance  index  may  be  of  the  form,  given  for  example  in  reference  4. 


PI  =  J^lVl'^[Q]  l^)  +  {fl'^[R]  IfDdt 


where 


IV'}  -  modal  vector,  2Nxl 

If)  »  active  control  vector,  Pxl 

CQ]  3  state  weighting  matrix,  positive  semidefinite 

[R]  s  control  weighting  matrix,  positive  definite 
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If  emphasis  is  to  be  placed  on  particular  response  or  control  points,  the 
weighting  matrices  [Q]  and  [R]  may  be  so  adjusted.  In  the  absence  of  that  type 
of  goal,  then  [Q]  and  [R]  may  be  chosen  as  the  unit  or  identity  matrix. 

In  choosing  [Q]  we  might  also  consider  the  matrices 

-  [k  o]  -  [o  S]  ***  =  [k  ?]  ”*  = 

where  K*  =  CK*+  KX* 

Then  (32) 

=  aV(C$A  +  (33) 

T*  ^  it  T*  ik 

and  $  C$  and  $  KK  $  are  not  diagonal,  even  though  $  K  $  is  diagonal.  Products 

appear  on  the  diagonal  of  but  off  the  diagonal  terms  like 

occur  which  are  not  zero,  and  in  fact  may  be  of  the  same  magnitude  as  the  dia¬ 
gonal  terms. 

The  product  5‘CK  $  is  important,  because  it  is  the  kernel  of  the  Rayleigh 
dissipation  function  D,  as  seen  in  Eg.  (34).  Note  that  $  is  Nx2N  and  C  is  NxN. 

20=4'^$'^ c$  4  =  a’^A  Aa  (34) 

The  Rayleigh  Dissipation  Rate  as  an  Objective  Function 

The  Rayleigh  Dissipation  Function  D  is  given  by 

2D  =  C  X  (35) 

In  state  vector  form,  the  velocity  and  displacement  are  expressed  in  terms  of 
modal  coordinates  by 


Itl  0 
0  -K 


(31) 


2Nxl  2Nx2N  2Nxl 

{i}-  {.}= 

Hence  the  dissipation  function  may  be  gotten  from  the  product 


=  a"^  CK*  $  a 


(37) 


The  dissipation  function  D  is  a  real,  positive  number.  There  ace  2N  modal  co¬ 
ordinates,  gj^(t),  in  the  form  of  N  complex  conjugate  pairs.  The  initial  val¬ 


ues  gj,(0)  are  gotten  from  the  initial  value  vectors  x(0)  and  x{0) .  An  effici¬ 
ent  approach  is  to  use  the  orthogonality  relationship  Eg.  (21)  so  that 


i’’  W* 


=  B°g(0) . 


(38) 
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Here 


t 

is  a  diagonal  matrix  o£  bj.s  and  the  eigenvectors  have  been  norma¬ 
lized  so  that  each  the  identity  matrix.  From  Eq.  (36)  we  see  that  if 

q(0)  is  real,  then  x(0)  is  real.  If  we  wanted  to  excite  a  pure  second 
mode,  for  example,  the  following  relationships  would  exist  from  Eq.  (38) 


•  - 

.  « 

’  qi(0)  ■ 

0 

k  tl  ±l  •••] 

* 

M 

3^2+52 

.  =  . 

q  (0) 

1 

.  =  . 

0 

(39) 

L  J 

q2(0) 

1 

^2(0) 

1 

• 

• 

The  vector  Eq.  (39)  shows  that  the  initial  value  vector  is 

a  pure  2nd  modal  vector  when  q2 (0) =q2 (0)=1.  This  idea  will  be  used  next  in 

finding  the  dissipation  function  D  when  we  wish  to  excite  a  pure  mode  or  group 
of  modes. 

It  may  be  observed  that  an  upper  bound  on  the  dissipation  rate  at  t=0  can 
be  determined  by  talcing  the  sum  of  the  absolute  values  of  the  real  parts  of 

T  A 

the  numbers  in  the  complex  matrix  $  CK  The  sum  is  then  a  candidate  for  an 
an  objective  function,  to  be  maximized,  in  a  free  vibration  problem.  It  may 
appear  that  the  magnitude  of  the  dissipation  rate  is  somewhat  arbitrary,  but 
it  should  be  noted  that  because  of  the  normalization  of  the  eigenvectors  by 
M  =  B°=I,  then  the  initial  value  of  the  energy  T(0)-U(0)  =  2n,  where  n  is 
the  number  of  modes  excited.  In  the  examples  given  below,  the  initial  poten- 
tential  energy  U(0)  is  very  small,  so  the  settling  time  depends  on  the  time 
it  takes  the  energy  level  given  in  Eq.  (40)  to  reach  zero.  This  equation  also 

„t  nt 

T(0)+U(0)-f  2D  dt  =  2n  -  f  2D  dt  (40) 

«0  "0 

shows  that  the  settling  time  depends  simply  on  the  time  for  2D  to  reach  zero. 


Sensitivity  of  the  Ravleiah  Dissipation  Function 

The  sensitivity  of  the  dissipation  rate  D  is  gotten  by  taking  the  partial 
derivative  dD/dCg^,  where  is  the  value  of  the  mtb  dasbpot  parameter,  and  D 

may  be  taken  in  the  following  form, 

2D  »  X^C  X  »  22^  C1C*3  *  «  a  (41) 


with 


22  “ 


3  >5  a 


(42) 
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Symbolizing  aderivative  by  a  comma  as  3D/Cjjj3  D,^,  the  derivative  of  Eq.  (41)  is 

2  D,  -  =  2  q  +  2  g  4, HU* ^  g  +  g  CK*,_  >■  g  (43) 

Here  q^=  q^ (0)  e~^i^.  From  Eq.  (42)  the  derivative  4  _  involves  the  deriva- 

tive  of  the  eigenvalues  and  the  eigenvectors  i,  which  may  be  found  by  the 

methods  of  references  16  through  21. 

Next  an  example  of  a  ten-bar  truss  is  presented,  where  first  the  optimi¬ 
zation  of  modal  damping  ratios  is  discussed  and  then  the  optimization  of  the 
energy  dissipation  rate  D  is  considered. 

OPTIMIZATION  OF  DAMPING  RATIO  AND  DISSIPATION  RATE,  TEN-BAR  TRUSS 

The  question  addressed  in  this  section  is:  suppose  the  total  dashpot  cap¬ 
ability,  with  units  of  Ib-s/in,  is  limited,  then  on  which  members  of  the  truss 
may  it  be  used  most  efficiently  to  maximize  the  damping  ratios,  of  selec¬ 
ted  modes?  Thus,  with  appropriate  weighting  functions,  the  objective  func¬ 
tion,  OBJ,  is 

OBJ  =  5  fi-  (44) 

1 

If  CTOT  is  the  total  dashpot  capacity  to  be  used,  then  a  corresponding  con¬ 
straint  equation  is 

G(l)  =2  r„Vr,j.CT0T<  0.0  (45) 

where  y  are  weighting  factors  and  tC^j^  are  the  viscous  dashpot  constants,  talcen 
here  as  design  parameters. 

As  an  example,  the  ten-bar  truss  shown  in  Figure  1  was  investigated.  The 
connections  are  assumed  to  be  frictionless  pins.  The  bars  are  all  made  of  the 
same  material  with  Young's  modulus  E,  and  the  cross-sectional  areas  A^  are  as 

listed  in  Table  1.  The  stiffness  of  each  bar  is  K„=A„E_/L„.  Parallel  to  each 

m  m  m  m 

bar  there  is  a  dashpot,  not  shown,  with  damping  parameter  Note  that  mem¬ 

bers  2,  5,  6,  and  10  have  much  smaller  areas  than  the  other  six  bars. 


Figure  1  Ten-bar  Truss,  with  Node  and  Member  Numbers 
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Table  1  Member  Areas,  Lengths,  Stiffnesses  and  Damping  Parameters 


fil.  No. 

m 

Area 

K 

Ifi 

in 

Length 

^m 

in 

Stiffness 

K 

in 

Ib/in 

Damping  C. 

lb  s/in 

1 

31.5 

360.000 

875 

000 

276.699  30 

2 

0.1 

360.000 

2 

778 

0.878  41 

3 

23.0 

360.000 

638 

889 

202.034  41 

4 

15.5 

360.000 

430 

556 

136.153  62 

5 

0.1 

360.000 

2 

778 

0.878  41 

6 

0.5 

360.000 

4 

167 

4.392  05 

7 

7.5 

509.117 

147 

314 

46.584  75 

8 

20.5 

509.117 

402 

658 

127.331  65 

9 

21.0 

509.117 

412 

479 

130.437  30 

JJ _ 

0.1 

509.117 

1 

964 

0.621  13 

A  factor  is  arbitrarily  introduced  such  that 


c  -  ^  . 


■ft 


Hence  if  all 


the  are  the  same,  the  damping  matrix  C  is  proportional  to  the  stiffness  ma- 
trix  K.  The  mass  matrix  tl  is  diagonal,  formed  by  lumping  half  the  mass  of  each 
bar  at  its  ends.  The  values  of  the  modal  damping  ratios,  and  the  natural 
frequencies,  are  given  in  Table  2,  for  the  values  of  when  \  ^or 

m  si  to  10.  The  damping  ratios  for  the  higher  modes  are  the  largest.  The 
range  from  131.13  to  79d.21  rad/s  and  are  well  separated. 


Table  2  Natural  Frequencies  and  Damping  Ratios  for  all 


i 

<-i 

(rad/s) 

1 

0.0207  3350 

131.1301 

2 

0.0274  1571 

173.3921 

3 

0.0426  4408 

269.7048 

4 

0.0515  5221 

326.0448 

5 

0.0730  5049 

462.0119 

6 

0.0948  6770 

599.9960 

7 

0.1051  3561 

664.9360 

8 

0.1258  9253 

796.2143 
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The  eight  node  shapes  for  zero  damping  are  shown  in  Figure  2.  Intuition 
tells  us  that,  for  a  dashpot  to  be  effective:  (1)  there  must  be  a  high  rela¬ 
tive  velocity  between  the  end-points  and  (2)  it  should  be  in  parallel  with  a 
bar  or  relatively  small  stiffness.  The  first  criterion  is  satisfied  if  there 
is  a  large  extension  of  the  of  the  bar  on  the  mode  shape.  Inspection  of  the 
shape  for  mode  2  reveals  that  bars  2,  5,7  and  10  have  large  deformations;  for 
mode  4,  bars  2  and  10;  for  mode  7,  bars  6  and  10;  and  so  on.  If  damping  is  ad¬ 
ded  in  a  proportional  manner,  then  the  mode  shapes,  or  vectors,  remain  real 
and  the  same  as  shown.  If  damping  becomes  nonproportional,  the  mode  shapes  do 
change  and  eigenvectors  contain  complex  numbers.  As  the  mode  shapes  change 
the  optimum  distribution  of  the  damping  to  the  various  members  may  change  from 
that  which  was  most  favorable  for  small  or  no  damping.  This  effect  is  not  ac¬ 
counted  for  in  analyses  that  assume  that  the  damping  is  proportional.  The  de¬ 
rivatives  of  the  ith  modal  damping  with  respect  to  the  mth  dashpot 

indicate  how  is  changing  with  increased  damping,  and  the  show  the 

rate  of  change  of  the  mode  shape  with  the  mth  dashpot.  The  derivatives  of 

were  found  and  are  discussed  next. 

Sensitivities  of  Modal  Damping  Ratios  and  Natural  Frequencies 

The  exact  derivatives  ac • /3C_  were  calculated  and  their  values  are  listed 
in  Table  3.  There  are  80  elements,  corresponding  to  8  modes  and  10  bars.  The 
total  for  each  row  and  column  is  also  given,  and  these  sub-totals  add  to  the 
grand  total  of  10.27867.  By  the  sums  at  the  bottoms  of  the  columns,  the  list 
of  the  bars  in  order  of  the  magnitudes  of  the  sensitivities  is  2,10,6,5,4,9,3, 
8,1,7.  By  stiffness,  from  smallest  to  largest,  the  order  is  10,2,5,6,7,8,4, 
4,3,1.  Bar  7  seems  to  be  somewhat  out  of  order,  but  notice  that  there  are  two 
negative  values  in  the  column  for  bar  7.  In  a  ranking  of  potential  effective¬ 
ness  according  to  the  absolute  sum  of  the  columns,  the  value  for  dashpot  7 
would  be  0.037637  and  it  would  precede  dashpot  3  in  the  sensitivity  list. 

The  fact  that  negative  derivatives  occur  for  bar  7  on  modes  1  and  2  shows 
that  the  modal  damping  ratio  will  decrease  for  these  modes  as  the  value  of 
is  increased.  These  derivatives  were  calculated  for  the  damping  level  where 
all  and  the  values  of  the  modal  damping  ratios  are  the  same  as  those 

given  in  Table  2.  Thus  the  negative  sensitivity  has  occurred  at  small  levels 
of  damping. 
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MODE  1  ,  Ml. M  11*0/5 


MODE  2,  ''5  ” 


MODE  3.  2«9  ?0  11*0/5 


MODE  4,  jM.o*  »*o/s 


MODE  5.  *»JO'  »*o/s 


MODE  6,  too  00  **0/5 


MODE  7. 


*0/5 


MODE  8,  7»(.2i  **o/s 


Figure  2  Mode  Shapes  for  Zero  Damping 
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Variation  of  <-g,  ug,  and  «g  with  Cj^ 

As  the  values  of  the  Cj^j  are  changed  nonproportionally ,  the  modal  ampli¬ 
tudes  become  complex  numbers  and  the  derivatives  or  gradients  change  in  an  un¬ 
expected  manner  in  some  cases.  The  variation  of  {'5  and  Cg  with  is  shown  in 
Fig.  3.  The  values  of  all  other  were  taken  as  zero.  The  plot  shows  that, 
for  OSC2-3,  both  <"5  and  fg  increase  monotonically.  However,  for  Cj^>3,  the  rate 
of  increase  of  Cg  becomes  larger  while  decreases.  The  slopes  of  these  lines 
are  plotted  in  Fig.  4,  where  it  is  seen  that  the  changes  sign  and  fi¬ 

nally  approaches  zero  as  increases. 

The  corresponding  variation  of  the  damped  natural  frequencies  and  u^g 
with  is  shown  in  Fig.  5.  Here  defined  as  in  Eq.  (13).  Note  that  u^g 

decreases  in  magnitude  while  is  increasing.  At  =  6,  the  curves  cross 
and  thereafter  approaches  a  constant  value  but  remains  greater  than 

As  =  12.0,  ^•g  approaches  unity  or  critical  damping  as  <Ujjg  approaches  zero. 

As  is  further  increased,  the  eigenvalues  for  mode  5  become  real  and  nega¬ 

tive,  while  the  other  fourteen  eigenvalues  are  still  complex  conjugate  pairs, 
for  underdamped  modes.  Actually,  if  the  modes  are  numbered  initially  in  terms 
of  the  magnitude  of  from  smallest  to  largest,  then  it  is  clear  that  they 

wi'’’’  change  their  relative  positions  as  the  damping  increases.  Hence  their 
identities  must  be  traced  carefully  if  changes  in  a  mode  having  a  particular 
"name"  are  of  interest.  The  tracing  of  mode  numbers  is  especially  challenging 
when  more  than  one  mode  is  overdamped,  since  they  no  longer  occur  in  complex 
conjugate  pairs. 

Optimization  of  (g  with  Respect  to  Cg  and  C^. 

Now  the  optimization  of  one  modal  damping  ratio  is  undertaken,  with  the 

objective  function  taken  as  {“g  and  the  design  variables  Cg  and  C^.  Constraint 

function  G(l)  puts  a  limit  CTOT  on  the  total  damping  available. 

OBJ  =  fg 

G(l)  »  Cg  +  C4  -  CTOT  <  0.0  (46) 

By  limiting  the  total  number  of  design  variables  to  two,  we  can  show  a  two- 
dimensional  plot  of  the  interaction  between  {'g  and  the  two  design  variables. 
Contours  for  {'g  «  0.05,  0.10,  0.15,  and  0.20  are  shown  in  Figure  6.  The  three 
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dotted,  straight  lines  are  constraint  lines  which  were  chosen  to  be  approxi¬ 
mately  tangent  to  the  given  contour  lines.  They  would  be  45°  lines  if  the 
vertical  and  horizontal  scales  were  equal.  Since  the  contours  are  convex  to¬ 
ward  the  feasible  region  the  optimum  solution,  which  maximizes  {'3,  will  be 
along  the  constraint  boundary  line.  The  results  are  summarized  in  Table  4  for 
three  values  of  CTOT,  namely  CTOT  =  1157.3,  1838.5,  and  2525.4  Ib-s/in.  The 
associated  values  of  optimum  <*3  are  close  to  0.10,  0.15  and  0.20. 


Table  4  Optimum  Values  of  <'3  on  C3  vs.  Plot 


^3 

C3 

C4 

<•3 

€3+04 

0.796  537 

7.318 

160.928 

996.373 

0.0994 

4614 

1157.301 

3.560  435 

8.22 

719.330 

1119.184 

0.1470 

4782 

1838.514 

6.142  305 

9.434 

1240.957 

1284.475 

0.2015 

5902 

2525.432 

Optimization  of  2D(0)  for  Mode  3  using  parameters  C3  and 

Next  the  dissipation  rate  at  t»0,  20(0),  was  optimized  when  only  mode 
3  is  excited  in  free  vibrations  by  taking  q3(0)=  ^3(0)  =1.0.  The  interaction 
curves  of  contours  of  20(0)  on  a  plot  of  C3  versus  are  shown  in  Figure  6. 
The  curved  contour  lines  are  for  20(0)=  50,  100,  150,  and  200  in-lb/s.  The 
solid,  straight,  constraint  line  represents  the  constraint  C3  -t-  ^  1040,  and 
the  region  between  this  line  and  the  coordinate  axes  includes  feasible,  or  ac¬ 
ceptable  solutions,  as  specified  by  the  constraint  equation.  Obviously  the 
optimum  solution  is  at  the  point  of  tangency  between  the  constraint  boundary 
and  a  contour  line,  which  occurs  approximately  at  €3=  860  and  C^=  860  Ib-s/in. 

Optimization  of  2D(0)  for  modes  4  and  7  using  parameters  Cg  and  ^10 

In  Figures  8,  9,  and  10  three  more  interaction  curves,  each  of  a  different 
shape,  are  shown  for  2D(0).  They  are  for  modes  4  and  7  excited  separately  and 
simultaneously,  with  the  contours  of  20(0)  plotted  against  Cg  versus  C^q.  In 
each  case  the  contours  are  either  nearly  straight  lines,  as  in  Figure  8  and  9, 
or  outwardly  convex  curves,  as  in  Figure  10.  In  these  situations,  the  optimum 
solution  is  seen  to  be  a  corner  of  the  feasible  region,  with  the  solutions  for 
the  design  parameters  being  Cg«0,  €30=8.3;  Cg=8.3,  €30=0;  and  Cg=0,  €30=8.3  on 
the  respective  Figures  8,  9  and  10. 
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Table  4  Sensitivities 


m 

At  Cjij  as  given  in  Table  1 


Bar  No.  m  — »  1  2  3  4  5 

Mode  No. 
i 


1 

0 

.002 

025 

0 

.004 

389 

0 

.000 

900 

0 

.001 

138 

0 

.007 

674 

2 

0 

.000 

197 

0 

.021 

051 

0 

.001 

518 

0 

.000 

001 

0 

.154 

036 

3 

0 

.000 

180 

0 

.004 

650 

0 

.005 

255 

0 

.010 

230 

0 

.006 

373 

4 

0 

.000 

054 

4 

.336 

10 

0 

.000 

037 

0 

.000 

021 

0 

.000 

486 

5 

0 

.008 

992 

0 

.045 

043 

0 

.004 

783 

0 

.001 

471 

0 

.007 

432 

6 

0 

.011 

616 

0 

.009 

531 

0 

.005 

680 

0 

.000 

325 

0 

.000 

890 

7 

0 

.000 

203 

0 

.018 

862 

0 

.000 

531 

0 

.000 

367 

0 

.000 

079 

8 

0 

.000 

314 

0 

.000 

946 

0 

.017 

544 

0 

.051 

749 

0 

.000 

016 

0 

.023 

581 

4 

.440 

572 

0 

.036 

248 

0 

.065 

302 

0 

.176 

986 

m  — ♦  6 

7 

8 

9 

10 

All 

i 

1 

0, 

.000 

035 

-0. 

001 

810 

0. 

006 

954 

0. 

.001 

747 

0, 

.007 

211 

0. 

.030 

263 

2 

0. 

.000 

238 

-0. 

012 

466 

0. 

000 

762 

0. 

.000 

059 

0. 

.029 

303 

0. 

,194 

699 

3 

0. 

.000 

355 

0. 

006 

633 

0. 

007 

399 

0. 

.003 

263 

0. 

.001 

391 

0. 

.045 

729 

4 

0, 

.033 

031 

0. 

000 

104 

0. 

000 

117 

0. 

.000 

000 

1. 

.853 

09 

6. 

.223 

04 

5 

0. 

.001 

360 

0. 

003 

230 

0. 

014 

265 

0. 

.012 

294 

0. 

.039 

581 

0. 

.138 

451 

6 

0. 

.069 

406 

0. 

003 

364 

0. 

003 

603 

0. 

.031 

427 

0. 

.081 

899 

0. 

.217 

741 

7 

2. 

.122 

32 

0. 

000 

344 

0. 

000 

039 

0. 

.001 

667 

1. 

.164 

52 

3. 

.308 

932 

8 

.007 

902 

0i 

009 

686 

m 

L 

.010 

797 

Qj 

.020 

834 

.119 

812 

2. 

.234 

647 

0. 

009 

085 

0. 

033 

163 

0. 

.061 

254 

3, 

.197 

829 

10. 

.278 

67 
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Figure  4 


Sensitivities, 


3<-5  ^<:c 

sq  •“<*  sjj'  ^1- 


L5 


Figure  5  Damped  Natural  Frequencies  and  versus  /? 


C4  (Ib-s/in) 

Interaction  of  C,  with  C-,  and  C^i,  with  Constraint  Boundaxies  (Dotted) 


Figure  7  Interaction  of  2D(0)  with  C3  and  C4,  Mode  3  Excited 


ia345S78 

C^Q  (Ib-s/in) 


Figure  8  Interaction  of  2D{0)  with  Cg  and  Mode  4  Excited. 
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Timewise  Variation  of  the  Dissipation  Rate  2D(t)  for  Modes  5  and  6 


The  timewise  variations  of  the  energy  dissipation  rate  for  modes  5  and  6 
excited  separately  and  simultaneously  are  shown  in  Figures  11  and  12,  for  pro¬ 
portional  and  nonproportional  damping  respectively.  In  Figure  11  the  solid 
curve  is  for  modes  5  and  6  excited  simultaneously  and  the  two  other  lines  are 
for  modes  5  and  6  excited  separately.  The  solid  line  seems  to  be  a  sum  of  the 
other  two.  In  Figure  11,  for  nonproportional  damping,  where  ^^^=1.0  and  all 
other  ^m=0,  the  case  is  entirely  different  and  the  dissipation  rate  at  t=0  for 
the  simultaneous  excitation  of  modes  5  and  6  is  almost  double  that  achieved 
by  excitation  of  the  modes  individually.  This  is  because,  as  mentioned  above, 
the  core  matrix  used  for  solving  for  the  dissipation  rate  is  nondiagonal,  and 
the  additional  contribution  is  due  to  nondiagonal,  or  modal  cross-product  ele¬ 
ments  contributing  to  the  dissipation  rate.  In  Table  5,  a  portion  of  this  ma¬ 
trix  is  shown  for  the  rows  and  columns  involving  modes  5  and  6.  Mode  5  would 
be  excited  by  making  the  initial  values  q5{0)=  1.0,  or  simply  inserting 
ones  for  and  qg  in  the  given  matrices.  It  can  be  seen  that  the  resulting 
value  of  2D(0)  is  equal  to  the  sum  of  the  complex  numbers  in  the  upper  corner, 
2x2,  of  this  portion  of  the  matrix.  Here  the  notation  is:  (a,b)  *  (a+jb) .  So 

the  value  of  2D(0)  with  only  mode  5  excited  is  the  real  number  46.64  in-lb/s. 
If  only  mode  6  is  excited,  the  numbers  in  the  lower  corner  2x2  are  summed  to 
yield  78.68  in-lb/s.  If  the  two  modes  are  excited  simultaneously,  the  entire 
4x4  matrix  is  summed  for  a  total  of  246.49  in-lb/s,  which  is  almost  twice  the 
total  obtained  by  exciting  the  modes  individually.  In  Table  6  the  values  of 
the  kinetic  and  potential  energies,  T  and  U,  and  their  timewise  derivatives  at 

t=0  are  also  given.  Note  that  t (0)+0(0)+2D{0)  =  0  and  T(0)-U(0)  =  2n,  as  ex¬ 
pected,  where  n  is  the  number  of  modes  excited.  The  ratio  2D(0)/[T(0)+U(0)]  is 
meaningful  because  it  is  the  ratio  of  the  dissipation  rate  to  the  total  init¬ 
ial  energy  excited.  From  this  point  of  view,  for  proportional  damping,  the 


Table  5  Portion  of  core  of  complex  matrix. 


(qsqsqgq^) 

(11.52,-2.54)  (11.80,-0.00)  (15.32,-0.02)  (14.97,-3.28) 

‘*5 

(11.80,  0.00)  (11.52,  2.54)  (14.97,  3.28)  (15.32,  0.02) 

^5 

(15.32,-0.02)  (14.97,  3.28)  (19.44,  4.23)  (19.90,  0.00) 

(14.97,-3.28)  (15.32,  0.02)  (19.90,  0.00)  (19.44,-4.23) 

’6 
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Table  6 

Enemies  and 

1  Enerav 

Rates.  ProD 

.  and  Nonnron.  Damninc 

Modes 

2D(0) 

Excited 

■oum 

T(0) 

E1S» 

2D(0) 

T(0)+U(0) 

Proportional  Damping,  1. 

0,  all 

• 

5 

2.0027 

0.0027 

-101.34 

-33.84 

135.18 

67.41 

6 

2.0045 

0.0045 

-171.02 

-57.18 

228.20 

113.59 

5&6 

4.0072 

0.0072 

-272.36 

-91.02 

363.38 

90.52 

Nonproportional 

Damping, 

=  1.0, 

.0, 

m  ^  1. 

5 

2.0317 

0.0317 

-  34.83 

-11.82 

46.64 

22.60 

6 

2.0228 

0.0228 

-  58.68 

-20.00 

78.68 

38.46 

5&6 

4.0605 

0.0605 

-154.09 

-92.40 

246.49 

59.82 

ratio  is  largest  if  mode  6  is  excited  by  itself,  but  for  nonproportional  damp¬ 
ing  the  ratio  is  more  favorable  if  modes  5&6  are  excited  simultaneously. 

It  should  be  noted  with  regard  to  Table  5  that  here  all  the  real  parts  of 
the  complex  numbers  are  positive.  This  is  not  true  of  the  entire  core  matrix 
in  general,  and  it  may  be  necessary  to  excite  the  modes  with  varying  initial 
phase  to  achieve  the  maximum  damping  rate,  and  the  rate  achieved  in  this  man¬ 
ner  may  still  be  somewhat  less  than  l|Core|l,  herein  defined  as  the  sum  of  the 
absolute  values  of  the  real  numbers  in  the  core  matrix. 

Sensitivity  of  ||Core||  to  parameters 

Finally  the  sensitivity  of  l|Core||  to  changes  in  Cjj,  as  found  by  the  finite 
difference  method  are  given  in  Table  7.  In  each  case,  the  initial  1.0  and 
nc^=0.10.  The  largest  gradients  occur  for  the  dashpots  2,  6,  and  10. 


Table  7  Sensitivity  of  HCoreH  to 


m 

^m 

IlCorell 

^IlCorell 

SI 

1 

1 

1.74 

1.74 

2 

1 

110.77 

109.56 

3 

1 

3.86 

3.86 

4 

1 

4.26 

4.26 

5 

1 

4.67 

4.67 

6 

1 

103.89 

101.88 

7 

1 

4.69 

4.69 

8 

1 

2.11 

2.11 

9 

1 

6.01 

6.01 

10 

1 

204.91 

204.47 
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Summary  and  Conclusions 

1.  It  is  demonstrated  that  the  energy  dissipation  rate  may  be  optimized 
simply  by  using  its  value  at  time  t=0  as  the  cost  function.  The  settling  time 
depends  on  the  total  initial  energy,  which  is  the  sum  of  the  initial  kinetic 
and  potential  energies  T(0)  and  U(0)  and  the  dissipation  rate  2D(0). 

2.  Because  of  the  modal  normalization  procedure  used  in  the  present  work, 
the  sum  T(0)-U(0)-2n,  where  n  is  the  number  of  modes  excited  with  unit  ampli¬ 
tude.  In  the  examples  given,  the  U(0)  was  much  smaller  than  T(0),  so  the  total 

initial  energy  equals  T(0)  and  T(0)  =  2n. 

3.  An  upper  bound  on  the  maximum  energy  dissipation  rate  which  may  be 
achieved,  if  all  the  modes  are  excited  with  unit  amplitude,  is  equal  to  the 
sum  of  the  absolute  values  of  real  parts  of  the  complex  numbers  in  the  CORE  of 
the  matrix  from  which  2D  is  calculated,  which  is 

2D  =  A  a  =  a’’  CORE  a 

If  desired,  the  individual  modes  may  be  weighted  differently  when  excited,  to 
put  more  emphasis  on  modes  of  interest.  In  a  practical  problem,  the  initial 
values  a(0)  could  be  taken  as  those  which  actually  exist. 

4.  The  derivative,  or  sensitivity,  of  the  Core  to  the  damping  paramters 
may  be  calculated  by  taking  the  derivative  of  the  given  expression,  which  is 
seen  to  involve  the  derivatives  of  the  eigenvalue  and  eigenvector  matrices,  A 
and  as  well  as  the  damping  matrix  C. 

5.  The  problem  of  deciding  which  truss  members  to  damp  and  how  much  damp¬ 
ing  to  use  is  reduced  to  a  standard  optimization  problem.  This  problem  may  be 
solved  by  the  Method  of  Steepest  Descent  or  the  Method  of  Feasible  Directions. 
The  solution  may  be  obtained  using  a  computer  program  such  as  CONMIN,  which 
has  been  used  by  the  writer  to  minimize  the  forced  random  response  of  the  gi¬ 
ven  truss  while  maintaining  constraints  on  the  modal  damping  ratios,  so  the 
damping  is  evenly  distributed  to  the  modes. 

6.  Study  of  the  sensitivities  of  the  damping  ratios  and  damped  natural 
frequencies  of  free  vibration  shows  that  as  the  viscous  damping  of  a  particu¬ 
lar  dashpot  is  increased,  the  damping  ratio  of  one  mode  may  decrease  while  the 
damping  ratios  of  the  other  modes  is  increasing.  Concurrently,  the  damped  nat¬ 
ural  frequency  of  that  one  mode  will  be  increasing  while  that  of  the  other 
modes  is  decreasing.  In  the  example  given,  one  mode  finally  absorbed  all  the 
damping  provided.  Thus,  in  a  practical  situation,  it  appears  possible  that 
in  some  rare  situations  increasing  damping  could  make  matters  worse,  if  damp¬ 
ing  is  decreasing  in  the  mode  or  modes  that  are  being  excited.  The  effect  de¬ 
scribed  is  due  to  change  in  mode  shape. 
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Abstract: 

Numerous  experimental  stixiies  have  shown  that  when  plate  structures 
are  subjected  to  sufficiently  intense  random  excitations,  the  resonant 
response  peaks,  as  observed  in  the  response  power  spectral  density,  tend 
to  broaden.  This  effect  has  been  attributed  to  nonlinear  daiif)ing. 
However,  numerical  simulations  of  the  random  response  of  nonlinear  plates 
have  shown  that  the  broadening  effect  can  occur  in  a  plate  with  linear 
damping  and  nonlinear  stiffness,  which  results  from  in-plane  strain  at 
large  deflections.  Contrary  to  what  is  seen  in  linear  structures,  in 
this  siti»tion  an  increase  in  the  value  of  the  linear  danping  loss  factor 
results  in  a  ^creaW  in  the  width  of  the  resonant  peak.  Since  the 
response  spectnim  of  the  nonlinear  plate  is  affected  by  daiqping  in  a 
non-intuitive  way  one  may  be  concerned  that  the  addition  of  dating  could 
have  an  unexpected  effect  on  the  fatigue  life. 

In  this  paper  it  is  shown  that  for  a  plate  with  linear  damping  and 
nonlinear  stiffness,  the  addition  of  damping  to  the  structure  can  provide 
a  substantial  improvement  in  fatigue  life,  although  somewhat  less  than 
improvement  observed  in  a  linear  plate.  It  is  shown  that  the  method  of 
equivalent  linearization  gives  estimates  of  the  effect  of  damping  on  the 
fatigue  life  of  a  nonlinear  plate  which  agree  closely  with  those  of  more 
accurate  numerical  simulations. 


FDA-1 


I .  Introduction 


In  acoustic  fatigue  tests  it  is  often  necessary  to  drive  structures 
with  extremely  high  excitation  levels  in  order  to  obtain  failures  within 
a  reasonable  period  of  time.  It  is  not  uncommon  to  drive  structures  with 
sufficient  excitation  to  achieve  highly  nonlinear  response.  When  a 
structure  responds  nonlinearly,  one  must  exercise  great  care  in 
interpreting  response  and  fatigue  data.  The  present  study  grew  out  of  an 
observation  that  for  a  structure  with  nonlinear  stiffness  and  linear 
damping,  if  one  looks  at  the  response  power  spectral  density,  an  increase 
in  the  danping  can  result  in  a  decrease  in  the  width  of  the  resonant 
response  peaks.  Conversely,  decreasing  the  damping  can  broaden  the 
resonant  peaks.  This  is  the  oj^site  of  vhat  happens  in  linear 
structures.  Since  dandling  has  a  non-intuitive  effect  on  the  spectrum, 
and  since  the  spectnjm  plays  an  inportant  role  in  fatigue  estimation,  it 
seems  appropriate  to  re-examine  procedures  for  estimating  the  fatigue 
lives  of  nonlinear  structures  and  review  the  effect  of  damping  on  fatigue 
life. 

In  the  following,  measured  power  spectral  d'.  isity  plots  will  be  shown 
for  a  nonlinear  structure  with  random  excitation.  Predicted  resiilts 
obtained  by  both  numerical  simulation  and  an  approximate  method  [1]  are 
then  shown  to  illustrate  the  effects  of  nonlinear  stiffness  and  linear 
damping  on  the  spectral  response.  The  effect  of  damping  on  fatigue  life 
is  then  examined  lising  three  different  methods,  a  probabilistic 
fomulation,  numerical  simulation,  and  the  method  of  equivalent 
linearization.  It  is  found  that  while  damping  has  a  somewhat 
counter-intuitive  effect  on  the  spectral  response  of  the  nonlinear 
system,  an  increase  in  dancing  increases  the  fatigue  life  in  a  manner 
that  is  predictable  by  classical  methods. 


II.  Measured  and  Predicted  Spectra  for  Nonlinear  Structures  with 
Random  Excitation 

Figure  1  shows  the  measured  power  spectral  density  of  the  response  of 
a  beam  with  clamped  ends  for  three  levels  of  \diite  noise  base  excitation. 
It  is  shown  that  as  the  excitation  level  is  increased,  the  resonance  peak 
associated  with  the  fundamental  mode  (at  about  35  Hertz)  tends  to 
increase  in  frequency  and  broaden  siibstantially  [2].  This  effect  has 
been  observed  in  a  large  nundoer  of  sonic  fatigue  tests  in  which  the 
structure  is  driven  with  hi^  noise  levels  to  accelerate  the  rate  of 
damage.  While  it  is  certainly  possible  that  a  nonlinear  dancing 
mechanism  may  contribute  to  the  spectral  broadening  observed  in  this 
data,  in  the  following  it  will  be  shown  that  the  nonlinear  stiffness, 
vdiich  is  a  well  known  characteristic  of  beams  and  plates  with  large 
deformations  [3],  can  itself  cause  the  spectral  response  to  show 
siibstantial  broadening  of  the  resonant  peaks. 
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To  illustrate  the  effect  of  nonlinear  stiffness  on  the  response 
spectrum,  consider  the  frequency  response  of  a  ZXiffing  system  with  a 
deterministic,  sinusoidal  input  as  shown  in  figure  2  [3].  Hie  Duffing 
equation  is  coimnonly  used  to  represent  the  response  of  the  fundamental 
mc^e  of  beams  and  plates.  For  large  deformations,  the  stiffness  becomes 
proportional  to  the  cube  of  the  displacement.  The  figure  shows  that  as 
the  anplitude  of  the  sinusoidal  input  increases,  the  resonance  response 
peak  bends  to  the  right.  The  cause  of  the  bending  of  the  frequency 
response  curve  is  that  as  the  deflection  amplitude  is  increas^,  the 
stiffness  of  the  system  increases  and  consequently  the  system  natural 
frequency  increases.  When  the  excitation  is  random  rather  than 
sinusoidal  as  in  figure  2,  the  frequency  response  is  quite  different  but 
there  will  continue  to  be  a  close  coupling  between  the  response  amplitixle 
2uid  the  resonant  frequency. 

The  relationship  between  response  amplitude  and  resonant  frquency  is 
illustrated  in  the  time  domain  response  of  a  nonlinear  plate  with  random 
excitation  as  shown  in  figure  3.  The  figure  shows  the  response  of  a 
plate  with  white  acoustic  excitation  with  levels  of  130  decibels  and  150 
decibels.  When  the  excitation  level  is  130  decibels  the  response  is 
nearly  linear  and  the  time  domain  response  shows  a  dominant  frequency 
component  at  the  frequency  of  the  fundamental  mode  of  the  plate.  When 
the  excitation  is  increased  to  150  decibels,  the  response  remains  fairly 
sinusoidal  but  it  can  be  seen  that  as  the  amplitude  of  the  random 
response  increases,  the  dominant  frequency  component  also  increases. 

The  effect  of  the  relationship  between  frequency  and  amplitude  of  a 
nonlinear  system  on  the  spectral  response  is  shown  in  figure  4.  The 
figure  shows  the  power  spectral  density  of  the  response  of  the 
fundamental  mode  of  a  nonlinear  plate  with  random  acoustic  exitation. 

The  jagged  data  is  the  resxilt  of  numerical  simulations  of  the  response 
and  the  smooth  curves  are  the  result  of  an  approximate  solution  for  the 
response  that  accounts  for  the  random  fluctuations  in  the  system  resonant 
frequency  [1].  The  data  shows  that  for  this  system  (which  has  nonlinear 
stiffness  but  linear  damping)  as  the  excitation  level  is  increased,  the 
width  of  the  resonant  peak  tends  to  broaden.  The  broadening  of  the  peak 
in  this  case  results  from  the  fact  that  the  resonant  frequency  of  the 
nonlinear  system  depends  on  the  response  amplitude  and  since  the  response 
is  random,  the  resonant  frequency  becomes  random.  Since  the  calculation 
of  the  power  spectral  density  involves  averaging  the  response  over  time, 
the  fluctuations  in  the  resonant  frequency  cause  the  resonant  peak  to 
broaden. 

Since  nonlinear  stiffness  can  have  a  strong  effect  on  the  width  of  a 
resonant  peak,  it  is  important  to  consider  vhat  an  increase  in  damping 
does  in  a  nonlinear  system.  Figure  5  shows  the  predicted  spectra  for  a 
nonlinear  plate  having  a  danping  loss  factor  of  .1  and  .005.  The 
excitation  level  is  140  decibels  >diich  is  sufficient  to  result  in 
nonlinear  response.  The  figure  shows  that  as  the  loss  factor  is 
increased  to  .005  the  width  of  the  resonant  peak  increases  substantially. 
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The  increase  in  the  width  of  the  peak  results  from  the  fact  that 
decreasing  the  damping  will  increase  the  response  amplitude  and  therefore 
cause  the  nonlinear  stiffness  effect  to  be  more  pronounced. 


III.  Fatigue  Life  Estimation 


A  primary  motivation  for  increasing  the  damping  in  a  system  is  often 
to  increase  its  useful  service  life.  Since  the  spectral  response  is 
influenced  by  danping  in  a  very  different  manner  for  linear  and  n<mlinear 
structures,  and  since  the  response  spectrum  can  influence  the  fatigue 
life,  it  is  inportant  to  carefully  consider  the  influence  of  daaping  on 
the  fatigue  life  of  a  nonlinear  structure.  In  the  following  we  will 
review  three  different  methods  for  fatigue  life  estimation  ^ich  will 
then  be  employed  to  estimate  the  effect  of  damping  on  the  fatigue  life  of 
a  nonlinear  plate. 

For  the  present  study  we  will  assume  that  the  relation  between  the 
stress  anplitude,  S,  and  the  number  of  cycles  to  failure  N,  may  be 
approximated  by  the  well  known  relation, 

N-^  (1) 

\^ere  c  and  b  are  experimentally  obtained  constants  for  a  given  material. 
It  will  be  asstmied  that  the  nxmiber  of  fatigue  cycles  experienced  by  the 
structure  is  equal  to  the  nimiber  of  positive  stress  peaks,  or  stress 
reversals,  that  occur  over  time.  A  sample  time  history  is  shown  in 
Figure  6  where  the  positive  peaks  are  identified  by  circles. 

The  assunption  that  damage  occurs  at  each  positive  stress  peak  may  be 
conveniently  coodsined  with  the  Palmgren-niner  linear  damage  accumulaticxi 
rule  [4]  to  produce  fatigue  life  estimates.  In  this  theory,  the  damage, 

,  caused  stress  reversals  at  the  stress  level  is 

n(S.  ) 

0.(5^- -  ,  (2) 

N(S^) 

where  n(S^ )  is  the  nundser  of  stress  reversals  experienced  by  the 
structure  at  the  stress  level  S,  and  N(S^ )  is  the  number  of  reversals 
required  to  cause  failure  at  this  stress  level.  The  total  damage,  D^, 
will  be  the  sum  of  the  damage  at  all  stress  levels  that  occur, 

n(SJ 

D,-ED,  (S.  )-E  -  (3) 

"  i  '  '  i  N(S^ )  . 
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From  equation  (1), 


so  that  equation  (3)  becomes 


D.  -  -  I  n(S. 
c  i 


(4) 


(5) 


The  form  of  equation  (1)  assumes  that  all  stress  peaks  occur  at 
positive  stress  levels  as  viould  be  the  case  for  sinusoidal  loading.  When 
a  resonant  system  is  subjected  to  random  loading,  however,  we  must  allow 
for  the  possibility  of  stress  peaks  at  negative  stresses  which  make 
positive  contributions  to  the  accumulated  damage.  To  account  for  this, 
we  will  take  the  absolute  value  of  the  stress  level,  ,  so  that  equation 
(5)  becomes 


-  I  n(S,)|sJ'’ 

c  i 


(6) 


Failure  is  predicted  to  occur  vdien  D^*l. 


Since  the  response  and  rate  of  damage  accxmiulation  in  the  structure 
is  assumed  to  be  randcn,  the  fatigue  life  may  be  estimated  from  the 
expected  value  of  the  rate  of  damage  accumulation.  This  may  be  expressed 
as  an  integraticxi  over  all  possible  stress  levels  in  the  form 


-  Isl- 

ElD^]-;n(S)  - P(S)  ds 

-•  c 


(7) 


where  P(S)  is  the  probability  density  for  response  peaks. 

The  assumptim  that  the  respmse  process  is  stationary  gives  the 
fatigue  life  as 

1 

T- -  .  (8) 

EID,] 

In  the  case  where  the  system  is  linear  and  has  a  single  lighly  damped 
resonant  mode,  the  peak  probability  density  may  be  approximated  a 
Rayleigh  distribution  for  a  narrowband  process. 
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P(S)  -  e  ,  S>0 


where  0^  is  the  mean  square  stress  level. 


IV.  ^jproximate  Methods  for  Single  Degree  of  Freedom  Systems 

For  a  linear  single  degree  of  freedcsn  system.  Miles  [5]  has  replaced 
n(S)  in  equation  (7)  with  the  system  resonant  frequency  in  Hertz,  &>^/2n. 
Equations  (7)  and  (9)  then  give  Miles'  single  degree  of  freedcxa  formula 
(5], 


E(D.  ]. 


(•12,.) 


•'0  . 


v^ere. 


r(y)  -  2/  e^'^dx,  y>0 


If  a  single  degree  of  freedom  oscillator  is  nonlinear  it  is  possible 
to  evaluate  equation  (7)  by  replacing  n(S)  with  the  expected  total  number 
of  peaks  per  unit  time,  E(Mf]>  If  we  again  assume  that  the  response 
process  is  narrowband,  it  is  not  difficult  to  aproximate  the  peak 
probability  density,  P(S).  If  the  displacement  response,  x(t)  is 
governed  by  Duffing' s  equation, 

X  +  oa*  (x+€x’)  +  out  -  f{t)  (12) 

O 

where  is  the  linear  natural  frequency,  e  and  a  are  constants,  and  f(t) 
is  Gaussian  vAiite  noise,  then  the  damage  rate  may  be  approximated  by  [6] 


E(D  1)  -  ^  c  ca^K**/  x‘’(x-»-cxMe 

c  ®  0 


"o  dx. 


vdiere 


.  2al 


Je 

00 
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and  0^  is  the  mean  square  displacement  response  when  e«0,  G./(4b>^a), 

where  G.  is  the  constant  single-sided  power  spectral  density  of  we 
excitation  in  units  of  f^ /Hertz.  The  constant  K  in  equation  (13)  is  an 
assumed  (for  the  present  stiidy)  linear  relation  between  stress  arxl 
displacement,  i.e. 


S  -  Kx  (15) 

When  e*0  equation  ( 13 )  reduces  to  equation  ( 10 ) . 

An  alternative  approach  to  estimate  the  fatigue  life  is  to  solve 
equation  (12)  ntjmerically  and  use  equation  (15)  to  determine  the  stress 
as  a  function  of  time.  When  a  stress  reversal  occurs  at  the  stress  level 
S,  one  simply  increments  the  accumulated  damage  according  to 

isr 

c 

where  is  initially  set  to  zero.  If  the  solution  is  simulated  for  a 
time  period  equal  to  t  then  the  damage  rate  is  D  /t  and  the  predicted 
fatigue  life  is 


T  - 


T 


(17) 


The  fatigue  life  of  a  nonlinear  structure  may  also  be  estimated  using 
the  method  of  equivalent  linearization  [7].  Equivalent  linearization 
consists  of  aj^roximating  the  nonlinear  system  in  equation  (12)  by 

X  +  «?  X  -t-  a  ic  e(x)  -  f(t)  ,  (18) 


vdiere  is  the  equivalent  linear  natural  frequency  and  e(x)  is  the  error 
in  the  approximation,  is  chosen  so  that  the  mean  square  of  e(x)  is 
minimized.  This  leads  to 


where,  as  before 


is  the  mean  square  response  when  e-0. 


(19) 


(20) 
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Hie  mean  square  value  of  the  response  of  the  nonlinear  system  then 
approximated  by 


(21) 


To  obtain  an  estimate  of  the  fatigue  life  of  a  system  governed  by 
equation  (12)  we  could  singly  calculate  the  fatigue  life  of  an  equivalent 
linear  system  such  as  in  equation  (18)  with  e(x)  neglected.  This  may  be 
accomplished  by  using  equation  (10)  with  replaced  by  and 
replaced  by  K  , 


It  is  important  to  note  that  equation  (22)  assumes  that  the  response 
is  a  narrov^iand  process  and  that  the  stress  peaks  have  a  Rayleigh 
ditribution.  The  nonlinear  response  does  not  appear  to  be  narrowband,  as 
shown  in  figure  4,  and  the  peak  probability  density  is  not  a  Rayleigh 
distribution  [6]  but  the  effects  of  these  approximaticxis  on  the  estimated 
fatigue  life  are  not  clear  from  the  equations. 

Equivalent  linearization  may  be  easily  applied  to  estimate  the 
spectral  response.  The  resxilts  shown  in  figure  7  indicate  that  the 
method  fails  to  depict  the  spectral  broadening  effect  seen  in  the 
response  of  a  plate  with  strong  nonlinearity. 


V.  Governing  Equation  for  a  Nonlinear  Plate 

To  predict  the  fatigue  life  of  a  system  using  the  methods  of  the 
previous  section  we  will  calculate  the  coefficients  of  buffing's  equation 
(12)  corresponding  to  the  response  of  a  nonlinear  plate  %rith 
simply-siqjported  boundaries.  Ne  will  assume  that  the  plate  response  may 
be  describe  by  a  single  resonant  mode. 

If  the  in-plane  motion  of  the  plate  is  constrained  at  the  edges,  the 
Berger  hypothesis^  leads  to 

D7*w-ph  e  c*  (w  +  w  )  (23) 

P  #  Jfc  m  tjl 

+  priw  +  ow  -  p(x,y,t) 
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vAiere 


2L,L^ 


I  i  (W^_  +  )dxdy 
0  0' 


w  is  the  transverse  displacement,  p  is  density,  h  is  the  thickness,  a  is 
the  viscous  damping  coefficient,  a^  p(x,y,t)  is  the  af^lied  pressure. 

L  amd  L  are  the  dimensions  of  the  plate  in  the  x  and  y  directions  . 
ifie  consults  D  and  C  are  the  bending  rigidity  and  wave  speed. 


12  (W) 


/  ci!  - 


p(l-vM 


E  is  Young's  modulus  and  v  is  Poisson's  ratio.  Comma  denotes  partial 
differntiation.  For  a  siiif)ly  supported  plate, 


w(x,y,t)  •  A(t)  sin 


0  ■“  0 


\diere  A(t)  is  an  xsiknown  function  of  time. 

By  substituting  equation  (26)  into  equations  (23)  and  (24)  the 
governing  equation  taV.es  the  form  of  equation  (12), 

+  w*  (A+fA’  )  +  oA  -  F(t)  , 


^diere. 


■a0’-0T 


F(t)  - 


phL^Ly  0  0 


f  t  sin  — 


•  sin  —  p(x,y,t)  dxdy 
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Let  the  excitation  have  the  form 


p(x,y,t) 


p^(t)  sin 


Equations  (30)  and  (31)  give 
Pjt) 


F(t)  - 


ph 


Ihe  dancing  coefficient, a,  in  (27)  is  taken  to  be 
a  -  , 

where  h  is  the  loss  factor. 


(31) 


(32) 


(33) 


For  the  present  stiidy  we  will  obtain  the  stress-displacement 
relation,  equation  (15),  by  neglecting  in-plane  displacements  and 
assuming  that  the  maximum  stress  may  be  approximated  by 

S  -  E  ,  (34) 

>4iere  e  is  the  strain  in  the  y  direction  at  the  surface  of  the  plate  at 
its  micr^point  (x-L /2,  y*«L  /2).  For  a  simply-supported  plate  this  will 
be  the  location  oc  maxiimmr  stress.  It  is  assumed  that  the  y  component  of 
the  strain  is  greater  than  the  x  component  which  will  be  true  if 
Evaluating  the  stress  in  this  case  gives  “ 

h  3^w  h  fii  'I*  n 

S-E - -E-  —  A  sin  - 

2  3y^  2  UyJ  2 

Eh  (35) 

The  constant  K  in  equation  (15)  is  then 


K  - 


Eh 

4 


(36) 


This  is,  of  course,  a  very  crude  approximation  but  it  will  suffice  for 
our  present  purposes. 
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Hie  remaining  constants  to  be  determined  for  our  conf)arisons  are  the 
material  properties  b  and  c  in  the  damage  accumulation  n^el,  equation 
(6).  These  must  be  obtained  expeiimentally.  For  this  study,  we  only 
need  to  use  "typical"  numbers  for  a  conmon  material.  Hie  constants  used 
in  the  calculations  are 

b  -  6.33  and  c  -  6.56  x  10^®  (37) 

The  results  presented  in  the  following  correspond  to  an  aluminum 
plate  with  the  following  properties:  (English  units) 

E  -  lO’psi,  p  -  0.1  Ibs./in*,  V  -  0.3,  -  20  in.,  -  10  in., 

and  h  -  0.063  in. 

The  excitation  is  assumed  to  result  from  acoustic  pressure 
fluctuations.  The  driving  sound  pressure  level  is  given  by 

P 

L  -  20  log  -  (38) 

Pr*f 

where  "  0.0002  n  bar.  A  pressure  of  one  pound  per  square  inch 
corresponds  to  a  sowd  level  of  approximately  170  dB. 


VI.  Results  and  Conclusions 

Fatigue  life  estimates  for  the  nonlinear  plate  are  shown  in  figure  8. 
The  figure  shows  the  fatigue  life  as  a  function  of  excitation  level  for  a 
plate  ^th  a  modal  loss  factor  of  .005.  Predictions  are  shown  for  each 
method  described  in  section  IV.  The  results  identified  as  "exact" 
correspond  to  the  probabilistic  formulation,  equations  (13),  (14)  and  (8) 
and  the  numerical  simulation  approach  of  equations  (16)  and  (17).  The 
method  of  equivalent  linearization,  equation  (22),  gave  only  slighly 
lower  estimates  of  fatigue  life.  The  estimated  fatigue  life  of  the 
system  «dien  nonlinearity  is  neglected  is  also  shown  and  is  found  to  be 
significantly  less  than  that  for  the  nonlinear  case.  This  effect  follows 
from  the  fact  that  the  nonlinearity  increases  the  stiffness  when  the 
deflections  are  large  and  consequently  limits  the  response  anplitxjde. 

The  effect  of  damping  on  the  estimated  fatigue  life  was  examined  by 
performing  the  calculations  with  the  excitation  level  set  to  140  decibels 
and  varying  the  loss  factor  from  .0005  to  .5.  It  was  found,  as  can  be 
seen  in  equations  (13)  and  (14),  that  increasing  the  loss  factor  by  a 
factor  of  10  has  the  same  effect  as  reducing  the  excitation  level  by  10 
decibels.  This  is  shown  in  the  upper  x-axis  in  figure  8. 
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The  results  shown  in  figure  8  indicate  that  vhile  damping  can  have  a 
strange  effect  on  the  spectral  response  as  seen  in  figure  5,  it  has  a 
benificial  and  easily  predicted  effect  on  the  fatigue  life.  The 
excellent  agreement  between  the  methods  of  estimating  fatigue  life 
indicate  that  it  is  possible  to  obtain  reasonably  accurate  resxilts 
without  accurately  accounting  for  the  probability  densities  of  the 
response  and  of  the  response  peaks.  The  assumption  that  the  response  is 
a  narrov^band  process  also  does  not  adversely  affect  the  results. 
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FIGURE  2  Approximate  Response  due  to  Single  Frequency  Excitation 
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FIGURE  4  COMPARISONS  OF  APPROXIMATE  SOLUTIONS  TO  DUFFING 'S  EQUATION 

WITH  RESULTS  OF  NUMERICAL  SIMUUTIONS 
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Effect  of  Damping  on  Spectrum 
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FIGURE  8 

Predicted  Fatigue  Life  of  Nonlinear  Plate 
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THE  ROLE  OF  DAMPING  IN  THE  SUPPRESSION  OF  PARAMETRIC  RESONANCES  IN 

NONLINEAR  SYSTEMS 


Lawrence  D.  Zavodney  and  Samir  M.  Shlhada 


Department  of  Engineering  Mechanics 
The  Ohio  State  University 
Columbus,  Ohio  43210 
(614)  292-2209 


Abstract 

Parametrically  excited  systems  are  not  uncommon  in  the  many  structures  and 
systems  built  today.  Classical  analysis  shows  that  the  presence  of  viscous 
damping  in  a  linear  system  does  not  limit  the  infinite  amplitude  of  the 
parametric  resonance.  In  this  paper  we  investigate  the  role  of  damping  in 
the  suppression  of  both  fundamental  and  principal  parametric  resonances  in 
nonlinear  systems.  The  results  show  that  critical  values  of  damping  are 
required  to  suppress  a  parametric  resonance.  In  some  cases,  the 
nonlinearity  causes  a  multivalued  response  that  allows  nontrivial  responses 
to  exist  at  levels  of  damping  that  exceed  the  critical  threshold  of  damping 
for  stability  predicted  by  linear  theory.  For  small  values  of  damping, 
chaotic  responses  were  observed. 


1 .  Introduction 

Problems  associated  with  structural  vibrations  present  a  major  hazard 
and  design  limitation  for  a  wide  range  of  engineering  systems.  There  are 
numerous  structures,  including  proposed  large  flexible  spacecraft  and  space 
stations,  for  which  structural  integrity  is  of  paramount  concern,  and  for 
which  a  thorough  and  precise  knowledge  of  the  dynamic  characteristics  is 
essential.  The  most  important  aspect  of  vibration  is  the  phenomenon  of 
resonance.  Resonant  oscillations  are  forced  oscillations,  except  for 
internal  resonance,  occurring  for  some  specific  relationship  between  the 
frequency  of  excitation  and  the  natural  frequencies  of  the  system. 

In  addition  to  conventional  external  excitation,  structures  can  also 
be  parametrically  excited.  Parametric  excitation  appears  in  the  governing 
differential  equations  in  the  form  of  time -dependent  coefficients.  In 
parametrically  excited  systems,  nonlinearity  is  seen  to  be  quite  important 
in  the  analysis  of  steady-state  responses.  Although  the  analysis  of  the 
linearized  system  provides  us  with  some  Information,  such  as  the  regions  of 
instability,  it  cannot  predict  the  steady- state  response.  The  reason  for 
this  is  that  as  the  amplitude  of  response  grows,  the  nonlinearity- -not  the 
linear  viscous  damping- -will  come  into  play  and  limit  the  growth  to  some 
finite  value.  This  finite-amplitude  behavior  is  consistent  with 
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observations  in  the  field  and  laboratory.  Hence,  any  investigation  of  the 
role  of  damping  in  parametric  resonance  needs  to  include  the  nonlinear 
stiffness  terms  in  the  governing  eqiiations.  Without  the  nonlinear  terms, 
the  equations  will  admit  non- convergent  solutions  when  the  system 
parameters  dictate  a  presence  Inside  the  "unstable  region"  of  parametric 
resonance . 

The  role  of  damping  and  nonlinearity  in  externally  excited  systems  is 
fairly  well  understood.  The  same  cannot  be  said  about  parametrically 
excited  nonlinear  systems.  Since  even  the  linearized  differential 
equations  with  time -dependant  coefficients  are  difficult  to  analyze, 
nonlinear  parametric  excitation  problems  have  not  been  treated  extensively. 
Nonlinearity  plays  a  major  role  in  limiting  the  unbounded  growth  of  a 
parametric  resonance  in  comparison  to  the  secondary  role  played  by  linear 
viscous  damping.  This  is  in  contrast  to  the  external  oscillator  where  the 
presence  of  damping  does  Indeed  significantly  reduce  the  steady-state 
amplitude  of  the  response.  In  a  parametric  resonance,  viscous  damping  will 
attenuate  the  rate  of  growth  of  a  parametric  instability,  but  will  do 
little  to  affect  the  steady-state  amplitude  of  a  parametric  resonance. 

In  parametric  systems,  nonlinearity  is  seen  to  be  quite  important  in 
the  analysis  of  steady-state  responses.  Although  the  analysis  of  the 
linearized  system  provides  us  with  some  information,  such  as  the  regions  of 
instability,  it  cannot  predict  the  steady- state  amplitude  of  response.  The 
reason  for  this  is  that  as  the  amplitude  of  response  grows,  the 
nonlinearity  in  the  system  will  come  into  play  and  limit  the  growth  to  some 
finite  value.  This  behavior  is  consistent  with  observations  in  the  field 
and  in  the  laboratory.  Hence  any  investigation  of  the  role  of  damping  in 
parametric  resonance  needs  to  include  the  nonlinear  terms  in  the  governing 
equations.  Without  the  nonlinear  terms,  the  equations  will  admit  non- 
convergent  solutions  when  the  system  parameters  dictate  a  presence  inside 
the  "unstable  region"  of  parametric  resonance.  In  this  region,  any 
Influence  of  the  damping  on  the  actual  amplitude  of  response  will  be  lost. 

There  is  little  literature  available  on  the  role  damping  plays  in  a 
parametric  resonance.  Linear  damping  in  single-degree-of-freedom  systems 
is  seen  to  simply  increase  the  threshold  value  (by  decreasing  the  size  of 
the  instability  region)  of  the  excitation,  but  does  not  attenuate  the 
unbounded  response.  Chelomel  [1977]  briefly  discusses  nonlinear  vibrations 
of  a  slngle-degree-of- freedom  system  with  parametrically  excited  friction 
and  stiffness.  He  found  that  it  is  possible  to  excite  parametric 
instability  by  introducing  parametric  damping. 

Hsieh  [1980]  investigated  the  influence  of  linear  viscous  damping  on 
the  stability  of  the  Mathieu  equation  with  a  cubic  nonlinear  restoring 
force.  He  demonstrated  that  the  presence  of  damping  raises  the  threshold 
required  for  a  parametric  resonance.  Nayfeh  and  Hook  [1979]  reported 
similar  behavior  of  the  parametrically  excited  Duffing  oscillator. 

Yano  [ 1984a, b]  considered  parametric  excitations  in  a  self-excited 
(van  der  Pol)  system  with  dry  (Coulomb)  friction  and  a  nonlinear  restoring 
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force  of  the  cubic  type.  He  found  that  dry  friction  suppressed  the 
negative  (van  der  Pol)  damping  but  not  the  parametric  resonance.  Yano  and 
his  colleagues  have  published  a  series  of  papers  dealing  with 
parametrically  excited  systems,  but  they  primarily  include  van  der  Pol 
damping. 

Hsu  [1977]  summarized  some  major  developments  in  parametrically 
excited  systems,  Including  a  single-degree-of-freedom  nonlinear  system  with 
quadratic  damping.  He  also  considered  a  string  hanging  in  a  fluid 
subjected  to  vertical  support  motion,  appearing  as  a  parametric  excitation. 

Zavodney  [1987]  and  Zavodney  and  Nayfeh  [1988,  1989a]  investigated 
the  influence  of  nonlinearity  on  the  fundamental  and  principal  pareunetric 
resonances  of  a  viscously  damped  linear  single -degree -of* freedom  system. 
They  found  that  the  presence  of  nonlinearity  limited  the  unbounded  growth 
of  parametric  resonance  and  caused  a  subcritical  instability.  Zavodney 
[1987]  and  Zavodney  and  Nayfeh  [1989b]  also  investigated  the  principal 
parametric  resonance  of  a  slender  beam  carrying  a  lumped  mass;  they  found 
excellent  agreement  with  theoretical  and  experimental  results. 

For  a  comprehensive  review  of  parametric  vibration  during  the  last 
decade,  the  reader  is  referred  to  Zavodney  [1989]. 

In  this  paper,  we  consider  single -degree -of -freedom  systems  governed 
by 


.  2  2  2 

d  +  Zepu  +  [w  +  eJu  +  €  au  +  eg  cos  Ot]u  ••  0 


(1) 


where  the  coefficients  e,  p,  ,  a,  and  g  are  constants  and  0  is  the 

parametric  excitation  frequency.  Equations  of  this  type  model  structural 
elements;  the  quadratic  term  may  be  due  to  cuirvature  or  an  asymmetric 
material  nonlinearity  and  the  cubic  term  may  be  due  to  mid-plane  stretching 
or  a  symmetric  material  nonlinearity.  The  parametric  term  may  be  due  to  a 
harmonic  axial  load. 


2.  Fundamental  Parametric  Resonance 

Fundamental  parametric  resonance  occurs  when  the  excitation  frequency 
O  is  close  to  one  of  the  system  natural  frequencies;  in  our  case  there  is 
only  one  natural  frequency  and  fundamental  parametric  occurs  when  0  «  b>o • 
This  is  also  called  secondary  or  second-order  parametric  resonance  because 
the  small-divisor  term  in  the  amplitude  response  equations  appears  at  the 
second  order.  Hence,  it  requires  a  much  higher  amplitude  of  excitation  to 
excite  the  fundamental  resonance  compared  to  the  principal  resonance 
discussed  later. 
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A  second-order  uniform  solution  of  (1)  is  sought  using  the  method  of 
multiple  scales  in  the  form 


u(t:0 


UqCTo.Tj.Tjj)  +  £U^(Tj,  ,Tj  .Tj)  +  £ 


(2) 


where  To  -  t  is  a  fast  scale  associated  with  changes  occurring  at  the 

2 

frequencies  wo  and  Q,  and  Ti  -  £t  and  Ta  -  £  t  are  slow  scales  associated 
with  the  modulations  in  the  amplitude  and  phase  caused  by  the  damping, 
nonlinearity,  and  resonances.  An  approximate  solution  can  be  expressed  as 
(Zavodney  [1987]  and  Zavodney  and  Nayfeh  [1988]) 

2  2 

u  -  a  cos(W|jt  +  ^)  +  £{(Sa  /6Wu)cos(2W|jt  +  2/9) 


+  [ga/2n(n  +  2W(j)]cos[(Q  +  Wj,)t  +  /9] 

+  [ga/2fl(fl-2Wo)]cos[(Q-w^)t.^]-6aV2u>o)  +  ...  ,  (3) 


where  the  amplitude  a  and  the  phase  7  are  governed  by  the  reduced  first- 
order  nonlinear  differential  equations 


.  2  2  3  2  2  3 

a  -  -£pa  +  (5£  Sga.  /2hw  )  sin  7  +  (f  g  a/Sw^)  sin  27  ,  (4) 


a7  -  £ 


■f  2  2  ' 

^  ® 

3 

2w  19,,* 

LL  0 

0  (4  ^  <1 

22  22 

5£  5ga  e  g  a  2 

+  - ; —  cos  7  +  - —  cos  Z7  +  £  aa  , 


8w, 


8w„ 


(5) 


where 


a,  -  (3q/8w„)-(55Vi2w^,  7  - 


(6) 


It  follows  from  (3)  -  (5)  that  to  the  second  approximation,  the 
damping  has  two  effects:  (a)  it  causes  a  linear  first-order  exponential 
decay  in  the  amplitude  which  competes  with  the  parametric  terms  and  (b)  it 
causes  a  frequency  change  proportional  to  the  amplitude  of  the  response. 

Og  is  seen  to  be  an  effective  cubic  nonlinearity  which  depends  on  both  the 
relative  magnitude  of  6  compared  to  a  and  on  the  sign  of  a. 

Periodic  solutions  of  (1)  correspond  to  the  fixed  points  (i.e., 
constant  solutions)  of  the  modulation  equations  (4)  and  (5) ,  which  in  turn 

correspond  to  a  -  0  and  7  -  0.  It  follows  from  (4)  and  (5)  that  periodic 
solutions  correspond  to  either  a  -  0  or 
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(7) 


3  2  3 

H  -  (5c6ga/24w  )sin  7  +  (€g  sin  27 


o  +  [(M*/2w^j)+(g*/12u*)-a^a*]  -  -(5iga/8w*)cos  7  -(g*/8w*)  cos  27  .  (8) 


In  this  case,  for  a  given  p,  (7)  and  (8)  need  to  be  solved  numerically  to 
determine  a  and  7. 

Not  all  of  the  steady-state  solutions  are  stable  and  hence, 
physically  realizable  in  simulation  or  practice.  To  determine  the 
stability  of  the  trivial  fixed  points,  we  investigate  the  solutions  of  the 
linearized  form  of  the  complex  amplitude -response  equation,  and  obtain 
unstable  trivial  responses  when 

(g*/16w*)-(2uQa  +  +  g^/6Wo)  >  4u>*/i*/£^  .  (9) 


To  determine  the  stability  of  the  nontrivial  fixed  points,  we  perturb 
the  steady- state  amplitude  and  phase  by  letting 

a  -  a^  +  aj(t),  7  -  7^  +  i^it)  ,  (10) 


and  study  the  behavior  of  the  disturbance.  If  the  disturbance  decays,  we 
say  the  solution  is  stable;  if  the  disturbance  grows,  we  say  the  solution 
is  unstable.  The  equations  obtained  are 

a^  -  [(5£^figa^,/24w*)  sin  y^Ja^  +  [  (5€’«ga’/24w’)  cos  7^ 


2  3  3 

+  (€  g  aj,/4<Dj,)  cos  27^]7j 


(11) 


7j  -  -[2e*a^ag-(5«*fig/8w’)  cos  yol^i  -  [ (5€*figaj,/8«“)  sin  7^ 


+  sin  • 


(12) 


In  general,  the  stability  of  the  fixed  points  is  a  continuous 
function  of  the  system  parameters.  As  one  of  the  parameters  of  the  system, 
say  damping,  is  varied,  it  may  happen  that  the  corresponding  fixed  point 
may  undergo  a  change  in  stability.  For  positive  damping  the  system  changes 
stability  when  one  real  eigenvalue  of  (11)  and  (12)  passes  from  the  left  to 
the  right  half  of  the  complex  plane  through  the  origin.  This  corresponds. 
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under  some  nondegeneracy  conditions,  to  a  turning  point  in  the  response 
curves  and  gives  rise  to  the  Jump  phenomenon. 

Before  considering  the  system  response  to  a  parametric  excitation,  we 
investigate  the  free  response.  The  singular  (equilibrium)  points  of  the 
system  are  calculated  from  (1)  by  setting  the  excitation  g  and  all 
derivative  terms  equal  to  zero.  The  roots  of  the  reduced  equation  are  then 
given  by 


u  -  0,  (l/2€a)[-«  ±  . 


(13) 


For  the  cases  analyzed  in  this  paper,  we  chose  a>o  ~  1.0,  a  -  4.0,  and 
e  -  0.10.  This  large  value  of  e  is  permitted  because  we  are  considering 
the  fundamental  parametric  resonance.  When  we  consider  the  principal 
resonance,  we  will  require  much  smaller  values  of  e.  When  S  -  5.0  there 
are  two  stable  equilibrium  positions  (foci)  and  one  unstable  equilibrium 
(saddle)  point.  When  S  -  4.0,  the  radical  vanishes  and  the  left  focus  and 
saddle  point  merge  to  form  a  cusp;  when  S  -  3.0,  the  only  real  root  is  the 
origin.  Phase  plane  plots  and  potential  energy  diagrams  are  shovm  in 
Figure  1  for  these  three  cases.  The  perturbation  analysis  was  applied  to 
motions  about  the  equilibrium  point  at  the  origin. 

In  the  presence  of  damping  and  excitation,  an  approximate  expression 
for  the  response  is  given  by  equation  (3).  The  steady-state  response  phase 
7  used  to  calculate  u(t)  is  determined  numerically  from 


F(7) 


a 


3 

24/Wp _ 

SeSg  sin  7 


>2 


3g  sin  2y 
56  sin  7 


5Sg  cos  7 


24p« 


3g  sin  27 


5e6g  sin  7  56  sin  7 


.  g  cos  27  „ 

o  »  ”  ’ 


(14) 


and  then  the  amplitude  a  is  calculated  directly  from  equation  (7) .  The 
stability  of  each  solution.  Including  the  trivial  solution,  is  determined 
from  equations  (9),  (12)  and  (13).  Since  we  are  examining  the  parametric 
resonance  we  will  consider  oscillations  about  the  singular  point  at  the 
origin.  The  response  around  the  left  well  is  combined  external  and 
parametric  vibration;  hence  the  perturbation  solution  here  is  not  valid  for 
oscillations  about  the  left  equilibrium  point.  Hence,  to  insure  that  we 
stay  in  the  neighborhood  of  the  origin,  we  will  consider  only  the  case  of 
the  single-well  potential  shown  in  Figure  1.  All  three  cases  have  stable 
trajectories  about  the  origin  which  are  quite  similar  in  nature.  The 
differences  become  apparent  when  the  amplitude  of  the  motion  becomes  large 
enough  to  be  affected  by  the  homoclinic  orbit;  however,  at  these 
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amplitudes,  the  small  eunplltude  assumption  underlying  the  perturbation 
solution  may  not  be  valid. 

Before  investigating  the  effect  of  damping  on  the  steady- state 
response,  the  frequency  response  of  the  system  for  a  selected  value  of  the 
damping  coefficient  will  be  investigated;  a  typical  curve  is  shown  in 
Figure  2.  In  this  case,  the  nonlinear  coefficients  are  such  that  the 
effective  cubic  nonlinearity  given  by  equation  (6)  is  negative.  Hence  the 
overall  nonlinearity  is  of  the  softening  type.  Figure  2  displays  this 
softening  behavior  by  bending  to  the  left.  This  is  due  to  the  quadratic 
nonlinearity  which  is  always  of  the  softening  type,  even  though  the  cubic 
nonlinearity  is  positive.  This  figure  shows  that  there  are  five 
bifurcation  values  of  a  that  divide  the  a  axis  into  six  distinct  intervals. 

The  effect  of  viscous  damping  on  the  fundamental  parametric  resonance 
is  shown  in  Figure  3.  For  large  positive  values  of  a,  solutions  do  not 
exist.  As  a  is  decreased  from  above,  stable  nonlinear  solutions  appear 
simultaneously  with  the  stable  trivial  solution.  Since  the  trivial 
solution  is  stable,  we  have  not  yet  entered  the  region  of  parametric 
resonance.  However,  we  see  that  two  solutions  exist.  As  a  is  decreased 
further,  the  nonlinear  solutions  intersect  the  trivial  branch;  the 
intersection  marks  the  critical  damping  point  predicted  by  linear  theory. 
Probably  the  most  significant  feature  of  this  amplitude -response  curve  is 
that  it  is  quite  flat  for  small  values  of  damping.  If  one  wanted  to 
suppress  (by  damping  out)  a  parametric  resonance,  it  can  be  accomplished 
only  by  exceeding  the  critical  value  of  damping  predicted  by  nonlinear 
theory.  Also  note  that  significant  increases  in  the  value  of  the  damping 
coefficient  produce  modest  attenuations  of  the  amplitude  of  the  response. 

If  p  -  0.5,  Figure  3  shows  that  by  doubling  or  tripling  the  damping,  one 
accomplishes  less  than  10%  reduction  of  the  amplitude. 

Note  that  when  a  -  0,  the  perturbation  solution  shows  four 
bifurcation  values  that  divide  the  damping  axis  into  five  distinct  regions. 
When  fi  >  where  p4  -  2.25,  only  the  trivial  solution  is  possible,  which 
is  stable.  When  ps  <  p  <  a»4  ,  where  ps  -  2.05,  there  are  three  possible 
solutions:  the  trivial  solution  which  is  stable  and  two  nontrivial 
solutions,  the  larger  one  being  stable  and  the  smaller  one  being  unstable. 
When  H2  <  A*  <  /^Si  where  /12  -  1,92  and  is  the  critical  damping  coefficient, 
there  are  five  possible  solutions:  the  trivial  solution  which  is  still 
stable  and  four  nontrivial  solutions,  two  of  which  are  stable.  When  fii  <  fi 
<  fM2,  where  -  1.75,  there  are  five  possible  solutions:  the  trivial 
solution  which  is  now  unstable  and  four  nontrivial  solutions,  three  of 
which  are  stable.  When  fi  <  m  there  are  three  possible  solutions:  the 
trivial  solution  which  is  unstable,  and  two  nontrivial  solutions  which  are 
both  stable. 

This  behavior  shows  that  linear  analysis  is  not  sufficient  to  predict 
an  absence  of  stable  nontrivial  solutions  based  upon  a  stability  analysis 
of  the  linearized  equation.  As  shown  by  this  analysis,  it  is  possible  to 
have  co-existing  stable  nontrivial  solutions  with  a  stable  trivial 
attractor. 
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The  results  shown  in  region  II  of  Figure  3(c)  for  tr  -  0.0  predict 
three  stable  solutions;  these  solutions  (obtained  by  integrating  the 
governing  equation  using  a  fifth  and  sixth  order  Runge-Kutta-Verner 
algorithm)  are  shown  in  the  time  domain  in  Figure  4.  Since  several  stable 
solutions  coexist,  the  initial  conditions  determine  the  final  state.  Note 
that  the  larger  of  the  two  smaller  solutions  requires  much  more  time  to 
achieve  steady  state. 


3.  Prindlpfll  Rg^opw?? 

Principal  parametric  resonance  occurs  when  the  excitation  frequency  fl 
is  close  to  two  times  the  system  natural  frequencies;  in  our  case  it  occurs 
when  0  »  2wo-  This  is  also  called  primary  or  first-order  parametric 
resonance  because  the  small  divisor  term  in  the  amplitude  response 
equations  appears  at  the  first  order.  Hence,  this  is  the  most  common  of 
the  parametric  resonances  and  the  most  easily  excited.  A  similar  analysis 
is  performed  for  this  case;  a  second-order  approximate  solution  can  be 
expressed  as  (Zavodney  [1987]  and  Zavodney  and  Nayfeh  [1989a]) 

1  1  12 

u  -  a  cos(  Qt  -  -  7)  +  {—  5a  cos(nt  -  7) 
ea  3112 

+  -  cos[~  Ot  -  -  7]  -  -  5a  )  +  .  .  .  (15) 

2n(n+2w^) 


where  the  amplitude-  and  phase -modulation  equations  are  given  by 
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and  where 

7  -  eat  -  2^  , 
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3a 


55 


■  12.! 


(17) 


(’?■) 


(19) 


Steady-state  solutions  correspond  to  the  constant  solutions  of  (16) 
and  (17) ;  these  fixed-points  are  given  by 
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1  -  2  2^2 
2  1  3«g  c/i  I  g 

“  2  ■  64u,;  2c.^  ■  Wr'  20,^ 


ea  2*4 
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(20) 


The  stability  of  the  trivial  solution  is  given  by 


1  2  £0  2  2  2 


2w 


ow.  +  efi 


32.^0. 


(21) 


where  g^  is  the  critical  value  of  excitation  required  to  excite  a 
parametric  resonance,  and  the  stability  of  the  nontrivial  solutions  is 
governed  by  the  perturbations  given  to  the  nontrivial  solutions  according 
to 

0  0 

and 

7j  -  -  Afi^Qga^a^  -  2/i7^  .  (23) 


Stable  solutions,  determined  by  the  eigenvalues  of  the  coefficient  matrix, 
can  be  expressed  in  closed- form  and  occur  when 


2 


3cg 


64.^’  K 


-  €a„a„ 
e  0 


>  0 


(24) 


When  Og  >  0  ,  the  steady-state  solution  corresponding  to  the  negative  sign 
in  equation  (20)  is  unstable,  whereas  that  corresponding  to  the  positive 
sign  is  stable.  On  the  other  hand,  when  <  0  ,  the  steady-state  solution 
corresponding  to  the  positive  sign  in  equation  (20)  is  unstable,  whereas 
that  corresponding  to  the  negative  sign  is  stable. 

For  the  principal  parametric  excitation,  a  resonant  response  is 
solicited  at  much  lower  levels  of  excitation  than  required  for  the 
fundamental  resonance.  This  lower-level  excitation  is  represented  by  a 
smaller  value  of  £ ;  in  this  case  we  used  £  -  0.005.  Later  when  we  consider 
large  amplitude  responses  about  both  foci,  we  will  put  e  -  0.10.  The 
potential  wells  and  trajectories  are  identical  to  those  shown  in  Figure  1; 
however  since  e  is  smaller,  the  location  of  the  equilibrium  points  will  be 
scaled  according  to  (13).  The  amplitude  response  is  shown  in  Figure  5  and 
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the  frequency  response  Is  shown  In  Figure  6.  Figure  5  is  a  cross-section 
of  Figure  6  at  the  indicated  values  of  a. 

The  effect  of  viscous  damping  on  the  amplitude  of  response  is  shown 
in  Figure  7.  From  this  series  of  solutions  for  different  values  of 
detuning,  we  conclude  that  a  principal  parametric  resonance  can  be  excited 
only  if  the  damping  coefficient  is  below  a  critical  value.  In  some  cases 
this  critical  value  is  larger  than  that  predicted  by  linear  analysis  (i.e., 
corresponding  to  the  loss  of  stability  of  the  trivial  solution) .  Ve  also 
note  that  for  small  values  of  damping  (/i  <  2),  the  amplitude  of  the 
response  is  quite  insensitive  to  the  value  of  the  damping  coefficient.  For 
example,  when  a  -  0.0,  the  response  amplitude  for  /i  -  0.2  is  21.27,  and 
when  is  Increased  ten  times  to  2.0,  the  amplitude  is  attenuated  to  20.37. 
Thus,  an  order  of  magnitude  increase  in  the  damping  coefficient  attenuated 
the  response  amplitude  a  mere  4.4%.  Referring  to  equation  (20),  we  see 
that  once  g  is  large  relative  to  /x,  modest  changes  in  /x  have  negligible 
effects  on  the  amplitude. 

This  behavior  has  two  implications.  First,  in  the  field  or 
laboratory,  it  shows  that  one  does  not  need  an  extremely  accurate  estimate 
of  the  damping  coefficient  to  predict  a  steady-state  response  amplitude  if 
the  excitation  is  large  enough.  Second,  it  shows  that  the  reduction  of  the 
response  amplitude  to  a  parametric  excitation  is  possible  only  if  the 
critical  damping  coefficient  is  exceeded.  Increasing  the  damping 
coefficient  by  an  order  of  magnitude  may  achieve  only  slight  reductions  in 
the  response  amplitude.  Although  the  damping  is  seen  to  have  a  modest 
effect  on  the  steady- state  response  amplitude,  it  does  affect  the  rate  of 
growth  of  the  Instability  caused  by  a  parametric  resonance.  If  one  has  a 
nonstationary  parametric  excitation,  the  presence  of  damping  may  prevent  a 
large  resonant  response. 

The  amplitude  response  predicted  by  equation  (20)  and  shown  in 
Figure  7  was  verified  by  numerically  Integrating  the  governing  equation 
(1).  When  a  -  -15.0,  as  shown  in  Figure  7(a),  the  perturbation  solution 
shows  two  stable  solutions  for  small  values  of  ft  --  a  nontrivial  and  a 
trivial.  These  responses  are  shown  in  the  time  domain  in  Figure  8.  Since 
multiple  attractors  coexist,  the  initial  conditions  determine  the  response. 
It  is  also  possible  that  disturbances  to  the  system  could  knock  the  steady- 
state  response  to  the  other  solution.  For  ex£unple,  a  trivial  response 
could  be  disturbed  such  that  it  would  grow  to  the  nontrivial  response,  and 
vice-versa.  The  trivial  solution  is  the  only  one  predicted  by  the 
linearized  equation,  hence  one  could  come  to  an  erroneous  conclusion 
regarding  stability.  The  other  response  curves  in  Figure  7  show  the 
progression  for  selected  values  of  frequency  detuning:  the  region  of 
parametric  resonance  is  seen  in  Figures  (b)  -  (d)  as  the  transition  of 
unstable  trivial  solutions  to  stable  trivial  solutions  occurs. 

Interesting  behavior  occurs  for  larger  values  of  e .  By  increasing  c 
we  increase  the  influence  of  the  nonlinearity  as  well  as  the  excitation  and 
damping.  By  setting  S  -  5.0  we  have  a  double -well  potential,  and  hence, 
more  interesting  behavior.  The  influence  of  damping  for  g  -  14.5  is  shown 
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in  Figure  9.  For  >  5.0,  only  the  trivial  solution  is  stable.  For  fi  - 
4.5,  a  small  eunplitude  parametric  resonance  occurs,  and  is  shown  in  Figure 
9(a).  As  (i  is  decreased  further,  the  response  amplitude  Increases;  the 
steady-state  response  for  /i  —  1.30  is  shown  in  Figure  9(b).  As  p  is 
decreased  to  1.21,  a  period-doubling  bifurcation  occurs,  and  is  shown  in 
Figure  9(c).  This  period- doubling  cascade  continues  and  culminates  in 
chaos.  Time  histories  for  the  large  amplitude  steady-states  in  Figure  9 
are  shown  in  Figure  10.  For  a  more  complete  discussion  of  the  chaotic 
response  and  fractal  behavior,  the  reader  is  referred  to  Zavodney  [1987] 
and  Zavodney  and  Nayfeh  [1989a]. 


4.  Summary 

The  influence  of  the  linear  viscous  damping  coefficient  in  a 
nonlinear  parametrically  excited  one-degree-of-freedom  system  was 
investigated.  Nonlinear  terms  were  retained  because  they  alone  are 
responsible  for  limiting  the  infinite  response- -even  in  the  presence  of 
damping.  The  method  of  multiple  scales  was  used  to  obtain  a  second-order 
uniform  expansion  for  the  response.  Steady-state  solutions  were  obtained 
for  small  but  finite  amplitude  oscillations  around  the  origin  for  both 
fundamental  and  principal  parametric  resonances,  and  it  was  shown  that  the 
results  qualitatively  describe  the  system  response  for  the  parameters 
chosen. 

The  perturbation  solution  predicts  a  threshold  (critical)  value  at 
which  parametric  resonances  can  be  excited.  It  also  predicts  a  subcritical 
instability  and  up  to  two  nontrivial  responses  which  exist  at  values  of  the 
damping  coefficient  that  exceed  the  critical  damping  required  to  suppress  a 
parametric  resonance  based  on  linear  theory.  Hence,  in  both  of  these 
cases,  the  linear  theory  predicted  stability  when  the  nonlinear  theory 
predicted  large  amplitude  steady-state  responses. 

To  summarize,  the  damping  was  seen  to  play  a  minor  role  in  the 
suppression  of  parametric  resonance  unless  the  damping  was  large  enough  to 
exceed  the  critical  value;  in  some  cases  one  must  exceed  the  nonlinear 
critical  value  in  order  to  suppress  the  parametric  resonance.  This 
behavior  was  seen  in  the  general  flatness  of  the  amplitude  response  curves 
for  small  values  of  damping  followed  by  the  rather  fast  attenuation  or  Jump 
in  the  nontrivial  response.  The  jump  down  and  Jump  up  was  caused  by  a 
turning  point  bifurcation.  When  multiple  solutions  existed,  the  initial 
conditions  and  disturbances  to  the  system  determined  the  response. 
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Figure  1.  The  potential  wells  and  corresponding  phase- 


Figure  2.  The  variation  of  the  steady- state  response  asiplitude  a  with  the  excitation  frequency 
detuning  a:  a-4.0,  4-3.0,  g  —  15.0,  e-0.10. 


Figure  3.  The  variation  of  the  anplltude  with  the  damping  coefficient  n 

for  selected  frequencies  of  excitation:  ( - )  stable,  ( — ) 

iinstable,  a  -  4.0,  f  -  3.0,  g  15.0,  c  -  0.10,  (a)  a  -  -15.0 
(b)  a  -  -12.0,  (c)  a  -  0.0,  (d)  o  -  9.0,  (a)  a  -  12.0. 
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(u(0) ,  u(0) )  used  to  obtain  the  three 


Figure  5.  The  variation  of  the  steady-state  response  amplitude  a  with  the  excitation  amplitude 

g:  ( - )  stable,  ( — )  unstable,  o— 4.0,  fi-3.0,  p-l.O,  c-  0.005,  (a)  a  0.0, 

(b)  a  -  -15.0. 


ligure  6.  The  variation  of  the  steady- state  response  amplitude  a  with  the  excitation  frequency 

detuning  o:  ( - )  stable,  ( — )  unstable,  o  “  A.O,  S  “  3.0,  ft  “  1.0,  g  20.0, 

e  -  0.005. 
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Figure  8.  The  time  history  showing  the  response  of  equation  (1)  for  the 
case  shown  in  Figure  7(a)  for  p  -  2.0.  The  initial  conditions 

(u(0),  u(0)  )  used  were  (a)  (  2.0,  0.0  ).  (b)  (  20.0,  0.0  ). 
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ABSTRACT 


Experimental  results  on  single  mode  free  response  using  the  SCOLE 
configuration  at  NASA  Langley  Flight  Research  Center  exhibit  significant 
nonlinear  damping  effects.  To  account  for  the  observed  behavior  a  class  of 
nonlinear  damping  models  is  proposed  for  energy  conservation  systems. 

The  Krylov-Bogoliubov  technique  provides  a  remarkably  good  approximation  at 
all  reasonable  damping  constants.  It  also  shows  that  many  of  the  known 
damping  models  such  as  constant  friction,  air-damping  in  flow  at  high 
Reynolds  numbers  among  others  cannot  be  distinguished  from  one  generic 
model  —  the  "energy"  model  —  appropriately  specialized,  based  on  free 
response  alone.  This  in  turn  raises  the  question  whether  forced  response 
—  in  particular  response  to  random  white  noise  —  could  help  resolve  the 
ambiguity.  Some  exact  analytical  results  for  the  non-Gausslan  distributions 
that  arise  are  presented  based  on  the  Fokker-Planck  equations.  Finally, 
several  nonlinear  damping  models  for  distributed-parameter  systems  are 
suggested  which  would  exhibit  the  observed  single-mode  free  response. 
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SCOLE  DAMPING 


1 .  INTRODUCTION 


Although  the  inherent  damping  phenomena  in  flight  structures  are  still 
little  understood,  many  studies  of  free  response  —  such  as  the  recent 
experiments  with  SCOLE  [1]  —  would  indicate  nonlinear  behavior  especially 
at  high  amplitudes.  A  typical  free  response  curve  is  shown  in  Figure  1, 
which  shows  the  characteristic  "convex-downward"  or  CUP  feature.  Many 
nonlinear  models  have  been  proposed  in  the  literature  [2],  Thus  in  terms  of 

the  basic  second-order  dynamics  for  the  displacement  variable  x(t)  in  free 

response : 

+  co^x(t)  +  YD(x(t),  x(t))  =  0  (1.1) 

where  w  is  the  mode  frequency  and  y  the  (small)  damping  constant,  we  have 
for  "Coulomb  Friction"  Damping: 

D(x(t),  x(t))  =  sign  x(t)  .  (1.2) 

For  high  Reynolds  number  flow: 

D(x(t),  x(t))  =  lx(t)(  x(t)  (1.3) 

modifications  of  which  include  "nonanalytic"  functions  (see  [2]): 

D(x(t),  x(t))  =  |x(t)|“x(t)  ,  0  <  a  <  1  .  (1.4) 

Our  purpose  here  is  to  examine  these  models  particularly  from  the  point 
of  view  of  System  Identification  (from  orbit  data,  for  example).  We  shall  show 
that  these  models  cannot  be  distinguished  based  on  single-mode  free  response 
data.  In  particular  we  also  suggest  a  new  class  of  models  based  on  the 
instantaneous  total  energy  in  the  system.  We  also  present  some  explicit 
results  on  response  to  random  excitation  using  the  Fokker-Planck  equations, 
still  in  the  single-mode  case.  Finally  we  present  a  variety  of  models  for 
distributed  parameter  systems  such  as  in  vibrating  strings  and  beams  which 
can  exhibit  the  kind  of  single-mode  response  discussed. 


2.  NONLINEAR  DAMPING  MODELS:  SINGLE  MODE  RESPONSE 
The  basic  dynamics  are  described  by: 

^—4  +  a)^x(t)  +  YD(x(t),  x(t))  =  0  .  (2.1) 

dt^ 

To  determine  possible  nonlinear  damping  models,  we  note  first  that  the 
instantaneous  energy  E(t)  is  given  by 

E(t)  -  ■^(a)^x(t)^  +  x(t)^)  .  (2.2) 
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The  rate  of  change  is 

^  E(t)  -  (u^x(t)  +  x(t))  x(t) 

-  -YD(x(t),  x(t))  x(t)  .  (2.3) 

Hence,  since  we  are  only  considering  energy  conservative  systems,  we  must 
have  that 

D(x(t),  x(t))  x(t)  S  0  .  (2.4) 

In  terms  of  Independent  variables  x,  y,  the  function  D(*,  •)  must  be  such 
that 

D(x,  y)y  i  0  for  all  x,  y  . 

Note  that  this  condition  is  satisfied  by  the  models  (1.2),  (1.3),  (1.4)  in 
Section  1,  taken  from  the  literature.  We  may  generalize  these  to: 

D(x,  y)  -  x^”|xj“  ly|^  (2.5) 

where  m  and  n  are  positive  integers  and  0  ^  a,  g  ^  1,  first  presented 
in  [1].  The  primary  question  is  whether  we  can  Identify  the  parmaeters 
involved  m,  n,  a,  6  from  free  response  data.  For  this  purpose  since  the 
damping  is  small  (small  y)  it  is  convenient  to  use  the  Krylov-Bogoliubov 
approximation  [3]  to  determine  the  solution  of  (2.1),  which  we  shall  now 
rewrite  separating  out  the  linear  damping  part: 

x(t)  +  a)^x(t)  +  24a)x(t)  +  YD(x(t),  x(t))  =  0  .  (2.6) 

The  Krylov-Bogoliubov  approximation  is  the  slow  varying  sinusoid: 

x(t)  -  A(t)  sin  (u)t  +  (p) 


where,  defining 


where  T  is  the  period: 


we  have: 


A  -  A(nT) 
n 


log  Aj^^j  -  log  Aj^  -  2x4 


21.  ■'(Ak) 

Y  —  •  — 

CO 


(2.7) 


where  the  function  K(*)  is  determined  by: 


K(A) 


J_ 

2x 


2n 

j  D(A  sin  g, 
0 


Au  cos  6)  cos  6  d6  . 


(2.8) 
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For  D(‘,  •)  given  by  (2.5)  we  have 


1  A  1  A  Or  o  2n+6-l . 2n+2m+o+6 

lo8  \  ~  ^iTYyw 


(2.9) 


where 


y 


2tt 


D(sin  6,  cos  8)  d0 


f(m,  n,  a,  6) 


and  is  easily  evaluated  —  see  [1].  But  the  exact  value  is  not  important 
from  the  Identification  point  of  view  since  it  is  multiplied  in  (2.9)  by  the 
unknown  damping  constant  y.  Comparison  between  the  solution  given  by  (2.9) 
and  that  obtainable  by  numerical  solution  of  (2.6)  using  multi-step  (Runge- 
Kutta)  techniques  has  been  examined  in  [4],  especially  the  behavior  for 
high  y.  It  should  be  also  noted  that  the  exponent  of  Aj^  involves  a 
combination  of  m,  n,  a,  6  and  makes  apparent  the  difficulty  in  resolving 
them. 

An  unexpected  consequence  of  the  validity  of  the  Krylov-Bogoliubov 
approximation  is  that  we  can  now  present  a  new  class  of  damping  models  — 
"energy"  models  —  which  can  yield  the  same  Krylov-Bogoliubov  approximation. 
Thus  let 


D(x(t),  x(t)  -  x(t)  E(t)‘*  -  x(t) 


f(co^x(t)^  +  x(t)^)l*^ 


(2.10) 


where  q  >  0.  This  clearly  satisfies  (2.4)  and  moreover  the  Krylov- 
Bogoliubov  approximation  is  (see  [5]) 

log  -  log  A^  -  2irc  -  ^  A^^  . 


(2.11) 


Thus,  as  first  observed  in  [5],  we  can  obtain  the  same  kind  of  response  as 
in  (2.7)  by  choosing  q  appropriately,  viz.  taking 

2q  ■  2n  +  2m  +  a  +  8  .  (2.12) 

This  clearly  underscores  the  difficulty  in  identifying  nonlinear  dmaping 
models  from  flight  data.  Hence  we  may  want  to  examine  the  possibility  of 
using  forced  response  —  in  particular  response  to  random  (white  noise) 
excitation. 


3.  FORCED  RESPONSE  WITH  RANDOM  NOISE  EXCITATION 

Especially  in  the  Civil  Engineering  oriented  literature  there  is 
considerable  work  reported  on  the  response  to  random  noise  excitation  applied 
to  nonlinear  damping  models  in  one  dimension  (single  mode)  [6].  One 
particular  tool  used  is  that  of  equivalent  linearization  because  of  the 
difficulty  in  obtaining  exact  distributions  which  cannot  of  course  be 
Gaussian.  The  analytical  tool  for  evaluating  the  first  and/or  second  order 


FDC-5 


steady  state  distributions  of  the  response  is  of  course  provided  by  (and  only 
by!)  the  Fokker-Planck  partial  differential  equations.  For  the  energy  model 
(2.10),  exact  solutions  have  been  presented  in  [5]  for  the  first  order  steady 
state  density,  indicating  explicitly  the  non-Gaussian  nature.  In  particular 
it  can  be  used  to  test  validity  of  the  equivalent  linearization  technique, 
at  least  for  this  example.  Thus  the  first  order  steady  state  density  of  the 
forced  response: 

x(t)  +  a)^x(t)  +  2?x(t)  +  x(t)  (a)^x(t)^  +  x(t)^)'^  =  N(t)  (3.1) 

2 

where  N(-)  is  white  Gaussian  with  spectral  density  o  given  by: 


y  ~  X 


,  ,  f-2^uif  2  2  2'v 

Pv  y)  =  c  exp.  ( — 2“1‘^  ^  y  J 

X,X  I  o'- 


-  Y 


(a)‘^x^  +  y^) 
(q+1) 


where  c  is  a  normalizing  constant: 

00 

1  f 

1  “  TT  i  ®^P  “ 


2Cti)r 


yr 


q+1 


q  +  IJ 


dr 


(3.2) 


(3.3) 


where  the  Integrand  in  (3.3)  is  actually  the  density  of  the  energy  2E(t). 
The  second  term  in  the  exponent  in  (3.2)  clearly  indicates  the  non-Gausssian 
nature.  Unlike  the  linear  case,  x(t)  and  x(t)  are  no  longer  independent. 
We  can  calculate  that  the  steady  state  covariance  of  the  displacement  x(t) 
is  given  by 


E[x(t)"]  = 


1 

2a)" 


/  re 
0 


-Ar-Y,r'>"^ 


dr 


f  -Xr 
j  e  e 


dr 


where 


X  = 


2Ca) 


Yl  = 


o'^(q+l) 


For  small  enough  y  we  have  the  approximation 


E[x(t)^] 


(3. A) 


In  particular  the  goodness  of  equivalent  linearization  can  be  assessed  from 
(3.4).  The  density  corresponding  to  the  first  model,  (2.5),  would  appear 
to  be  more  complicated  than  would  be  indicated  by  using  the  equivalent 
value  for  q.  Thus  the  possibility  of  distinguishing  between  models  using 
forced  response  to  random  excitation  is  yet  to  be  explored. 
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4.  NONLINEAR  DAMPING  MODELS  FOR  DISTRIBUTED  PARAMETER  SYSTEMS 


At  the  present  time  no  nonlinear  damping  models  for  energy  conservative 
distributed  parameter  systems  are  available.  Here  we  propose  several  models 
for  the  beam  torsion  as  well  as  beam  bending  modes  for  a  uniform  Bernoulli 
beam.  To  yield  the  model  (2.5)  for  the  single  mode  response  we  suggest  for 
beam  bending  for  a  beam  of  length  21: 

u(s,  t)  +  Au""(s,  t)  -  24/Au"(s,  t) 


-  Y 


-  I 

I  u'  (s,t)  u'  (s,t)  ds 
-Z 


2(n+e)+l 

u"(s,  t) 


0  ,  (4.1) 


-«,  <  s  <  )!.;  0  <  t 

where  s  denotes  the  spatial  variable,  super-dots  represent  derivatives 
with  respect  to  time  t  and  the  primes  derivatives  with  respect  to  s,  and 

0  S  3  <  I 

and  X  is  the  appropriate  structure  constant.  And  corresponding  to  the 
energy  model  (2.10),  we  propose: 


u(t,  s)  -  24/Au"(t,s)  +  Xu""(t,  s) 


r  Z 


-  Y 


/  (Au"(t,  a)  +  u(t,  o)  )da 


u"(t,s)  =  0. 


(4.2) 


For  a  proof  that  the  single-mode  response  behavior  corresponding  to  (4.1) 
with  clamped  end  conditions  is  given  by  taking 

D(x(t),  x(t))  =  x(t)^"x(t)^"'^^|x(t)  I®  |i(t)|®  (4.3) 

reference  may  be  made  to  [7].  A  similar  argument  suffices  also  for  (4.2). 
The  beam  torsion  mode  case  is  more  complicated  because  the  linear  model  for 
proportional  damping  is  no  longer  a  differential  (local)  operator  (see 
[8]).  Thus  the  nonlinear  damping  model  proposed  is: 
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u(t,  s) 


+  Y 


f  ^  r  ^  \  cos  (irs/2£)  ^  ^  j 

_4  4  (8-ln(ir872£)  =8lnTiT0/2£))  “ 


2(n+8)+l 


cos  (tss/ll) 


(4.4) 


-I 


(sin  (Trs/2£)  -  sin  (iro/2£)) 


u'  (t,  a)  do  ■  0  . 


The  "energy"  model  is  obtained  by  replacing  the  term  containing  y  in  (4.4) 
by 


+ 


r  _ cos  (its/2£) _  •  >  (t  's 

a  sin  (iis/2£,)  -  sin  (ifa/ll)  ”  '  ° 


do  . 
(4.5) 


It  will  cake  us  too  far  afield  to  show  that  the  corresponding  single  mode 
dynamics  of  (4.4)  correspond  to  (4.3)  and  that  of  (4.5)  to  (2.10).  It 
should  be  noted  that  (4.1),  (4.2),  (4.4),  (4.5)  are  fairly  complicated 
nonlinear  partial  differential  equations  requiring  sophisticated  mathematical 
techniques  for  analysis  —  see  [9]  for  example.  Computer  simulation  may  be 
an  attractive  alternative. 
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ABSTRACT 

Methods  of  dynamic  structural  analysis  in  the  frequency  domain  are 
strongly  indicated  when  the  structural  and  damping  properties  are 
frequency-dependent.  Typical  problems  in  which  this  dependency  occurs  are 
soil -structure  interaction  problems.  Moreover  physical  non-llnearllties  can 
be  present  due  to  high  strain  levels  in  the  soil. 

In  the  present  work  a  method  of  dynamic  analysis  in  the  frequency  domain 
is  presented  that  performs  a  rigorous  analysis  of  non-linear  structural 
systems  with  physical  non-linisarities  and  frequency-dependent  properties. 
Stiffness  and  damping  properties  can  be  considered  as  frequency-dependent  and 
the  stiffness  property  can  also  be  strain-dependent.  The  method  is  a 
step-by-step  incremental  one  with  linearized  steps.  In  each  step  the 
integration  is  performed  in  the  frequency  domain  through  a  FFT  algorithm. 

Examples  of  the  analysis  of  SDOF  soil-structure  interaction  system  are 
presented  in  order  to  assess  the  applicability  and  stress  the  features  of  the 
method  and  to  show  the  influence  of  frequency-dependent  damping  in  the 
structural  response. 
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INTROIXJCriCffI 


Methods  of  dynamic  structural  analysis  in  the  frequency  domain  are 
strongly  indicated  when  the  structural  eind  damping  properties  depend  on  the 
excitation  frequency.  Typical  problems  in  which  this  dependency  occurs  are 
soil -structure  Interaction  problems.  On  the  other  hand  physical 
non-linearities  can  be  present  due  to  high  strain  levels  in  the  soil. 

Linear  Structural  dynamic  analysis  in  the  frequency  domain  is  well  known 
eind  had  a  great  development  with  the  use  of  the  FFT  algorithm.  Nevertheless 
only  recently  methods  of  non-linear  dynamic  structural  analysis  in  the 
frequency  domain  have  been  developed.  Kawamoto  [1983]  presented  the  so 
called  Hybrid  Frequency-Time  Domain(HFTD)  method  in  which  the  nc ''-linearities 
are  treated  as  pseudo-forces.  Darbre  and  Wolf  [1987]  demcnstrated  the 
convergence  for  the  partial  version  of  the  HFTD  method. 

In  the  present  paper  a  method  for  non-linear  dynamic  structural  analysis 
in  the  frequency  domain  is  presented  that  works  for 
Single-Degree-Of-Freedom(SDOF)  systems  with  frequency-dependent  properties 
and  physical  non-linearities.  Stiffness  and  damping  properties  can  be 
considered  as  frequency-dependent  and  the  stiffness  proF>erty  can  also  depend 
on  the  displacement.  The  method  uses  a  step-by-step  incremental  technique 
with  linearized  steps  and  a  secant  stiffness.  In  each  step  the  integration 
of  the  dynamic  equilibrium  equation  is  performed  exactly  in  the  frequency 
domain  through  a  FFT  algorithm  taking  into  account  the  frequency-dependent 
properties. 

Examples  of  the  analysis  of  non-linear  SDOF  systems  with 
frequency-dependent  properties  submitted  to  transient  excitation  are 
presented.  The  influence  of  the  frequency-dependent  damping  upon  the 
structural  response  is  highlighted  in  these  examples. 

FORMULATICTi  OF  THE  PROBLEM 

Consider  the  SDOF  system  of  Fig.  1  submitted  to  tin  arbitrary  excitation 
p(t).  The  spring  stiffness  k  depends  on  the  displacement  v  due  to  the 
system  non-linearity  and  the  damping  coefficient  depends  on  the  frequency  of 
the  excitation,  u.  The  problem  is  then  to  Integrate  the  dynamic  equilibrium 
equation 

mv  +  c((i))v  +  k{v)v  =  p(t).  (1) 

As  the  damping  coefficient  is  u  dependent  a  frequency-domain  analysis 
has  to  be  performed  and,  as  the  stiffness  dei>ends  on  the  displacement,  a 
linearization  technique  must  be  employed.  Consequently  the  present  method  is 
a  Step-by-Step  Jncremental  Linearization  in  the  Frequency  Domain  (SILFD) 
method.  In  each  linearized  step  a  secant  stiffness  is  considered. 
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THE  SILFD  METHOD 


In  order  to  calculate  the  response  of  the  system  governed  by  Eq.l  two 
approximations  are  made.  The  first  one  is  the  approximation  of  the  given 
load  by  piecewise  linear  segments.  The  total  time  interval  in  which  the 
response  is  to  be  calculated  is  divided  in  Intervals  At^  =  tj  -  tj_j  ;  Pj 

and  ^j-1  values  of  p(t)  in  times  tj  and  •  respectively, 

and  Apj  =  •  Fig-2a.  The  load  variation  in  time  interval  Atj  is 

given  by.  Fig.  2a  . 


Ap 


P(T)  =  Pj_i  + 


(2) 


J 


where  t  is  the  current  time  in  At^  (0<  t  <  ^tj).  The  second  approximation 

refers  to  the  spring  force  versus  displacement  curve.  This  curve  is  also 
approximated  by  piecewise  linear  segments  as  indicated  in  Fig.  2c.  The 
levels  of  these  two  approximations  depend  on  the  accuracy  with  which  the  load 
emd  the  stiffness  variation  can  have  a  good  representation. 

The  response  of  the  system  is  calculated  through  the  linearized  steps 
along  the  time  intervals  At^  in  which  the  spring  is  considered  linear  with 

stiffness  kj  .  Fig.  2b.  The  linearized  dynamic  equilibrium  equation  in 

time  interval  Atj  is 


mv  +  c(u)v  +  kjV  =  p(t) 


(3) 


with  the  initial  conditions  ^j-1  '  Taking  the  Fourier 

Transform  (FT),  (F).  of  both  sides  of  Eq.  3  and  considering  that  F  is  a 
linear  operator  one  obtains 


F[mv]  +  F[c(u)v]  +  F[kjV]  =  F[p(t)]. 


(4) 


The  following  equations  are  now  considered  by  definition: 


F[mv]  =  /** 


>•  -iwT  . 
m  V  e  dr 


(5a) 


F[c(w)v]  =  /***  c((i>)  V  e~*^  dr  ; 
o 

(5b) 

F[kjV]  =  /**  kjV  e  *‘^dT  =  kj  V(«)  ; 

(5c) 
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FCp(t)]  =  r  P(t)  dT  =  P{q)  . 


noting  that  in  Eq.  5c  k.  is  constant.  Integration  by  parts  of  the 
right-hzmd  sides  of  Eqs.  5a  and  b  gives  respectively 


••  r  2 

F[rav]  =  -  ~  •  i^) 

F[c(<i))v]  =  -  c(<i>)Vj_j  +  icx:((j)  V{<i))  .  (6b) 

Introducing  now  Eqs.  6a,  6b.  5c,  and  5d  into  Eq.4.  the  following  equation  is 
obtained 

[H(a))]“^  V(a)  =  P(«)  .  (7) 

In  this  equation 

P(u)  =  P((j)  +  «nVj_j  +  icjmVj  j  +  c(u)Vj_j  .  (8) 

is  the  FT  of  the  load  with  due  regard  of  the  initial  conditions,  and 

H((j)  =  [-w^m  +  l(Jc(u)  +  k.]  ^  (9) 

is  the  system  complex  frequency  response  function  in  time  interval  Atj 
The  Fourier  Transform  of  v(t)  Is  obtained,  by  inversion  in  Eq.  7,  as 

V((j)  =  H((j)  P(u)  .  (10) 

The  response  v(t)  in  time  Interval  Atj  is  then  the  inverse  FT  of  V((i))  , 
Eq.  10.  In  this  way 


The  FT  of  the  velocity  is 


V(«)  =  iuP(u)  H(t))  . 


The  velocity  response  is  the  Inverse  FT  of  V(w)  and  is  given  by 

r  V  {«)  d«  . 
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OOMPUTATIC»(AL  PROCEDURE 


The  computational  procedure  of  the  SILFD  method  consists  of  the 
following  steps: 

i.  for  each  time  interval  At^  Fig.  2a,  obtain  kj  from  the  spring 
force  versus  displacement  curve.  Fig.  2c. 

ii.  extend  the  load  function  in  time  Atj  with  a  trail  of  zeroes  in 

order  to  total  2™  points  (m  integer);  calculate  the  discrete  FT’s 
P((i)j^).  Eq.  5d.  and  Eq*  8.  (k  =  1.2 . 2"”).  Fig. 3 

.  considering  c((i)j^),  for  k  =  1.2 . 2"’. 


ill.  calculate 


Iv.  calculate  the  discrete  FT’s  V(cjj^),  Eq.lO,  and  Eq.l2,  for 

k  =  1,2 . 2™ 

V.  calculate  the  Inverse  discrete  FT’s  of  obtain 

v(t)  and  v(t) . 


Vi. 


if  Vj<  Vj^  ,  Fig.  2c.  go  to  time  interval 
Fig.  2c,  reduce  At^  and  go  to  ii. 
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EXAMPLES 


The  first  example  is  the  SDOF  system  of  Fig.l  with  mass  m  =  1.0  x 

0 

10  kg.  The  spring  force  versus  displacement  variation  is  bi-1 inear  and  is 

9 

given  in  Fig.  4  where  the  Initial  stiffness  is  k^  =  15  x  10  N/m.  Several 

damping  coefficient  versus  frequency  variations  are  considered  which  are 
shown  in  Fig.  5.  The  maximum  values  of  these  curves  correspond  to  damping 
ratios  of  5%,  10%,  20%,  30%,  and  40%  of  the  critical  damping  of  the  linear 
system.  The  system  is  submitted  to  the  load  given  in  Fig.  6.  The  curves  AOC 
and  AlO  in  Fig  7  are  the  system  responses  with  a  consteint  damping  coefficient 
corresponding  to  10%  of  the  critical  damping  and  with  the  damping  coefficient 
given  by  the  10%  curve  in  Fig.  5,  respectively.  The  consideration  of 
variable  damping,  in  this  case,  leauls  to  greater  values  for  the 
displacements.  The  curves  in  Fig. 8  display  the  response  with  damping 
coefficients  given  by  the  5%.  20%.  and  40%  curves  in  Fig. 5.  The  great 
influence  of  the  damping  variation  on  the  pseudo-period  of  the  response  and 
the  great  difference  in  the  obtained  displacements,  after  the  load  develops, 
is  to  be  noted. 
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The  second  example  is  a  SDOF  linear  system  with  m  =  1.0  x  lO^tg  ,  k  = 

1.5  X  10^*^  N/m  and  hysteretic  damping  coeffient  D  =  0.10  submitted  to  a 
transient  excitation.  The  analysis  is  performed  considering  a  viscous 
dzunping  ratio  f  =  0.10  and  and  equivalent  viscous  damping  coefficient 

defined  by  c  =  -  .  The  variation  of  c  with  u  is  shown  in  Fig. 9. 

As  this  variation  has  a  singularity  for  u  =  o  the  following  approximations 
are  considered:  horizontal  (1);  tangent  (2);  and  ptarabolic  (3).  Fig.  10 
shows  the  responses  obtained  with  a  viscous  damping  coefficient  corresponding 
to  a  daunping  ratio  of  10%  and  with  equivalent  viscous  damping  coeffients  with 
the  horizontal  (CHR) .  tangent  (CTG).  and  parabolic  (CPA)  approximations. 

From  Fig.  10  it  can  be  observed  that,  for  a  transient  excitation,  the 
consideration  of  the  frequency  content  of  the  excitation  leads  to  greater 
values  of  the  response.  On  the  other  hand,  for  a  resonant  harmonic 
excitation,  the  response  can  be  calculated  with  a  constant  equivalent  damping 
coefficient  equal  to  the  hysteretic  damping  coefficient. 

CONCLUSIONS 

The  method  presented  herein  is  applicable  to  the  analysis  of  the  dynamic 
response  of  non-linear  systems  in  the  frequency  domain.  The  stiffness  and 
damping  properties  can  depend  on  the  excitation  frequency,  as  in 
soil-structure  interaction  systems,  and  the  stiffness  can  depend  on  the 
displacement  in  face  of  non-linearities. 

The  use  of  a  FFT  algorithm  turns  out  the  method  to  be  competitive  with 
methods  in  time  domain.  On  the  other  hand  the  method  5  s  mandatory  for 
systems  in  which  the  properties  depend  on  the  frequency  content  of  the 
excitations.  The  system  non-linearities  ar  treated  by  incremental  linearized 
steps  with  a  secant  stiffness. 

Great  differences  in  the  responses  considering  consteuit  and 
frequency-dependent  damping  are  observed  in  the  Einalysed  cases  mainly  when 
the  treinsient  load  dies  out. 
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Fig.  4  -  Spring  force  versus  displacement 
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Abstract 

Fluid  inertia  effects  in  squeeze  film  dampers  are  investigated.  An  approximate 
energy  method,  based  on  the  assumption  that  the  velocity  profiles  of  the  classical 
lubrication  theory  do  not  change  much  due  to  fluid  inertia,  is  used.  The  kinetic  coenergy  of 
the  fluid  is  calculated  and  the  inertia  forces  are  obtained  by  Lagrange's  equations  in 
conjunction  with  Reynolds  transport  theorem.  The  governing  equations  are  then  solved  for 
a  small  circular  centered  whirl.  It  is  shown  that  for  this  case  the  fluid  inertia  forces  are 
equal  to  the  viscous  forces  in  the  damper  at  squeeze  Reynolds  number  ^ual  to  10,  and  are 
larger  thereafter.  It  is  also  shown  that  the  added  mass  due  to  fluid  inertia  can  be  as  high  as 
60  times  the  mass  of  the  journal  and  thus  cannot  be  neglected  in  the  dynamic  analysis  of 
rotors  incorporating  squeeze  film  dampers.  Also,  it  is  shown  that  the  classical  lubrication 
theory  is  in  error  with  respect  to  the  pressure  field  and  inertia  forces,  but  predicts  the 
velocity  field  reasonably  accurately,  for  Reynolds  number  within  the  range  of  usual 
application  of  squeeze  film  dampers. 
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Introduction 

Squeeze  film  dampers  (SFDs)  are  damping  devices  used  in  gas  turbine  engines  to 
damp  the  whirling  vibration  of  rotors.  Their  ability  to  attenuate  the  amplitude  of  engine 
vibrations  and  to  decrease  the  magnitude  of  the  force  transmitted  to  the  engine  frame  makes 
them  an  attractive  rotor  support.  Also,  the  energy  removed  in  the  dampers  enhances  the 
stability  of  the  rotor-bearing  system. 

SFDs  are  usually  designed  based  on  Reynolds  equation  of  the  classical  lubrication 
theory,  which  neglects  the  effects  of  fluid  inertia.  Recently,  in  their  experiments  on  SFDs 
Tecza,  et.  al.  ^  showed  that  fluid  inertia  may  be  a  significant  factor  in  determining  the 
dynamic  characteristics  of  SFDs.  They  encountered  a  critical  speed  in  their  experimental 
rig  which  they  did  not  expect  from  their  rotordynamic  analysis.  They  attributed  this  critical 
to  fluid  inertia.  This  has  prompted  several  investigations  of  the  effects  of  fluid  inertia  in 
SFDs.  TichylO  provided  an  explanation  for  the  importance  of  fluid  inertia  in  SFDs  versus 
journal  bearings.  San  Andrds  and  Vance^  obtained  the  steady  state  response  of  a  rotor 
incorporating  SFDs,  including  fluid  inertia  effects  by  using  an  averaged  momentum 
approximation.^ 

Perhaps  one  of  the  first  attempts  to  study  the  effects  of  fluid  inertia  in 
hydrodynamic  bearings,  is  the  work  of  Smith.^  Using  a  unique  form  of  Reynolds 
equation,  he  was  able  to  obtain  inertia  force  coefficients  for  journal  bearings,  and  his 
conclusion  was  that  the  effect  of  fluid  inertia  in  oil  film  bearings  is  to  introduce  an  added 
mass  to  the  rotor  and  this  may  affect  the  dynamics  of  the  rotor  especially  for  short  stiff 
rotors  on  wide  bearings.  Approximately  a  decade  later  Reinhardt  and  Lund^  used  a 
perturbation  solution  for  small  Reynolds  number  to  obtain  the  force  coefficients  of  journal 
bearings.  They  showed  that  fluid  inertia  introduces  rather  small  corrections  to  the  dioping 
and  stiffness  coefficients  of  journal  bearings  and  they  also  provided  plots  of  inertia 
coefficients  versus  the  eccentricity.  They  had  to  solve  a  set  of  differential  equations 
numerically  to  arrive  at  these  plots.  Another  notable  paper,  is  the  work  of  Szeri  et.  al.  ^ 
They  used  a  technique  based  on  averaging  the  inertia  forces  across  the  film,  to  obtain  the 
force  coefficients  in  a  squeeze  film  damper.  They  also  had  to  solve  the  resulting  differential 
equations  numerically.  A  recent  paper  by  Ramli  et.  al.^  compares  the  results  of  Smith, 
Reinhardt  and  Lund,  and  Szeri  et.  al.;  and  concludes  that  they  are  in  good  agreement, 
especially  for  short  bearings.  It  is  pointed  out,  however,  that  Smith's  approach  has  the 
advantage  of  computational  simplicity,  and  leads  to  fairly  simple  asymptotic  analytical 
expressions  for  very  short,  and  very  long  bearings. 

Here,  we  will  show  that  for  a  SFD  whose  journal  executes  a  small  circular-centered 
whirl,  the  fluid  inertia  forces  are  equal  to  the  viscous  forces  in  the  damper  at  squeeze 
Reynolds  number  equal  to  10,  and  are  larger  thereafter.  We  will  also  show  that  for 
Reynolds  number  in  the  range  of  usual  application  of  SFDs,  the  velocity  profiles  do  not 
change  much  due  to  fluid  inertia.  That  is,  the  classical  lubrication  theory  is  in  error  with 
respect  to  the  pressure  field  and  inertia  forces,  but  predicts  the  velocity  field  reasonably 
accurately. 

A  recently  developed  model  of  fluid  inertia  in  SFDs^,  is  based  on  the  assumption 
that  the  velocity  field  predicted  by  the  classical  lubrication  theory  is  not  changed  much  by 
fluid  inertia.  TTiis  permits  the  kinetic  coenergy  of  the  fluid  to  be  calculated,  and  the  inertia 
forces  to  be  obtained  by  Lagrange's  equations  as  applied  to  an  open  system.  This  energy 
approximation  has  the  advantage  of  the  applicability  to  cavitated  dampers,  since  it  is 
essentially  a  control  volume  approach,  and  consequently  can  handle  the  free  surfaces  that 
arise  due  to  cavitation.  This  model  is  used  in  this  paper  to  predict  the  fluid  inertia  forces  in 
SFDs  whose  journal  execute  a  large  amplitude  orbit.  The  damping  forces  in  the  SFDs  are 
obtained  by  Reynolds  equation. 
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Squeeze  Film  Dampers 

Figure  1  shows  the  construction  of  squeeze  film  dampers.  In  a  typical  application, 
the  damper  consists  of  an  oil  film  in  an  annulus  surrounding  a  rolling  element  bearing 
whose  outer  race  is  constrained  from  rotating,  usually  by  a  squirrel  cage.  Thus  the 
spinning  of  the  rotor  does  not  reach  the  oil,  and  only  when  the  rotor  whirls  does  the  oil  film 
act  to  damp  the  motion.  The  squirrel  cage  serves  to  center  the  journal  in  the  sleeve  as  well 
as  to  keep  the  outer  race  of  the  rolling  element  bearing  from  spinning. 


Figure  1  Construction  of  squeeze  film  dampers 

Figure  2  shows  a  SFD,  and  the  coordinate  systems  used.  The  film  thickness  h  at 
any  given  location  is  given  by 

h  =  c-ecos9  (1) 

where  c  is  the  clearance,  e  is  the  eccentricity  of  the  journal  and  0  is  measured  from  the 
positive  r-axis  of  the  whirling  coordinate  system  (r,  t,  z).  The  z-axis  is  perpendicular  to  the 
plane  of  the  paper.  Also  shown  in  Figure  2,  the  stationary  coordinate  system  (x,  y,  z)  and 

the  angle  (p  which  is  measured  from  the  positive  x-axis,  and  0  =  (p  -  y.  For  a  steady 

circular  whirl  y  =  cot,  where  O)  is  the  whirling  frequency  of  the  journal  and  t  is  time.  Ilie 
flow  in  the  damper  is  described  with  respect  to  the  stationary  coordinate  system  (X,  Y,  Z) 
shown  in  Figure  2. 

In  SFDs  the  ratio  of  the  clearance  c  to  the  radius  R  is  of  the  order  of  lO"^,  such  that 
the  effects  of  curvature  can  be  neglected,  and  we  can  use  the  stationary  cartezian  (X,  Y,  Z) 
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Figure  2  Ccxjrdinate  firames 


coordinate  system  shown  in  Figure  2,  (with  the  Z-axis  perpendicular  to  the  plane  of  the 
paper),  to  describe  the  flow.  To  an  observer  in  this  coor^nate  system,  because  c/R  is 
small,  it  appears  as  if  the  damper  is  unwrapped,  as  shown  in  Figure  3.  The  upper  surface 
in  Figure  3  represents  the  journal,  while  the  lower  surface  represents  the  bearing.  The 
motion  of  the  journal,  i.e.  the  upper  surface  in  Figure  3,  results  in  the  motion  of  the  fluid  in 
the  clearance  between  the  two  surfaces.  Due  to  the  motion  of  the  journal,  the  upper  surface 
in  Figure  3  travels  in  a  wave-like  fashion,  and  also  changes  its  shape  if  the  journal  is 
moving  radially.  It  should  be  noted  that  since  the  flow  in  the  damper  is  cyclic,  i.e.  the 

conditions  at  9  =  0  are  the  same  as  those  at  9  =  271,  then  the  model  of  Figure  3  is  repeated 

every  2  7t  R  in  the  X-direction. 


Figure  3  Unwrapped  squeeze  film  damper 


The  damping  forces  in  SFDs  are  obtained  by  the  solution  of  Reynolds  equation  for 
fluid  lubrication,  lliere  are  two  mathematical  approximations  to  Reynolds  equation,  that 
have  physical  significance,  namely  the  short  bearing  approximation  and  the  long  bearing 
approximation.  In  the  short  bearing  approximation  to  Reynolds  equation,  which  is  justified 
if  the  damper  is  short  in  the  axial  direction,  the  flow  in  the  damper  is  axial  rather  than 
circumferential,  and  thus  the  axial  pressure  gi^ent  is  much  larger  than  the  circumferential 
pressure  gradient.  On  the  other  hand,  in  the  long  bearing  approximation  to  Reynolds 
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equation,  which  is  justified  if  the  damper  is  long  in  the  axial  direction,  the  flow  in  the 
damper  is  circumferential,  and  thus  the  circumferential  pressure  gradient  is  much  larger 
than  the  axial  pressure  gradient.  In  practice,  if  the  damper  is  tightly  sealed,  then  the  flow  is 
circumferential  even  if  the  dampers  are  physically  short.  In  this  case,  the  long  bearing 
approximation  would  describe  the  conditions  in  the  damper  better  than  the  short  bearing 
approximation. 

Integrating  the  pressure  obtained  by  the  solution  of  Reynolds  equation,  we  obtain 
the  damping  forces  in  SFDs,  which  take  the  form 


Frc  =  -QTe-Crtey 
Ftc  ~  “  ^tr  ®  ~  ®  V 


(2) 

(3) 


Damping  Coefficients  -  Short  Bearing 
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Figure  4  Damping  coefficients  (nondimensional)  vs  E 
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where  Frc  and  Ftc  are  the  radial  and  tangential  damping  forces,  respectively,  and  e*  and  e 
are  the  radial  and  tangential  velocities,  respectively.  The  damping  coefficients  Cn-,  Qt,  Ctr 
and  Cit  are  in  general  nonlinear  functions  of  the  position  and  velocity  of  the  journal  in  the 
damper.  Figure  4  shows  a  plot  of  the  damping  coefficients  Cn-,  Qt,  0^  and  versus  the 

eccentricity  ratio  e,  which  is  defined  as  the  ratio  e/c,  for  a  cavitated  damper  using  the  Jt-film 
theory  and  nearly  circular-centered  whirl.  It  can  be  seen  from  Figure  4  that  the  damping 
coefficients  for  the  short  and  long  bearing  approximations  are  nonlinear  functions  of  the 
position  of  the  journal  in  the  damper.  In  fact,  the  damping  coefficients  increase  as  the 
eccentricity  increases,  and  this,  in  one  sense,  is  a  desirable  characteristic,  since  the  damper 
provides  more  damping  as  the  amplitude  of  the  whirl  increases  which  is  obviously 
beneficial.  Perhaps,  this  is  why  squeeze  film  dampers  are  such  effect!’ e  damping  devices. 
On  the  other  hand,  it  is  precisely  this  nonlinear  -haracteristic  that  results  in  the  nonlinear 
behavior  of  the  rotor-bearing  system  (jutnp  resonance,  subharmonic  motion,  ...  etc.). 
Note  that,  in  Figure  4,  the  damping  coefficients  Cn  and  Ctr  are  equal  for  the  short  bearing. 


Fluid  Inertia  Forces  in  SFDs 


To  calculate  the  fluid  inertia  forces  in  the  damper  for  a  general  orbit,  it  would  be 
nearly  impossible  to  solve  the  governing  equations  analytically,  except  in  very  special 
cases.  Thus  we  have  to  resort  to  an  approximate  method  to  estimate  the  fluid  inertia  forces 
in  the  damper.  We  are  going  to  use  the  energy  method  developed  by  El-Shafei^,  which 
relies  on  the  assumption  that  the  velocity  profiles  in  the  damper  can  be  approximated  by  t'le 
solution  of  the  classical  lubrication  theory,  which  will  be  shown  to  be  a  valid  assumption  in 
the  next  section.  This  permits  the  kinetic  coenergy  of  the  fluid  to  be  calcul?‘ed,  and  the 
inertia  forces  to  be  obtained  by  Lagrange's  equations  as  applied  to  an  open  system. 

For  a  short  damper,  the  axial  velocity  profile  predicted  by  the  classical  lubrication 
theory  is  given  by 


w  = 


6  z 


Y 

h 


A  \ 


h"  ) 


( e  \Jt  sin  0  -t-  e’  cos  0  ) 


(4) 


while  for  a  long  damper  the  circumferential  velocity  profile  predicted  by  the  classical 
lubrication  theory  is  given  by 


u  = 


6R 


Y 

h 


r2  \ 


h" ; 


sin  0  e  -  cos  0  e  y  -i- 


3e 


e  y 


(24- e") 

and  thus  the  kinetic  coenergy  of  the  fluid  in  the  damper,  which  is  defined  by 
h  " 


^-»-v^-»-w^)Rd0  dYdZ 


(5) 


(6) 


where  p  is  the  density  of  the  fluid,  R  is  the  radius  of  the  damper  and  L  is  its  length.  Thus 
the  kinetic  coenergy  of  the  fluid  in  the  damper  can  be  calculated  as 


1  .2  1 


T*  =  m„  e  +  2 (eV)  +  e  ey 


(7) 


where  mn,  mu  and  mn  repre*^ .  r.t  the  inertia  coefficients  of  the  damper.  For  a  cavitated 
damper  we  are  also  going  to  assume  the  Jt-film  theory^,  while  for  an  uncavitated  damper 


we  will  have  a  full  film,  i.e.  a  2jc-film. 

The  inertia  forces  in  the  damper  can  be  obtained  by  Lagrange's  equations,  but  since 
the  damper  is  an  open  system  (because  of  the  fluid  being  squeezed  out  axially),  Reynolds 
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transport  theorem^  must  be  used  in  conjunction  with  Lagrange's  equations.  Thus  the  radial 
and  tangential  inertia  forces  become 

Fu  =  F,i  +  R,i  ® 

and  P|,,=  F„+R,i  (9) 

where  Fi,r  is  the  radial  inertia  force  and  is  the  tangential  inertia  force,  Rn  and  Ru  are 
the  inertia  forces  due  to  the  flux  of  the  fluid  particles  across  the  control  surface,  in  the  r- 
and  t-  directions,  respectively,  and  Fn  and  Fu  are  obtained  by  Lagrange's  equations  and  are 
given  by 


and  Fjj  = 


dT*  >1  _1_  ^ 

dv 


The  flux  terms  Rri  and  Ru  are  given  by 


•  ,  =  -  r  V  •  n  dS  +  f  t*  — d{ 
Jcs  de  -fcs  8e 

1  f  ..o  W  * 

^  - - —  V  •  n  dS  +  —  t* - 

^  Jcs  ®  Jcs  du 


d(V»n) 


where  t*  is  the  kinetic  coenergy  per  unit  volume,  V  is  the  velocity  of  the  fluid  with  respect 
to  the  control  surface  S,  n  is  the  outward  normal  vector  on  the  control  surface.  On 

calculating  the  above  equations,  for  a  2ic-film,  with  the  journal  executing  a  circular 
centered  whirl,  we  get  for  the  radial  and  tangential  forces  (including  the  damping  forces) 

r  (12) 

Fr  =  mie\ir-C;ie\ir 
Fi  =  -mtevIr^-Ctte\fr 

where  for  a  short  damper  the  coefficients  are  given  by 

(27-17e^)' 

eH  (l-e^r. 


pRL^ 


(1-e^)'^ 


while  for  a  long  damper  the  coefficients  are  given  by 


12  pR^L 
"^“10  c 


pR^L 


(2 + 


( 10-e^)(  1-e^  )^^ 
(2  +  e^) 


(  2  +  )  ( 1  -  )*'^ 


where  p  is  the  viscosity  of  the  fluid.  For  a  27c-film,  the  coefficients  m,  and  CVt  arc  zero  for 
both  the  long  and  short  dampers.  The  above  inertia  coefficients  are  plotted  in  Figure  5  for  a 

27t-film,  for  the  short  damper  and  for  the  long  damper. 
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This  model  of  fluid  inertia  was  used  by  El-Shafei^*^  to  determine  the  unbalance 
response  of  Jeffcott  rotors  incorporating  squeeze  film  dampers.  Cavitated  dampers  were 

considered  and  the  jc-film  theory  was  used.  The  results  presented  in  the  above  mentioned 
references  indicate  that,  in  general,  the  effects  of  fluid  inertia  on  the  dynamics  of  the  rotor 
are  beneficial.  Fluid  inertia  resulted  in  the  decrease  of  the  possibility  of  the  jump  resonance 
for  the  short  damper,  and  resulted  in  better  attenuation  of  the  amplitude  response  at  the 
critical  speed.  However,  fluid  inertia  introduced  an  additional  critical  speed  for  the  Jeffcott 
rotor,  and  this  resulted  in  the  decrease  of  the  range  of  good  vibration  isolation  for  the 
dampers.  Also,  it  was  found  that  in  general  the  long  dampers  are  better  at  attenuating  the 
amplitude  response  of  the  engine,  while  the  short  dampers  are  better  at  attenuating  the 
magnitude  of  Ae  force  transmitted  to  the  engine  frame. 


Radial  Inertia  Coefficient  •  Short  Bearing 


e 


Radial  Inertia  Coefficient  -  Long  Bearing 


e 


Figure  5  Inertia  coefficients  (nondimensional)  vs  e 
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Small  Circular  Centered  Whirl 


For  a  small  circular  centered  whirl,  that  is  with  e  «  c,  the  convective  acceleration 
terms  in  the  Navier-Stokes  equations  can  be  neglected,  and  the  governing  equations  for  the 
flow  in  the  damper  become 


du  1  8^u 

3t  p  dX  dY^ 


(14) 


iE. 

dY 


=  0 


(15) 


2 

dw  _  1  dp  d  w 

dt  p  dZ  0y2 

and  du  ,  dv  ,  dw  ^ 
dX  dY  dZ  “  ^ 


(16) 

(17) 


where  v  is  the  kinematic  viscosity  of  the  fluid,  u  is  the  velocity  of  the  fluid  in  the  X- 
direction,  v  is  the  velocity  of  the  fluid  in  the  Y-direction,  w  is  the  velocity  of  the  fluid  in  the 
Z-direction,  and  p  is  the  pressure.  Furthermore,  the  boundary  conditions  on  the  upper 
surface  of  Figure  3,  can  be  satisfied  on  the  average.  Thus  the  boundary  conditions  that 
equations  (14-17)  have  to  satisfy  are 


At 

o 

II 

c 

II 

o 

v  =  0 

w  =  0 

At 

o 

II 

u  =  U 

< 

II 

< 

o 

II 

where,  for  a  circular  whirl  U  and  V  are  given  by 
U  =  Real  {  e  0)  e*®  } 


(18) 


V=  Real  { i  e  (0  e*®  } 

where  i  =  (-1)^/^  and  co  =  y  is  the  frequency  of  the  whirl.  In  this  case  0  =  tp  -  cot  which 
suggests  that  the  upper  surface  of  Figure  3,  travels  like  a  wave,  and  thus  we  should  seek  a 
solution  in  the  form 


u  =  Uo  e' 


ie 


V  =  Vo  e‘®  w  =  Wo  e‘®  p  =  Po  e' 


»i0 


(19) 


where  Uo,  Vo  and  Wn  are  functions  of  Y  and  Z,  while  Po  is  a  function  of  Z  only. 
Substituting  (19)  into  (14),  we  get 


d^U, 

dY^ 


®+iPfEUo  =  -^ 


pR 


which  can  be  solved  for  Uo  using  the  boundary  conditions  (18),  thus,  neglecting  terms  of 
0(c/R),  we  get 


where 


^0"  pcorL 


sinh  (s(Y-c))  -  sinh  ( s  Y )  +  sinh  ( sc ) 


(20) 


sinh  (sc)  J 

and  Re  =  p  CO  c^/p  is  the  squeeze  Reynolds  number.  Substituting  (19)  into  (16),  we  get 
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(21) 


d^Wo  ipo)„,  1  dPo 
jJy2  [I  0  p  dZ 

which  can  be  solved  for  Wq  using  the  boundary  conditions  (18),  thus 


i  dPp  r  sinh  (  s  ( Y  -  c  ) )  -  sinh  (  s  Y )  +  sinh  (  sc ) 
p  to  dZ  L  sinh  (sc) 


Substituting  (19),  (20)  and  (21)  into  the  continuity  equation,  equation  (17),  we  get 


avp 

i 

'  d^Po 

r  sinh  ( s  ( Y  -  c  ) )  -  sinh  (  s  Y )  -1-  sinh  (  sc  )  I 

aY  " 

p  CO 

1  dZ^ 

R^  J 

L  sinh  (sc)  J 

The  above  equation  can  be  integrated  over  Y  and  using  the  boundary  condition  Vp  =  0  at 
Y=0,  we  get 


i 

o'Po  1  1 

f  cosh  (s(Y-c))  -  cosh  ( s  Y  )  -l-  s  Y  sinh  ( sc )  +  1  -  cosh  (  sc  )  1 

p  0) 

1  dZ^  R^  J 

L  s  sinh  (sc)  J 

The  other  boundary  condition  that  Vp  has  to  satisfy,  namely,  at  Y=c  the  velocity  Vp=i  e  O), 
gives  us 

d^Pp  _  J_  p  _  pe  0)^  r _ s  c  sinh  (sc) _ 1  ^22) 

c  [2-2  cosh  ( sc )  +  sc  sinh  (  sc  )  J 

which  is  a  differential  equation  that  the  pressure  Pp  has  to  satisfy  together  with  the 
boundary  conditions 


Pp  =  0  at  Z  =  ±  L/2 

and  on  solving  (22)  we  get 


Pn  = 


_  p  e  Cl) 


^  r _ 

L  2- 


s  c  sinh  (sc) 


2  cosh  ( sc  )  +  sc  sinh  (  sc  ) 


(23) 


where  D  =  2R  is  the  diameter  of  the  damper.  Equation  (23)  is  a  finite  length  solution  for 
the  pressure  Pp  in  a  squeeze  film  damper  whose  journal  executes  a  small  circular-centered 
whirl,  which  is  valid  for  all  Re  (in  the  laminar  regime). 

If  we  substitute  the  pressure  from  equation  (23)  into  equations  (20)  and  (21)  we 

will  get  the  velocity  profiles  in  the  damper.  If  we  take  the  limit  as  L/D  -»  0,  i.e.  the  short 


damper  case,  the  axial  velocity  profiles,  for  Z  =  L/4,  R  =  1.25  in.,  c  =  8  mils  and  0  =  1 
rad,  are  shown  in  Figure  6  for  various  Re.  Plotted  on  the  same  figure  is  the  velocity  profile 
obtained  by  the  classical  lubrication  theory  for  a  short  damper.  SFDs  usually  operate  at 
Reynolds  number  of  the  order  of  20,  and  it  can  be  seen  from  Figure  6  that  the  velocity 
profiles  of  short  SFDs  do  not  change  much  due  to  fluid  inertia,  in  the  range  of  usui 
application  of  SFDs. 

If  we  take  the  limit  of  the  velcx:ity  profiles  as  L/D  -» ©o,  i.e.  the  long  damper  case, 
the  circumferential  velocity  profiles,  for  the  same  data  as  Figure  6,  are  shown  in  Figure  7 
for  various  Re.  Also  plott^  on  the  Figure  7  is  the  velocity  profile  obtained  by  the  classical 
lubrication  theory  for  a  long  damper.  Although  the  velocity  profiles  of  the  long  dampers 
are  more  sensitive  to  Re  than  those  of  the  short  damper,  yet  it  may  be  concluded  that  also 
for  the  long  dampers,  in  the  range  of  usual  application  of  SFDs,  the  velocity  profiles  do  not 
change  much  due  to  fluid  inertia. 
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p  =  Real 


The  pressure  in  the  damper  is  given  by 

s  c  sinh  (sc) 


p  e  CO  R 
c 


2-2  cosh  (  sc  )  +  sc  sinh  ( sc ) 


cosh 


(¥) 


cosh 


(fe) 


-  1 


(24) 

The  pressure  in  equation  (24)  depends  on  Re  only  through  the  terms  inside  the  first  square 
bracket,  namely 


f(Re)  = 


p  e  co^  R^ 


s  c  sinh  ( sc) 


c  2-2  cosh  ( sc )  +  sc  sinh  (  sc  )  J 
If  we  take  the  limit  as  Re  ->  0  of  equation  (25)  we  get 


lim  f(Re)  = 

Rc-»0 


12  R  p  e  (0 


(25) 


(26) 


Figure  8  shows  a  plot  of  the  real  and  imaginary  parts  of  f(Re)  versus  Re  as  predicted  from 
equation  (25).  Also  plotted  on  Figure  8  are  the  re^  and  imaginary  parts  of  the  limit  of  f(Re) 

Pressure  Dependence  on  Re 
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Imag. 

Imag.  approx. 
Real  approx. 


Figure  8  Nondimensional  pressure  vs.  Re 


as  Re  ->  0,  equation  (26),  from  which  it  is  clear  that  equation  (26)  is  a  good  approximation 
of  equation  (25)  for  Re  up  to  about  50.  If  we  make  an  analogy  with  a  mass  dashpot 
system,  it  can  be  shown  that  the  imaginary  parts  of  equations  (25)  and  (26)  represent  the 
contribution  of  the  viscous  force,  while  the  real  parts  of  equations  (25)  and  (26)  represent 
the  contribution  of  the  inertia  force.  In  fact,  the  imagina^  part  of  the  approximation  of 
equation  (26)  is  equal  to  the  contribution  of  the  viscous  force  as  predicted  by  the  classical 
lubrication  theory,  and  the  real  part  of  the  approximation  of  equation  (26)  is  equal  to  the 
contribution  of  the  inertia  force  as  predicted  by  the  energy  metht^  described  in  the  previous 
section.  1  Thus,  it  may  be  concluded  that  the  energy  method  predicts  the  inertia  effects 
reasonably  accurately,  in  the  range  of  application  of  SFDs,  and  this  is  true  even  for  long 
dampers  whose  velocity  profiles  are  more  sensitive  to  Re.  It  is  clear  from  Figure  8  that  the 
inertia  force  is  equal  to  &e  viscous  force  for  Re=10,  and  is  larger  thereafter.  In  fact,  the 
inertia  force  is  about  4  times  as  large  as  the  viscous  force  at  Re  =  40,  and  we  can  say  that, 
at  such  high  Re,  the  damper  is  totally  dominated  by  the  inertia  forces. 
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The  forces  acting  on  the  journal  can  be  obtained  by  integrating  equation  (24),  thus 


.i:  .9, 


b'j  =  -  J  L  J  P  0  R  d6  dZ 

•'-j  •'01 
-  02 

Ft  =  -  J  L  J  p  sin  0  R  d0  dZ 


Now  using  the  limit  of  f(Re),  equation  (26),  in  equation  (24),  the  forces  acting  on  the 
journal  become 


Ft=  12  eo)-  1- 

c 


(5) 


[-fsi 

L  -^01 


sin  0  cos  0  d0  + 


^  f* 
10  Je 


cos  0  d0 


^  liR^L 

Ft=  12 - - — ecos  1  — 

c^ 


'(fe) 


sin  0  cos  0  d0 


where  the  quantity 


Kr=^  1- 


(^) 


has  been  termed  a  leakage  factor  by  Warner H  which  accounts  for  the  finiteness  of  the 
damper.  Equations  (27)  and  (28)  represent  a  finite  length  solution  to  the  governing 
equations.  To  be  able  to  compare  the  results  of  the  kinetic  coenergy  method  with  the  above 
equations,  we  have  to  consider  the  limiting  cases  of  long  and  short  dampers.  For  a  long 

1  Z'  L 

damper  L/D  ->  <»  thus  Kl  1,  and  for  a  short  damper  L/D  ->  0  thus  Kl  ->  y  I  J 
For  a  long  damper  with  27t-film  equations  (27)  and  (28)  become 

F,=  12£^;te<o^  (29) 

F,  =  -  12  *^*1  ^  neo) 

The  radial  force  is  the  centrifugal  force  and  the  tangential  force  is  the  damping  f(Hee.  Hiese 
forces  are  the  forces  acting  on  the  journal  when  it  executes  a  small  circular-centered  orbit  in 

a  27[-film.  These  are  the  same  forces  as  those  predicted  by  equation  (12)  for  Ff  and  (13) 

for  Ft,  if  we  take  the  limit  as  e  tends  to  zero  of  the  inertia  and  damping  coefficients,  which 
is  the  condition  of  a  small  orbit. 

Similarly,  for  a  short  damper  with  27t-fllm  equations  (27)  and  (28)  become 

(30) 
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Ft  =  - 


HRL^ 


7C  e  0) 


The  radial  force  is  the  centrifugal  force  and  the  tangential  force  is  the  damping  force.  These 
forces  are  the  forces  acting  on  the  journal  when  it  executes  a  small  circular-centered  orbit  in 

a  27C-film.  These  are  the  same  forces  as  those  predicted  by  equation  (12)  for  F,  and  (13) 


for  Ft,  if  we  take  the  limit  as  e  tends  to  zero  of  the  inertia  and  damping  coefficients,  which 
is  the  condition  of  a  small  orbit.  Thus  it  may  be  concluded  that  the  forces  acting  on  the 
journal  when  it  executes  a  small  circular-centered  orbit  in  a  squeeze  film  damper,  obtained 


by  taking  the  limit  as  Re  ->  0  of  the  solution  of  the  governing  partial  differential  equations, 
are  the  same  as  those  predicted  by  the  kinetic  coenergy  method. 

Equation  (29),  for  a  long  damper,  indicates  Aat  the  radial  force  is  proportional  to 
the  centrifugal  acceleration,  thus  the  proportionality  constant  represents  the  added  mass  to 
the  journal  mad 


TcpR^L 

and  the  mass  of  the  journal  is  mj 
mj  =  71  R^  L 


where  we  assumed  that  the  journal  is  made  of  steel  and  Pst  is  the  density  of  steel.  Then  the 
ratio  of  the  added  mass  to  the  mass  of  the  journal  is 
ny  12  p  R 

mj  ~  10  p,t  c 

For  typical  SFDs,  the  ratio  R/c  is  1000  and  the  density  of  oil  is  approximately  800  kg/m^, 
and  the  density  of  steel  is  approximately  78(X)  kg/m^,  then  the  added  mass  to  the  journal 
due  to  the  oil  film  is  approximately  60  times  the  mass  of  the  journal.  This  is  because  of  the 
huge  velocities  and  accelerations  that  the  fluid  undergoes  in  a  SFD. 

Similarly,  for  a  short  damper,  from  equation  (30),  the  added  mass  to  the  journal  is 

_  7C  p  R 
10c 

and  the  ratio  of  the  added  mass  to  the  mass  of  the  journal  is 
PVd  1  p  R 

”  10  Pst  r2  c 

If  we  assume  R=L,  and  the  typical  values  for  the  other  parameters  we  used  with  the  long 
dampers,  then  we  find  that  the  added  mass  to  the  journal  due  to  the  oil  film  is 
approximately  10  times  the  mass  of  the  journal.  The  short  dampers  have  a  smaller  added 
mass  than  the  long  dampers  because  the  flow  in  the  long  dampers  is  the  same  at  each 
section  in  the  axial  direction  and  thus  every  section  is  resisting  the  squeezing  by  the  journal 
in  the  same  manner,  while  for  the  short  dampers  the  flow  at  each  section  in  the  axial 
direction  varies  linearly  with  the  axial  coordinate  Z,  and  in  fact  is  equal  to  zero  at  the  middle 
of  the  damper.  Thus  the  short  dampers  exhibit  less  resistance  to  the  squeezing  motion,  and 
thus  exhibit  a  smaller  added  mass. 


Conclusion 

Fluid  inertia  can  be  very  important  in  squeeze  film  dampers.  The  added  mass  to  the 
journal  was  shown  to  be  as  high  as  60  times  the  mass  of  the  journal,  for  small  circular 
centered  whirl,  which  cannot  be  neglected  in  the  dynanuc  analysis  of  rotors  incorporating 
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squeeze  film  dampers.  Also,  for  the  case  of  small  circular  centered  whirl,  it  was  shown 
that  the  fluid  inertia  forces  are  equal  to  the  viscous  forces  in  the  damper  at  squeeze 
Reynolds  number  equal  to  10,  and  are  larger  thereafter. 

Also  it  was  shown  that,  for  Reynolds  number  within  the  range  of  usual  application 
of  squeeze  film  dampers,  the  classical  lubrication  theory  predicts  the  velocity  proMes  fairly 
accurately,  which  permits  the  kinetic  coenergy  of  the  fluid  in  the  damper  to  be  calculated. 
Finally  it  was  shown  that  the  fluid  inertia  forces  predicted  by  the  kinetic  coenergy  method 
are  equal  to  those  obtained  by  the  solution  of  the  governing  equations  for  a  small  circular 
centered  whirl. 
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ABSTRACT 


This  paper  presents  a  new  class  of  fluid-loop  dampers  which  is 
radically  different  from  conventional  nutation  dampers  routinely  used  on 
spinning  spacecrafts.  The  new  damper  relies  in  its  operation  on  the 
introduction  of  floating  spheres  into  the  fluid  loops  to  enhance  the  energy 
dissipation  mechanism  .  In  this  way  the  new  damper  can  provide  improved 
damping  characteristics  over  a  wide  frequency  band.  It  can  also  be  lifter 
in  weight  than  conventional  dampers,  as  it  requires  shorter  loops  to  achieve 
same  damping  ratio.  Furthermore,  the  new  damper  eliminates  the  need  for 
using  the  partially-filled  fluid-loop  approach  to  enhance  the  damping  .  Such 
an  approach  is  found  to  be  at  the  exj^nse  of  altering  the  dynamic  symmetry 
of  the  spacecraft  when  the  liquid-gas  mixture  starts  oscillating. 

A  prototype  of  the  damper  is  built  and  tested  to  demonstrate  the 
feasibility  of  this  new  class  of  dampers.  The  tests  are  used  to  study  the 
effect  of  varying  the  concentration  of  the  floating  spheres  on  the  dynamic 
characteristics  of  the  damper. 

The  results  obtained  indicate  the  effectiveness  of  the  new  damper  in 
suppressing  the  vibration  of  flexible  systems  as  compared  to  the 
conventional  fluid-loop  damper.  The  results  suggest  also  the  potential  of 
the  proposed  concept  in  providing  a  damper  with  multi-axes  damping 
capability  which  can  be  used  in  various  spacecraft  applications. 
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1.  INTRODUCTION 


Fluid-loop  dampers  have  been  recognized  for  many  years  as  simple  and 
effective  means  for  damping  the  vibration  of  spinning  satellites.  The 
damper  consists  of  a  loop,  mounted  in  a  plane  perpendicular  to  the  spin 
axis,  which  is  filled  with  a  moderately  viscous  fluid.  When  the  satellite  is 
subjected  to  excitations  due  to  the  deployment  of  antennas  or  booms,  for 
example,  it  undergoes  oscillatory  motion  that  forces  the  fluid  to  flow 
relative  to  the  loop  walls.  Such  relative  motion  is  resisted  by  the  fluid 
viscous  forces  which  results  in  dissipating  the  satellite’s  oscillation 
energy. 

The  fluid-loop  dan^r  was  first  considered  ,  in  1965,  for  use  on  NASA’s 
21  Man  Space  Station^  because  it  compues  favorably  with  all  other  known 
dampers  such  as  the  mercury  ring  damper  the  mechanical  pendulum  damper^ 
the  controlled  damping  pendulum^  and  the  ball-in-tube  pendulum^.  Since  then 
it  ha.  been  extensive^  utilized  in  numerous  space  systems  as,  for  example, 
the  IMP-T  spac'- craft  and  the  Helios  satellites^.  Also,  many  future 
satellites  ,  such  as  NASA’s  CRRES  satellite^,  are  now  designed  to 
incorporate  a  fluid-loop  damper  of  one  type  or  another. 

In  most  cases^’^’*’’,  the  loop  dampers  used  are  of  the  fully-filled 
type  mainly  because  they  do  not  alter  the  dynamic  symmetry  of  the  satellite. 
However,  because  of  the  low  fi'equency  nature  of  the  encountered  oscillations 
and  subsequently  the  low  fiow  velocities,  the  loops  have  to  be  long  enou^ 
to  render  them  effective.  Accordingly,  fully-filled  loop  dampers  can  be 
rather  heavy  if  high  damping  characteristics  are  desired.  For  this  reason, 
the  parially-fiUed  dampers  have  been  inroduced'*  .  These  dampers  are 
found  to  have  considerably  higher  damping  characteristics  than  their  fully  - 
filled  counterparts  but  at  the  expense  of  altering  the  satellite  dynamic 
symmetry  as  the  liquid  plug  starts  oscillating.  Furthermore,  for  their 
operation  to  be  effective  additional  offset  fi'om  the  spin  axis  is 
needed.  Also,  the  design  intricacies  of  this  type  of  dampers  are  rather 
involved  because  the  flow  is  no  longer  single-phase  and  laminar  as  in  the 
case  of  the  fully-filled  dampers.  Proper  tuning  is  essential  to  achieve 
effective  vibration  damping  when  relying  on  the  partially-filled  damper. 
This  tuning  is  not  necessary  in  the  case  of  the  fully-mled  damper. 

To  avoid  the  limitations  of  the  fully-filled  dampers  and  the  drawbacks 
of  the  partially-filled  dampers  ,  this  study  has  been  initiated.  The 
study  aims  primarily  at  investigating  the  feasibility  of  a  new  class  of 
fluid-loop  dampers  that  combines  the  advantages  of  the  fully  and  the 
partially-filled  loop  dampers.  In  other  words,  the  new  dampers  will 
maintain  the  dynamic  symmetry  of  the  satellite  and  ,  at  the  same 
time,  have  high  damping  characteristics  . 

The  concept  of  the  new  damper  is  introduced  in  section  2  of  this  paper, 
its  experimental  performance  is  presented  in  section  3  in  comparison  with 
conventional  loop  dampers  and  section  4  includes  the  conclusions. 


OAB-2 


2.  CONCEPT  OF  THE  NEW  DAMPER 


The  idea  of  the  new  damper  is  conceived  to  avoid  the  above  mentioned 
drawbacks  of  conventional  fluid-loop  dampers  whether  of  the  fully  or 
the  partially-filled  types.  The  new  damper  belongs  to  the  class  of 
fully-filled  dampers  whose  damping;  characteristics  are  enhanced  by 
introducing  floating  spheres  into  its  fluid  loops. 

The  introduced  spheres  tend  to  increase  the  effective  shear  resistance 
of  the  resulting  solid-liquid  mixture  due  to  several  reasons.  The  first  is 
attributed  to  the  increase  of  the  surface  area  of  interaction  between  the 
solid  and  the  liquid  components  which  ,  in  turn,  increases  proportionately 
the  viscous  drag  resistance  of  the  mixture.  Secondly,  additional  form  drag 
forces  are  developed  by  virtue  of  the  relative  motion  between  the  spheres 
and  the  liquid  layers.  These  forces  are  accompanied  with  flow  seperation  on 
the  spheres’  surfaces  which  results  in  the  generation  of  eddies  and 
vortices.  Both  the  viscous  and  the  form  drag  components  contribute 
considerably  to  the  dissipation  of  the  energy  imparted  to  the  loop.  This  is 
more  and  above  the  energy  disspiated  by  the  viscous  friction  resistance 
between  the  liquid  and  the  tube  walls  as  well  as  between  the  adjacent  liquid 
layers  as  is  the  case  in  conventional  fluid-loop  dampers. 

A  third  source  of  energy  dissipation  ,  in  the  new  damper,  results  from 
the  continuous  acceleration  and  deceleration  of  the  floating  spheres  as  the 
fluid-loop  undergoes  its  oscillatory  motion. 

All  the  above  mentioned  sources  of  energy  dissipation  account  for  the 
improved  damping  characteristics  of  the  new  damper. 

The  merits  of  the  new  damper  can  best  be  understood  by  considering  the 
pressure  drop-flow  characteristics  of  solid-liquid  mixtures 
flowing  in  straight  tubes.  Such  characteristics  is  shown  in  Figure  1  along 
with  that  of  pure  liquid  flowing  in  straight  tubes"'  ^ 


Figure  1  -  Frictional  resistance  of  solid-liquid  mixtures. 
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From  the  Hgure,  it  can  be  seen  that  liquid-tilled  loops  exhibit  low 
but  linear  pessure  drop-tiow  characteristics  .  Accordingly,  at  low  nutation 
frequencies,  the  flow  velocity  of  lLc  fluid  relative  to  the  loop  will  be 
also  low  so  will  be  the  friction  resistance  and  the  energy  dissipation. 
But,  once  the  floating  spheres  are  introduced  ,  the  frictional 
characteristics  are  improved  particularly  at  low  relative  velocities  as  can 
be  seen  from  Figure  1.  Such  an  improvement  is  attributed  to  the  fact  that 
damping  is  not  only  limited  to  the  frictional  resistance  at  the  boundaries 
of  the  loop  but  is  enhanced  by  the  additional  energy  dissipation  mechanisms 
resulting  from  the  relative  motion  between  the  fluid  and  the  floating 
spheres. 

Accordingly,  it  is  expected  that  the  new  damper  will  have  high  damping 
characteristics  which  extend  over  a  wide  flow  velocities  (  i.e.  frequency 
bandwidth  ).  Fewer  number  of  fluid  loops  will  be  necessary  to  suppress  the 
encountered  vibrations.  Furthermore  and  most  importantly,  the  proposed 
damper  can  be  effective  in  damping  out  multi-directional  vibrations  unlike 
conventional  fluid-loop  dampers  which  are  only  effective  in  resisting 
vibration  in  the  plane  of  the  loop.  Such  multi-directional  damping 
capabilities  result  from  the  ability  of  the  floating  spheres  to  move  in  the 
vibration  direction  relative  to  the  fluid. 

With  such  features,  the  new  damper  can  be  very  practical  and  simple 
means  for  damping  vibrations,  isolating  payloads  and  solar  panels  as  well  as 
other  space  applications. 


3.EXPERIMENTAL  PERFORMANCE  OF  THE  DAMPER 

3.1.  Experimental  set-up 

A  prototype  of  the  fluid-loop  damper  is  built  from  a  transparent  tygon 
tubing  (A)  that  has  an  internal  radius  a  =  1.1  cm.  The  tube  is  formed  into  a 
loop  that  has  a  radius  R  =  25  cm.  The  ends  of  the  tube  are  joined  by  a 
plastic  union  which  is  machined  to  provide  a  smooth  joint.  The  union  is 
provided  with  a  bleed  valve  to  ensure  that  the  loop  is  completely  tilled 
with  liquid  without  any  entrapped  air. 

The  loop  is  mounted  on  a  pendulum  (B)  which  is  pivoted  around  pivot  (O) 
as  shown  in  Figure  2.  A  weight  (W  =  1.95  kg)  is  fixed  to  the  pendulum  at 
a  distance  (L^)  from  the  pivot  (O).  The  pendulum  is  displaced  ,  in  all  the 

tests,  an  initial  angle  =  20”  from  the  vertical  and  then  allowed  to 

oscillate  freely  until  it  comes  to  complete  stop.  The  instantaneous  angular 
position  of  the  pendulum  is  monitored  by  a  position  sensor  (C)  of  the 
potentiometeric  type.  The  sensor  signal  is  recorded  on  a  chart  recorder  for 
further  analysis. 

3.2.  Experimental  procedures 

The  performance  of  the  new  damper  is  evaluated  by  conducting  three 
series  of  tests  .  These  tests  aim  at  measuring  the  decay  of  the  amplitude 
of  oscillation  of  the  pendulum  alone,  the  pendulum  with  the  in-active  damper 
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and  the  pendulum  with  the  active  damper.  The  tests  are  rraeated  for 
different  levels  of  concentration  of  the  floating  spheres.  The  results 
obtained  are  compared  with  those  of  conventional  liquid-filled  dampers  to 
define  the  merits  and  the  limitations  of  the  new  damper. 


Figure  2  -  Schematic  drawing  of  the  experimental  set-up. 


In  the  first  series  of  tests,  the  pendulum  alone  is  displaced  from  the 
vertical  an  angle  ^  —  20°  and  left  to  oscillate  freely  until  it  stops.  The 

time  history  of  the  angular  position  of  the  pendulum  is  recorded.  The  decay 
of  the  amplitude  of  oscillations  is  used  to  compute  the  inherent  naturd 
damping  of  the  pendulum  resulting  from  the  friction  in  the  pivot,  the 
friction  in  the  position  sensor  and  the  air  drag  on  the  pendulum  arm. 

In  the  second  series  of  tests,  the  fluid-loop  is  filled  with  the 
working  fluid  which  is  a  mixture  of  water  and  alcohol.  The  loop  is  plugged 
by  placing  a  flat  disc  inside  the  plastic  union.  In  this  way,  the  liquid  is 
prevented  from  flowing  through  the  loop  and  the  damper  be^mes  in-active. 
The  plugged  damper  is  placed  on  the  pendulum  and  the  decay  of  the  amplitude 
is  measured  using  the  logarithmic  decrement  d  approach‘d.  The  obtained 
value  of  d  serves  as  a  datum  for  measuring  the  effectiveness  of  the  damper 
when  it  is  activated  by  unplu^ng  its  loop  as  well  as  when  the  floating 
spheres  are  introduced  in  it  during  the  third  group  of  tests. 
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3.3.  Experimental  results 

Fi^re  (3)  shows  a  sample  of  the  time  history  of  the  amplitude  of 
oscillation  of  the  pendulum  when  tested  alone  and  with  conventional  liquid 
damper.  Figure  (4)  shows  the  corresponding  characteristics  of  the  new  damper 
for  different  concentrations  of  the  floating  spheres.  The  displayed  results 
are  obtained  when  the  pendulum  arm  length  (L  )  is  set  at  0.5S  m  to  give  a 

natural  frequency  of  oscillation  (<w  )  of  0.66  Hz.  For  the  case  of  the  new 

a 

damper,  polyethylene  spheres  are  used  which  are  1.125  cm  in  diameter  and 
have  specific  gravity  of  0.92. 

Figures  (3-a),  (3-b)  and  (3-c)  show  the  response  of  the  pendulum 
alone,  with  plugged  liquid-loop  and  with  un-plugged  liquid-loop 
respectively.  It  can  be  seen  ,  in  these  three  cases,  that  the  amplitude  of 
oscillation  decays  to  half  its  initial  magnitude  after  45  ,  34  and  17  cycles 
respectively.  Therefore,  activating  the  liquid-filled  damper  results  in 
doubling  the  damping  rate  as  compared  to  the  case  of  plugged  liquid-damper. 

Figures  (4-a)  through  (4-d)  display  the  time  response  of  the  new 
damper  for  floating  sphere  concentrations  ranging  between  2.6%  to  18.6%. 
Reviewing  the  figures  indicate  that  introducing  the  floating  spheres  into 
the  loops  has  produced  significant  improvement  in  the  damping  of  vibration 
as  compared  to  the  conventional  liquid-filled  damper.  For  example,  the 
amplitude  of  oscillation  drops  to  half  its  initial  value  after  10  cycles 
when  the  concentration  of  the  spheres  is  10%.  Increasing  the  concentration 
to  18.6%  results  in  halfing  the  amplitude  after  7  cycles. 

It  is  essential  here  to  note  that  the  resulting  improvement  in  the 
damping  is  obtained  without  any  increase  in  the  weight  of  the  damper  as  the 
floating  spheres  are  nearly  of  the  same  density  as  the  liquid  (  liquid  / 
sphere  density  =  1.01). 

3.4.  Analysis  of  the  results 

The  time  response  characteristics  of  the  conventional  and  the  new 
dampers  are  analyzed  to  obtain  the  damping  ratio  (0  approach  as  well  as 
the  energy  dissipated  per  cycle  (zlE).  The  calculation  of  these  parameters 
is  obtain^  from  plotting  the  amplitude  of  oscillation  of  the  pendulum  ) 

as  a  function  of  the  oscillation  cycle  (N).  Figure  5  shows  such  a  plot  with 
the  pendulum  amplitude  normalized  with  respect  to  the  initial  amplitude 

The  logarithmic  decrement  (^)  can  be  calculated  from  the  figure  as 

follows 

8  =  (1/N)  /n  (  8^  (1) 

If  the  number  of  cycles  to  decay  to  half  the  initial  amplitude  is 
then  the  equation  (2)  reduces  to 

8  =  0.693  /  (2) 

The  damping  ratio  (0  can  then  be  calculated  from 

H  8  !  {In)  (3) 


GAB-6 


30  s 


(a)  PENDULUM  ALONE 


(b)  PLUGGED  FLUID- LOOP 


(c)  UNPLUGGED  FLUID- LOOP 


Figure  3  -  Time  response  of  a  conventional  fluid-loop  damper. 
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AMPLITUDE  -  DEG.  AMPLITUDE  -  DEG.  AMPLITUDE  -  DEG.  AMPLITUDE  -  DEG. 


Figure  5  -  Decay  of  amplitude  as  function  of  the  number  of  oscillation 

cycles. 

Fimire  6  summarizes  the  effect  of  varying  the  volumetric  concentration 
ratio  of  the  spheres  on  the  resulting  damping  ratio  (f)  of  the  damper  for 
pendulum  natural  frequencies  ranging  between  0.66  to  0.33  Hz.  These 
frequencies  are  obtained  by  varying  the  length  of  the  pendulum  arm  (L  )  from 

0.55  m  to  2.1  m  respectively. 

It  can  be  seen  ,  at  oscillation  frequency  of  0.66  Hz,  that  increasing 
the  concentration  of  the  spheres  results  in  significant  increase  in  the 
damping  ratio  of  the  new  damper  as  compared  to  the  conventional  damper 
(  which  has  sphere  concentration  ratio  =  0  %  ).  Such  an  increase  amounts 
to  more  than  doubling  the  damping  ratio  of  the  conventional  damper.  However, 
the  extent  of  the  improvement  decreases  as  the  oscillation  fi*equency  is 
reduced.  When  the  frequency  drops  to  0.5  the  improvement  becomes  to  50% 
.Further  decrease  of  the  frequency  to  0.33  Hz  results  in  insignificant 
improvement. 

Another  parameter  that  is  important  in  evaluating  the  performance  of 
the  new  damper  is  the  energy  dissipated  by  the  damper  per  cycle  (AE)  .  This 
parameter  is  calculated  from  the  following  equation 

AE  =  i  3  -  S)  [I  cti!^  ]  (4) 

p  no"*  ^  ' 

where 

3^  is  the  logarithmic  decrement  of  the  pendulum 
carrying  the  plumed  loop. 

and  I  is  the  inertia  of  the  pendulum-loop  system 

around  the  pivot,  (kgm^) 
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Figure  6  -  Effect  of  volumetric  concentration  ratio  of  the  floating  spheres 
on  the  damping  ratio  for  different  oscillation  frequencies. 


In  equation  (4),  the  friction  losses  in  the  pivot  and  the  sensor  as 
well  as  the  air  drag  on  the  pendulum  are  accounted  for  by  the  term  These 

losses  are  subtracted  from  the  logarithmic  decrement  {S)  of  the  actiyat^ 
damper  to  obtain  the  portion  (JE)  of  the  pendulum  tot^  energy  (I  or  ir) 

n  o 

dissipated  in  the  loop.  In  dimensionless  form,  the  energy  dissipated  per 
cycle  (JE)  can  be  written  as 


where 


JE  =  JE  /  [  m  (  R  ] 


(5) 


m  is  the  mass  of  the  liquid  filling  the  loop,  (kg) 


In  ^uation  (2),  the  energy  dissipated  is  normalized  with  respect  to 
the  kinetic  energy  of  the  fluid  inside  the  loop. 


Combining  equations  (4)  and  (5)  gives 

JE  =  (  <5  -  <5 )  /  (  m  rV  I)  (6) 

p 

In  the  above  equation,  the  denomenator  represents  the  ratio  of  the 
inertias  of  the  fluid  loop  to  that  of  the  pendulum.  The  parameter  JE  will  be 
used  to  compare  the  experimental  results  of  the  new  damper  with  the 
optimal  performance  of  conventional  dampers  as  obtained  by  Bhuta  and  Kovar. 
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Fi^e  7  shows  such  a  comparison  for  oscillation  frequency  of  0.66  Hz. 
It  can  be  seen  that  the  new  damper  can  produce  signifrcant  improvement  in 
the  amount  of  ener^  dissipated  per  unit  inertia  (Jfi)  as  compared  to  the 
optimal  convention^  loop  damper.  Such  improvement  occurs  when  the 
concentration  ratio  of  the  spheres  exceeds  12%.  When  the  concentration 
becomes  18.6%,  the  measured  improvement  is  31.1%  .  In  other  words,  the  new 
damper  can  produce  hi^er  dampmg  than  an  equal  weight  conventional  damper 
or  altematively,  it  will  be  lighter  than  a  conventional  damper  that  has  the 
same  damping  ratio. 


Figure  7  -  Comparison  between  the  energy  dissipation  capabilities  of 
conventional  and  new  fluid-loop  dampers. 


4.  CONCLUSIONS 

This  paper  has  presented  a  new  fluid-loop  damper  which  has  improved 
damping  characteristics  as  compared  to  conventional  fuUy-frlled  loop 
dampers  routinely  used  in  spinning  satellites.  The  improved  performance  is 
obtamed  byintroducing  floating  spheres  into  the  damper’s  loops. 

Experimental  evaluation  of  a  prototype  of  the  damper  indicated  that  it 
can  be  ,  at  0.66  Hz,  about  31.1%  more  effective  and  lighter  than  the 
optimally  tuned  fiilly-frlled  damper  of  Bhuta  and  Koval^. 

The  obtained  results  suggest  the  potential  of  the  new  damper  as  simple 
and  effective  means  for  damping  the  vibration  of  spinning  satellites  and 
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many  other  space  applications.  The  damper  can  be  equally  invaluable  in 
suppressing  multi-axes  vibrations  .  Such  a  capability  is  impossible  to 
achieve  by  current  fluid-loop  dampers. 

Experiments  are  planned  to  investigate  the  performance  of  the  damper 
over  a  wide  range  of  frequencies  ,  different  types  of  working  fluids  and 
floating  spheres.  Also  mathematical  models  will  developed  to  model  the 
dynamics  of  the  damper  as  influenced  by  its  design  parameters.  The 
multi-axes  damping  capabilities  of  the  damper  will  be  tested  alone  and 
in-conjuction  with  flexible  structures.  The  tests  will  aim  at 
demonstrating  its  feasibility  in  isolating  the  vibration  of  the  various 
appendages  attatched  to  these  structures. 
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A  new  kind  of  damper  named  Tuned  Liquid  Damper  (TLD)  is  explained  that 
relies  upon  motion  of  shallow  liquid  in  a  rigid  container  for  absorbing  and 
dissipating  the  vibrational  energy.  Nonlinear  equations  of  liquid  motion 
inside  rectangular  TLD  are  developed  based  on  shallow  water  wave  theory,  and 
a  TLD-Structure  Interaction  model  is  proposed.  Damping  of  liquid  motion  is 
evaluated  seml-analytlcally.  Liquid  motion  inside  TLD  under  sinusoidal  base 
excitation,  and  the  effectiveness  of  a  TLD  mounted  on  a  structural  model 
subjected  to  an  external  force  are  experimentally  investigated.  Good 
agreement  is  found  between  the  experiment  and  the  theory.  Among  fundamental 
parameters  of  TLD,  the  influence  of  liquid  viscosity  is  discussed  in  detail. 


1.  INTRODUCTION 

Relatively  light,  flexible,  and  weakly  damped  structures  are  increasing 
in  number  because  of  growing  use  of  high-strength  materials  and  welded 
Joints.  Vibration  of  structures  due  to  wind,  earthquake  and  other 
disturbances  then  can  create  possible  problems  from  the  viewpoint  of 
serviceability  or  even  safety  of  bridges,  towers,  or  buildings.  The 
installation  of  various  types  of  passive  devices  or  so-called  passive 
mechanical  dampers  is  one  way  to  suppress  structural  vibration. 

This  paper  discusses  a  new  type  of  passive  mechanical  damper,  named 
Tuned  Liquid  Damper  (TLD)  (Fig.  1),  which  relies  on  motion  of  shallow  liquid 
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inside  a  rigid  container,  for  absorbing  and  dissipating  structural  vibration 
energy.  Dampers  using  liquid  motion  have  been  in  use  in  space  satellites 
and  marine  vessels  (Refs.  1-4).  Recent  growing  interest  in  such  a  damper 
including  TLD  (for  example.  Refs.  5-10)  is  attributable  to  several  potential 
advantages,  including;  low  cost;  easy  installation  especially  In  already 
existing  structures  which  often  have  severe  space  constraints;  adaptability 
to  temporary  use;  easy  trigger  at  small  displacement  amplitude;  non- 
restriction  to  uni-directional  excitation;  and  few  maintenance  requirements. 

Studies  so  far  on  liquid  dampers  Indicate  their  effectiveness.  The 
performance  of  Tuned  Liquid  Damper  (TLD)  has  been  investigated  by  the 
authors  using  free-osclllatlon  experiments  (Ref.  7).  It  has  been  found  that 
..dditlonal  damping  due  to  TLD  is  strongly  dependent  on  amplitude  of 
oscillation  of  liquid  container.  Nonlinear  equations  of  liquid  motion 
Inside  rectangular  TLD  were  recently  developed  by  the  authors  based  on 
shallow  water  wave  theory  (Refs.  11-12),  and  are  briefly  explained  in 
Section  2  below.  It  was  found  in  Refs.  11-12  that  the  theory  is  in  good 
agreement  with  the  experiment  in  the  region  of  relatively  small  vibration 
amplitude  where  no  breaking  of  wave  in  TLD  occurs  and,  hence,  viscosity 
effect  is  dominant  in  energy  absorption  and  dissipation. 

Based  on  the  theory  of  liquid  motion  referred  to  above,  a  TLD-Structure 
Interaction  model  is  herein  proposed  to  predict  the  performance  of  TLD.  The 
performance  of  a  rectangular  TLD  attached  to  a  structure  which  is  subjected 
to  an  external  sinusoidal  force  is  discussed.  Experiment  is  carried  out  to 
confirm  this  model.  The  structural  response  with  TLD  is  limited  to  a  rather 
small  amplitude  range  where  no  apparent  wave  breaking  exists. 

Application  on  a  particular  horizontally  vibrating  structure  is  also  a 
goal  of  this  study.  Therefore,  a  commercially  available,  cheap  and  handy 
rectangular  plastic  container  partially  filled  with  water  is  tried  as  TLD, 
and  the  tested  structure  has  horizontal  natural  frequency  and  damping 
similar  to  the  object  bridge  girder.  Prior  to  planned  further  experiments, 
the  TLD-Structure  Interaction  model  is  used  to  numerically  simulate 
structural  response  with  attached  TLD  using  high-vlscoslty  liquid  Instead  of 
water. 


2.  MODELLING  OF  LIQUID  MOTION  INSIDE  RECTANGULAR  TLD 

The  rigid  rectangular  tank  (Fig.  2)  has  a  length  2a,  and  the  mean 
liquid  depth  is  h.  The  origin  of  the  Cartesian  coordinate  system  (o-x-z) 
which  is  attached  to  the  tank,  is  at  the  center  of  the  mean  liquid  surface. 
A  translational  motion  x  (acceleration)  is  Imposed  on  the  tank  in  the  x- 
direction.  The  following®  discussion  is  restricted  to  continuous  surface 
condition  (no  wave  breaking).  The  liquid  particle  motion  is  assumed  to 
develop  only  in  x-z  plane.  It  is  also  assumed  that  the  liquid  is 
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incompressible,  irrotational  fluid,  and  the  pressure  p  at  liquid  free 
surface  is  constant. 


(1)  Derivation  of  basic  equations 

The  full  equations  governing  the  problem  are  the  continuity  equation 

(1) 


3u  ^  iw  =  0 

ax  az  ’ 


and  the  two-dimensional  Navler-Stokes  equations,  u,  w  are  the  velocities  of 
liquid  particle  (relative  to  the  tank)  in  the  x-  and  z-direction, 
respectively.  For  liquid  having  relatively  small  viscosity,  the  effect  of 
internal  friction  in  the  fluid  is  appreciable  only  in  the  boundary  layer 
near  the  solid  boundary  (Fig.  3).  From  this  hypothesis,  the  liquid  flow 
outside  the  boundary  layer  may  be  considered  as  potential  flow,  and  the 
equations  of  motion  become 


3u  ^  ^  3u 

at  “ax  ’^az 


_  i  " 

p  ax  *s 


at  “ax  az  ■  ■  p  3z  ■ 

where  g  is  the  gravity  acceleration, 
equations  of  motion  are 

au 


(-(h-h^)  S  z  S  n) 
(-(h-h^j)  ^  z  i  n) 


(2) 

(3) 


Inside  the  boundary  layer,  the 


^  1  ^  .  a^u  " 

at  “ax  az  ■  ■  p  ax  az^ "  s 
1  ^ 
p  az  ■ 


e. 


(-h  S  z  i  -(h-hjj))  (4) 
(-h  S  z  S  -(h-hjj))  (5) 


where  h.  is  the  thickness  of  boundary  layer  and  is  in  the  order  of  several 
percent  “of  the  representative  length  a.  P  and  v  are  the  density  and 
kinematic  viscosity  of  liquid,  respectively. 

The  boundary  conditions  are 

u  =  0, 


on  the  wall  (x 


w  =  0, 

„  Dn 
w  =  — 


an  , 

at  “ax  ’ 


Dt 

p  =  po  =  constant  at  the  free  surf) 

The  velocity  potential  function  ♦  exists  for  the  i 
the  shallow  water  wave  theory,  ♦  is  assumed  as  (Ref.  13) 

♦  =  F(x,t)  cosh(k(h+z)). 


a) 

(6) 

-  h) 

(7) 

(z  =  n) 

(8) 

(z  =  n) 

(9) 

flow. 

Based  on 

(10) 
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iSith  the  aid  of  Eq.(lO),  the  vertical  velocity  w  and  its  differentials  can 
be  expressed  In  terms  of  the  horizontal  velocity  u.  Governing  equations  are 
integrated  (Ref.  12)  with  respect  to  z  from  bottom  to  free  surface  and  the 
basic  equations  are  obtained  as 


^  +  ho 


In 

3t 

9 

9t 


9(<l>u(  n) ) 
9x 

2 


0, 


u(n)  + 


g  — 
®  9x 


gho^gl 


9n 

9x 


(11) 


-(h-h  ) 

r  ^  ^ 


J. 


az2 


dz  -  X 


(12) 


where  o=tanh(kh)/(kh) ,  <(>=tanh(k(h+n)  )/tanh(kh) ,  T„=tanh(k(h+n) ) ,  u(n)  is  the 
horizontal  velocity  of  surface  liquid  particle,  and  k  is  wave  number. 
Eq.(ll)  is  the  integral  of  the  continuity  equation  while  Eq.(12)  is  obtained 
from  the  equations  of  motion  after  eliminating  the  pressure  p.  The 
independent  variables  in  these  basic  equations  are  u(n)  and  n.  The  first 
term  of  the  right  hand  side  of  Eq.(12),  which  is  the  Integral  of  the  second 
term  of  the  right  hand  side  of  the  equation  of  motion  inside  the  boundary 
layer  (Eq.(4)),  is  referred  to  as  the  dissipation  term. 


(2)  Damping  of  liquid  motion 


The  effect  of  liquid  damping  is  significant  on  liquid  motion  near 
resonance.  In  the  present  formulation,  assuming  that  the  shear  stress 
outside  the  boundary  layer  is  very  small,  the  dissipation  term  in  Eq.  (12) 
can  be  expressed  as 


(h-h, 


92  u 
9z2 


dz  = 


P  "^b’ 


(13) 


^11 

where  r.  =  __i,.  is  the  bottom  shear  stress.  In  the  present  problem, 
Reynolds^  number  fs  ^In  the  order  of  10000  and  the  boundary  layer  is 
considered  as  a  somewhat  turbulent  one.  According  to  Jonsson's  studies 
(Ref.  14),  can  be  approximately  expressed  as 


V  2 


(14) 


The  coefficient  fj^  in  Eq.  (14)  is  a  wave  friction  factor  associated  with 
Reynolds  number  Re,  which  is  defined  as 


Re 


UMn) 

U)\)  ’ 


(15) 


where  l)(n)  is  the  amplitude  of  u(n),  which  is  unknown,  while  u  is  the 
angular  frequency  of  excitation,  fj^  can  be  expressed  as  (Ref.  14) 
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(16) 


=  2/y/Re  =  2)/uv  /  U(n). 

U(n)  can  be  eliminated  from  the  equations  by  linearizing  Eq.  (14).  Writing 

T.  in  the  form 
b 

then  the  parameter  C  is  determined  by  equating  the  energy  loss  per  cycle  by 
Eq.  14  to  that  by  Eq?  17.  From  this  consideration  of  energy  loss  per  cycle, 

C^=3|u(n).  (18) 

Thus,  the  dissipation  term  can  be  expressed  in  the  form 

-(h-hjj)  _ 

So  far,  only  the  damping  effect  of  bottom  boundary  layer  has  been 
considered  in  the  derivation  of  basic  equations,  Vandorn  (Ref.  15)  reported 
that  the  damping  of  liquid  motion  in  a  container  observed  from  experiment  is 
larger  than  that  computed  on  account  of  the  bottom  boundary  layer.  Miles 
(Refs.  16-17)  has  also  studied  the  damping  of  surface  wave  in  closed  basin 
and  suggested  that  the  dissipation  term  can  be  multiplied  by  (1+ (2h/b)+S) , 
where  b  is  the  width  of  the  tank,  to  account  for  dissipation  due  to  side 
wall  friction  and  liquid  surface  contamination.  It  is  regarded  that  the 
friction  of  side  wall  boundary  layer  is  the  same  as  that  of  bottom  boundary 
layer.  2h/b  is  an  equivalent  coefficient  of  the  damping  effect  per  width 
due  to  the  side  wall  boundary  layer.  S  is  a  "surface  contamination"  factor 
which  can  vary  between  0  and  2.  A  value  of  unity  for  S  will  be  used  in  this 
study,  which  corresponds  to  the  establishment  of  "fully  contaminated 
surface".  Note  that  Ref.  18  also  used  S=l. 


The  dissipation  term  with  the  inclusion  of  the  effects  of  side  wall  and 
free  surface  is 


M  ( 
(n*h)  J_j^ 


m  dz  =  -  X  u(n). 


(20) 


where  X  =  (l+(2h/b)+S) .  (21) 

According  to  the  linear  theory  of  the  boundary  layer  (Ref.  19),  X  is 
evaluated  as 


^  "  Tn^  (lM2h/b)*S). 


(22) 
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This  value  is  somewhat  smaller  than  that  given  by  Eq.21  and  is  also  used  in 
the  numerical  simulation  for  comparison  purposes. 

(3)  Numerical  simulation  method 

The  basic  equations  (Eqs.(ll)  and  (12))  are  discretized  with  respect  to 
X  into  difference  equations  (staggered  mesh)  and  can  be  solved  numerically. 
The  free  surface  waves  originally  possess  a  dispersion  character,  which  is 
replaced  by  the  dispersion  relation  produced  by  the  discretization  of  the 
basic  equations  choosing  a  suitable  division  number  n.  The  wave  number  k  is 
taken  as  n/2,  since  the  frequency  around  the  first  natural  frequency  is  of 
main  concern.  In  this  paper,  n  is  calculated  using  (Ref.  13): 


n  =  n  /  (  2arccos(>/(tanh(nE)/(2tanh(n£/2) ) ) .  (£=h/a)  (23) 

After  determining  the  division  number  n  and  with  the  corresponding 
boundary  condition 

u(n)  =0,  (x  =  ±  a)  (24) 

the  difference  basic  equations  are  solved  using  Runge-Kutta-Gill  method  and 
u(n)  and  n  can  be  computed. 

(4)  Base  shear  force  of  the  tank  due  to  liquid  motion 

Considering  hydrostatic  pressure  and  vertical  acceleration  effect  only, 
the  pressure  p  can  be  expressed  as 

i(p-P0l  .g(n-z)  ,25) 

When  n  is  known.  Integrating  Eq.  (25)  with  respect  to  z,  the  horizontal 
total  pressure  P  can  be  calculated. 

Neglecting  the  frictions  of  side  wall  and  bottom,  the  base  shear  force 
of  the  tank  due  to  liquid  motion  is 


F  = 


(26) 


P  and  Pq  are  the  horizontal  total  pressures  acting  on  the  end  walls  of  the 
tank  due^  to  liquid  motion.  These  are  functions  of  liquid  free  surface 
elevation  near  the  end  wall  (Fig.  4). 


3.  SHAKING-TABLE  EXPERIMENT  AND  COMPARISON  WITH  SIMULATION 
(1)  Experimental  apparatus  and  procedure 
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In  order  to  assess  the  validity  of  the  model  and  to  study  the 
performance  of  liquid  motion  in  TLD,  a  forced  excitation  experiment  was 
carried  out.  A  rectangular  TLD  tank  was  excited  horizontally  by  a  shaking 
table.  A  capacitance  wave  gage  was  used  to  measure  liquid  surface  elevation 
near  the  end  wall  of  the  tank.  For  measuring  base  shear  force  of  TLD  tank, 
two  load  cells  LI  and  L2  were  used  to  cancel  the  inertia  force  due  to  the 
TLD  tank  itself.  Note  that  Mo  in  Fig.  5  is  a  mass  equivalent  to  the  mass  of 
the  tank.  Output  L1-L2  is  the  base  shear  force  of  TLD  purely  due  to  liquid 
motion.  The  evolution  of  liquid  surface  profile  was  photographed  by  a  high 
speed  camera. 

A  rectang:ular  tank  with  length  2a=59.0cm  (excitation  direction)  and 

width  b=33.5cm,  being  made  of  0.5cm  thick  acrylic  plates  was  used  (Fig.  6). 

The  TLD  tank  was  partially  filled  with  plain  water  of  h=3.0cm  depth, 

corresponding  to  liquid  depth  ratio  £=h/a=0.1.  From  the  linear  wave  theory, 

the  natural  fundamental  frequency  of  liquid  sloshing  motion,  f  ,  was 

w 

'  k  '  if  “  “•'‘58  Hz,  (27) 

i.e,,  the  natural  period  was  T  =2.18  sec.  Water  mass  M  was  about  5.93  kg. 

w  w 

In  the  experiment,  the  TLD  was  quiescent  at  the  start  of  table  shaking. 

It  was  excited  sinusoidally  with  various  amplitudes.  For  four  amplitudes  of 

displacement  of  shaking  table,  A=0.1cm,  0.25cm,  0.5cm,  and  1.0cm,  the 

excitation  frequency  f  was  varied  in  the  range  of  0.8  <  f/f  <  i.5. 

w 

The  quantities  measured  in  the  experiment  were:  1)  displacement  of 
shaking  table,  x^;  2)  liquid  free  surface  elevation  near  the  end  wall,  Hq : 

and  3)  base  shear“force  of  TLD  due  to  liquid  motion,  F.  Data  were  converted 
from  analog  to  digital,  and  were  processed  by  a  micro  computer. 

(2)  Results  of  Experiment 

Figure  7  shows  sample  time  histories  of  displacement  of  shaking  table, 
X  ;  liquid  free  surface  elevation  near  an  end  wall,  n^, ;  and  base  shear 
f§rce,  F,  with  liquid  motion  at  steady  state.  Even  under  the  sinusoidal 
excitation,  the  wave  forms  of  these  time  histories  vary  as  the  excitation 
frequency  varies.  Unsymmetrical  wave  form  can  be  observed  even  under  the 
excitation  of  small  amplitude  (Fig.  7(b)).  At  a  certain  excitation 
frequency,  two  or  three  waves  can  be  observed  in  one  cycle  (for  example. 
Fig.  7(c)). 


Several  nondimensional  parameters  are  defined  as  follows  for  the 
presentation  of  results. 


Liquid  free  surface  elevation,  n  equals  0  at  still  liquid  free  surface. 


During  liquid  motion,  n  has  at  least  one  maximum  value 


nax 


(wave  crest) 
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and  one  minimum  value  n  .  (wave  trough)  in  one  cycle  (Fig.  7).  The 
nondimens ional  parameters  and  are  defined  as 


"Vln  "  Tnln'^^' 


where  h  is  liquid  depth. 


Under  the  sinusoidal  excitation,  base  shear  force  F(t)  has  the  same 
amplitude  F  either  in  positive  direction  or  negative  direction  (Fig.  7). 
F  is  divined  by  the  maximum  Inertia  force  of  liquid  as  a  solid  mass  under 
tRe  sinusoidal  excitation,  and  nondlmensionalized: 

F™  =  F  /(M  u2A).  (29) 

m  m  w 

The  shaking  table  Inputs  energy  into  the  TLD  system,  and  the  TLD  Itself 
dissipates  energy  due  to  liquid  motion.  When  TLD  is  at  steady  state,  it 
means  that  in  each  cycle  the  energy  input  into  the  TLD  system  equals  the 
energy  dissipation  Inside  TLD.  The  energy  input  into  the  TLD,  E.  can  be 
calculated  from  the  base  shear  force  F  and  the  displacement  of  snaking  table 
X  ,  which  are  both  functions  of  time.  Thus  the  energy  dissipation  per  cycle 
aI  can  be  calculated  as 

ft+T 

F(t)  dx^(t),  (30) 

where  T  is  the  period  of  excitation,  l.e.  2n/u. 

AE  is  nondlmensionalized  as  follows, 

AE'  =  AE/(|  M^(«A)2)  (31) 

It  should  be  noted  that  ^  M  (wA)2  is  Just  a  reference  value  to 
nondlmensionallze  and  not  the  energy  of  liquid  motion. 


Comparison  of  numerical  simulation  with  experimental  result 


For  numerical  simulation,  the  motion  of  TLD  was  assumed  to  be  quiescent 
at  t=0.  The  time  Increment  was  1/60  of  the  excitation  period  of  shaking 
table.  The  computation  was  carried  on  until  80  periods  where  liquid  motion 
was  regarded  to  have  reached  steady  state. 


Figure  8  presents  the  transient  time  history  responses  of  base  shear 
force,  F  for  the  input  base  amplitude  0.25cm.  Numerical  simulations 
corresponding  to  this  case  are  also  shown  in  Fig.  8  for  comparison  with 
experimental  records.  The  response  forms  vary  as  the  excitation  frequency 
changes.  At  f/f  =1.001,  two  waves  in  one  cycle  can  be  observed.  This  is 
the  second  mode  %f  liquid  motion,  which  is  excited  at  an  excitation 
frequency  about  one  half  of  the  second  natural  frequency  of  liquid  motion. 
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At  f/f  =0.951,  even  the  third  mode  can  be  observed  clearly.  Comparing  the 
numerical  simulation  with  the  experimental  results,  good  agreement  can  be 
found,  i.e.,  the  theory  used  here  is  satisfactory  in  accounting  for  the 
nonlinearity  which  induces  higher  modes  of  liquid  motion. 

Figure  9  shows  some  examples  of  force-displacement  diagrams  for  the 
base  displacement  amplitude  of  0.25cm.  One  can  find  in  Fig.  9  that  the 
simulation  results  agree  well  with  those  of  the  experiment. 

In  Fig. 10,  the  nondlmenslonallzed  quantities,  hJ.  ,  (surface 

elevation),  F’  (maximum  base  shear  force)  and  AE’  (energy  loss^in  TLD  per 
cycle)  are  plotted  for  the  frequency-ratio  range  of  0.9<f/f  <1,3.  The  solid 
lines  in  Fig.  10  show  the  simulation  results  using  the  damping  parameter  X 
by  Eq,  21,  and  the  dotted  lines  using  Eq,  22.  The  difference  between  Eq. 
21  and  Eq.  22  is  found  to  be  very  small.  Hereafter,  X  given  by  Eq.  21  was 
used  in  the  simulations. 

All  of  the  cases  in  the  experiment  indicate  that  the  liquid  motions 
possess  strong  nonlinearity  (Fig.  10(a)  to  (d)).  The  resonant  frequency 
ratio  is  greater  than  1.00  even  for  the  smallest  input  amplitude  case 
(A=0.1cm).  At  a  certain  value  of  frequency  ratio  larger  than  1.00,  o’ 
Jumps  down  suddenly,  indicating  that  the  nonlinearity  of  liquid  motion"*is 
"hardening  spring"  type.  As  the  input  amplitude  increases,  the  resonant 
frequency  ratio  becomes  larger,  i.e.,  the  nonlinearity  becomes  stronger. 
The  resonant  frequency  ratio  for  the  base  amplitude  of  0.1  cm  is  about  1.1 
and  Increases  to  about  1.25  for  the  base  amplitude  of  1.0  cm. 

The  local  peaks  of  (and  also  of  F’  and  AE)  for  the  frequency  less 

than  the  resonant  frequenc9®can  be  found  in  rig. 12(a),  (b)  and  (c)  and  these 
are  due  to  appearance  of  higher  modes  as  seen  in  Figs.  7-8. 

For  the  relatively  small  amplitude  excitation  (0.1  cm,  0.25  cm,  0.5 
cm),  the  simulation  can  well  predict  the  experimental  results,  i.e.,  o'  , 
n^m.  F;  and  AE*. 

For  the  input  amplitude  of  1.0  cm,  breaking  wave  already  exists  (Fig. 
10(d)).  The  simulation  results  do  not  agree  with  those  of  the  experiment 
any  more.  The  simulation  overestimates  o'  and  F’,  although  the  resonant 
frequency  ratio  is  well  predicted.  It  shouia  be  noticed  in  Fig.  10(d)  that 
the  simulation  underestimates  AE'  at  range  1  <  f/f  <  1.25.  It  may  be 
explained  that  energy  dissipation  for  the  base  displacement  amplitude  of 
1.0cm  is  due  to  not  only  viscosity  of  liquid  but  also  wave  breaking.  All 
these  results  indicate  that  the  model  used  here  is  valid  as  far  as  the 
continuous  free  surface  condition  is  satisfied. 

For  large  excitation  amplitude  (Fig.  10(d)),  F'  and  AE’  are  almost  flat 
over  a  wide  range  of  frequency. 
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4.  TLD-STRUCTURE  INTERACTION 


(1)  Interaction  model 


A  slngle-degree-of-freedom  (SDOF)  structure  with  attached  TLD  (Fig. 11) 
is  proposed  as  TLD-Structure  Interaction  model.  The  equation  of  motion  of 
the  structure,  which  is  subjected  to  sinusoidal  external  force  F  =F  sin  uit 
and  TLD  base  shear  force  F-pLD’  expressed  as  ® 


X  +  2u>  C  X 
s  s  s  s 


(iJ  2  X 

s  s 


=  -  (F 

fflg  '*^TLD 


^  "e) 


(32) 


1  /2 

where  =  (kg/m^)  ,  is  the  natural  frequency;  and  Cg  =  2^ — is  the 

damping  ratio  of  the  structure.  F™. „  (or  F  in  Eq.  26)  is  a  fun?ti§n  of  the 
surface  elevation  n  and  the  surface  particle  velocity  u(n)  as  described  in 
Section  2,  specifically  in  Eq.  25.  The  quantities  n  and  u(n)  are  functions 
of  X  (see  Eqs.  11  and  12).  Accordingly,  at  each  time  step  in  the  numerical 
simulation,  x  ,  n  and  u(n)  are  computed  simultaneously  from  the  three 
coupled  equations  (Eqs.  11,  12  and  32,  coupled  through  Eq.  26). 


(2)  Forced  excitation  experiment 

The  structure  in  the  interaction  experiment  was  a  platform  vibrating  in 
a  shear-type  horizontal  motion  (Fig. 12).  The  total  structural  mass  m  was 
168  kg.  The  natural  frequency  f  was  0.91  Hz  (natural  period  T  =  1.10  sec). 
The  structural  damping  ratio  was“0.32%.  ® 


Aiming  for  a  specific  practical  use,  a  commercially  available  plastic 
container,  which  approximately  measured  25cm  x  32cm  x  11cm  (height),  was 
used  as  TLD. 


The  external  sinusoidal  force  exerted  to  the  structure  was  an  inertia 
force  of  the  oscillating  part  of  an  exciter,  which  was  mounted  on  the 
platform.  The  external  force  amplitude  was  accordingly  kept  constant  by 
keeping  constant  the  amplitude  of  acceleration  of  the  oscillating  part 
relative  to  the  platform.  Excitation  frequency  (f)  sweep  was  done  with  the 
frequency  ratio  f/f  ranging  from  0.85  to  1.15.  The  digitized  data  of 
structural  dlsplacemint  response  x^  and  liquid  surface  elevation  at  the  end 
wall  of  the  container  Hg,  at  “steady-state,  were  collected  for  the 
investigation. 

The  fixed  amplitude  of  exciting  force  for  that  frequency  range,  was 
such  as  to  cause  the  structure  without  TLD  at  resonance  to  vibrate  at  the 
amplitude  Ag  of  1.0  cm  at  steady-state.  After  attaching  TLD,  structural 
response  was  affected  as  will  be  discussed  below.  Liquid  depth  used  in  the 
experiments  was  considered  shallow,  l.e.,  liquid  depth  ratio  s  =  liquid 
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depth/container  half  length  *  0.2.  No  obvious  wave  breaking  was  visually 
observed. 

(3)  Discussion  of  TLD  effectiveness  In  experiment  and  simulation 

The  experimental  response  of  the  structure  with  TLD  (mass  ratio  u  = 
water  mass  m  /structural  mass  m  Is  about  1.0%),  Is  shown  In  frequency 
response  plots  In  Fig.  13  (  •  ana  o  ).  Note  that  In  Fig.  13a  and  13b  the 
setting  orientation  of  the  container  relative  to  the  direction  of  platform 
motion  Is  different,  even  though  the  mass  ratio  u  Is  almost  the  same.  The 
results  of  the  frequency  sweep  test  toward  higher  frequency  and  backward 
show  no  effect  of  Initial  condition  on  wave  and  structural  response.  It  can 
be  seen  both  In  Fig.  13a  and  13b  that  at  the  region  of  resonance  (f/f  ® 
1.0),  the  vibration  amplitude  reduces  drastically.  Comparing  Fig.  13a  and 
13b,  however.  It  appears  that  the  container  with  2a=25cm  and  h=2.1cm  has  a 
better  performance  than  that  with  2a=32cm  and  h=3.6cm.  This  Is  caused  by 
the  difference  In  liquid  damping  X  of  the  two  cases,  as  further  discussed 
below. 

Two  clear  peaks  of  the  structural  response  can  be  seen.  The  first  peak 
(at  lower  frequency  ratio)  fell  below  the  corresponding  structural  response 
when  without  TLD;  whereas  the  second  peak  rose  a  little.  The  results  of  the 
numerical  simulation  using  TLD-Structure  Interaction  model,  shown  as  lines 
In  Fig.  13,  agree  quite  well  with  the  experiment.  The  few  discrepancies 
that  can  be  observed  may  be  due  to  the  irregularity  In  the  shape  of  the 
container,  which  Is  not  perfectly  rectangular;  e.g. ,  the  bottom  Is  not 
flat.  The  numerical  analysis  Is  sensitive  to  the  liquid  depth  h  in  terms  of 
value  and  position  of  each  peak  in  the  frequency  response.  Further  details 
are  given  in  Ref.  20. 


5.  LIQUID  VISCOSITY  AS  A  TLD  DESIGN  PARAMETER 


As  in  TMD  (Tuned  Mass  Damper),  the  mass  ratio,  frequency  ratio  and 
liquid  damping  are  controllable  parameters  In  the  design  of  TLDs.  The  first 
natural  frequency,  f  of  liquid  motion  in  a  rectangular  container  Is  a 
function  of  a  and  h: 


L.  lES. 
2n  '2a 


tanh(|J)) 


(33) 


For  the  tuning,  l.e.,  f  /f  =1.0,  the  smaller  container  (smaller  a)  requires 
the  shallower  water  depth  h“as  Eq.  33  Indicates. 


The  liquid  damping  Is  inversely  proportional  to  the  liquid  depth,  h  as 
seen  In  Eq.  21,  and  consequently  the  smaller  TLD  has  larger  liquid  damping 
when  the  same  liquid  Is  used.  The  results  In  Fig.  13  has  Indicated  that  for 
the  more  or  less  siime  mass  ratio  (u"l%)  the  container  with  2a=25cm  (and 
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shallower  h)  was  more  efficient  as  a  damper,  than  that  with  2a=32cm.  This 
can  be  attributed  to  the  differences  in  liquid  damping. 

In  Fig.  13a,  there  remains  a  response  peak  of  the  structure  with  TLD 
around  0.9Hz,  suggesting  that  liquid  damping  is  still  less  than  the  optimal 
value.  Some  smaller  container  (2a<25cm)  may  therefore  be  expected  to  show 
better  performance  as  a  damper.  However,  it  should  be  noted  that  using 
smaller  TLD  container  inherently  leads  to  larger  number  of  TLDs  to  attain 
the  same  mass  ratio.  This  can  create  problems  in  container  cost  and  space 
required  for  TLD  installation. 

Instead  of  changing  the  TLD  tank  size  and  corresponding  liquid  depth, 
the  liquid  damping  \  may  be  also  be  changed  by  changing  the  liquid  viscosity 
V  (see  Eq.  21).  Figure  14  shows  the  simulated  effect  of  liquid  viscosity  on 
TLD-structure  interaction  (u*l%,  f  =0.91Hz,  2a=25cm,  h=2.1cm  and  €  =0.32%). 
The  structural  response  curves  ror  various  liquid  vlscosltlel  of  TLD 
(v  (plain  water),  5v^,  and  20\)  )  are  plotted  in  Fig.  14.  It  appears  in  this 
example  case  that  *the  structural  response  becomes  almost  Hat  over  the 
frequency  range  considered,  and  is  suppressed  effectively  when  the  liquid 
viscosity  is  5\)  .  Indeed  the  liquid  with  appropriately  high  viscosity 
significantly  Improves  the  efficiency  of  TLD  and  this  allows  the  use  of 
relatively  large  size  of  TLD  container.  It  should  be  noted,  however  that 
the  optimal  viscosity  would  depend  upon  the  size  of  container. 

Figure  15  shows  the  frequency  response  curves  for  comparing  TLD  and 
TMD  effectiveness.  Note  that  the  TLD  tank  in  this  example  is  slightly 
different  from  that  used  in  the  preceeding  example,  and  it  was  found  in  Ref. 
12  that  v=20v^  is  optimal  in  this  case.  Both  dampers  are  optimized  with  a 
selected  mass  ratio  of  1%.  The  optimal  parameters  of  TMD  are  determined 
according  to  Ref.  21.  It  is  found  in  Fig.  15  that,  if  optimized,  the 
efficiency  of  TLD  is  comparable  to  TMD. 


6.  CONCLUDING  REMARKS 

The  2-dlmenslonaI  basic  equations  of  liquid  motion  were  developed  based 
on  the  "shallow  water  wave  theory”,  in  which  the  damping  effects  due  to 
solid  boundary  friction  and  free  surface  contamination  were  included.  No 
wave  breaking  is  assumed  to  exist.  The  TLD-Structure  Interaction  model 
using  a  SDOF  structure  subjected  to  an  external  force  F  and  TLD  base  shear 
force  which  can  be  calculated  by  using  the  developed  basic  equations, 

was  proposed.  Forced  excitation  experiments  were  conducted  to  Investigate 
the  performance  of  a  TLD  prototype  using  a  commercially  available 
rectangular  plastic  container  in  suppressing  vibrations  of  a  structure  with 
0.91  Hz  natural  frequency.  The  experimental  results  showed  significant 

reduction  of  structure  response  around  resonance  (f/f  =  1.00)  region. 
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Good  agreements  between  experimental  and  simulated  results  were 
observed,  with  only  a  few  discrepancies  that  may  be  due  to  the  irregularity 
in  the  shape  of  the  container  and  to  3-dlmensional  effect  of  container 
width.  The  proposed  model  may  be  sufficient  for  designing  real  TLDs. 

The  theoretical  simulations  showed  that  one  way  to  Improve  TLD 
performance  would  be  to  choose  more  suitable  liquid  viscosity.  The 
effectiveness  of  TLD  could  be  comparable  to  that  of  TMD.  Development  of 
high-viscous  liquid  suitable  to  TLD  is  a  remaining  subject  of 
investigation,  as  well  as  the  optimization  of  the  various  TLD  parameters. 
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Building  Tower 


Fig.  1  Tuned  Liquid  Damper  Fig.  2  Definition  sketch  for  liquid 

(TLD)  installed  on  motion  in  rectangular  container 

a  building  and  tower 


Fig.  3  The  profile  of  liquid  particle  Fig.  4  Base  shear  force  of  container 
velocity  in  x-direction  inside  due  to  liquid  motion 

and  outside  the  boundery  layer 
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Experiment  Iheory 

Fig.  8  The  time  histories  of  base  shear  force  F 
(base  amplitude  =  0.25  cm) 
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Fig.  10  Frequency  responses  of  and  F,  and  AE' 
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STRUCTURAL  RESPONSE 


Fig.  11  TLD-Structures  (SDOF)  Fig.  12  Experimental  set-up  for 

Interaction  model  TLD-structure  interaction 


A  <em)  *0”  ewo-hslf  25  cn  tank  ^  Aj”  1.0  cb,  one-half  32  ca  tank 


Fig.  13  Frequency  response:  numerical  simulation  and 
experiment  (•sweep  forward,  o sweep  backward) 
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Fig.  15  Comparison  of  TLD  and  TMD 
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ABSTRACT 

The  fundamental  theory  of  wire  ropes  developed  by  Costello  and  Phillips 
is  utilized  to  develop  closed-form  expressions  for  contact  stresses  in 
single  strand  cables  with  fibrous  cores.  These  should  be  useful  for  gaining 
insight  into  the  influence  of  various  cable  parameters  on  its  strength  and 
hence  design.  Furthermore,  since  the  contact  stresses  can  be  often  high  and 
approach  levels  on  the  order  of  the  ultimate  stress  of  the  material,  these 
expressions  may  facilitate  the  analysis  of  energy  dissipation  in  vibrating 
cables  through  hysteresis  due  to  periodic  variations  of  stresses. 


tProfassor,  Department  of  Aeronautical  Engineering. 
^Professor,  Department  of  Aerospace  Engineering. 
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INTRODUCTION 


The  importance  of  stranded  cables  for  engineering  applications  is 
universally  recognized.  Yet,  until  recently,  empirical  data  generated 
through  their  extensive  experimentation  had  been  the  sole  basis  for  rope- 
selection  and  design. ’  Such  a  conspicuous  absence  of  earlier  interests 
in  theoretical  Investigations  of  cable  deformations  and  stresses  may  be 
attributed  to  perhaps  what  appears  to  be  an  "overwhelming”  complexity  of  the 
problem.  The  lack  of  thorough  understanding  of  stresses  in  cables  and  the 
mechanisms  which  cause  failures  leads  to  the  use  of  rather  large  factors  of 
safety,  thus  leaving  much  to  be  desired  for  an  effective  usage  of  material 
in  cables.  Recent  considerations  of  use  of  cables  in  large  space  structures 
(e.g.,  stayed  columns,  damping  devices  which  utilize  cables  for  energy 
dissipation  or  in  other  space  applications  involving  tethers)  require 
greater  knowledge  of  cable  stresses  and  cable-dissipative  mechanisms. 

A  paper  by  Hall'*  together  with  a  series  of  three  papers  by  Hruska*'  *'  ^ 
on  estimation  of  the  tensile,  tangential  and  radial  forces  in  wire  rope 
seemed  to  mark  the  beginning  of  a  new  era  directed  at  theoretical  studies  on 
cable  stresses  and  deformations.  However,  little  attention  was  given  to  the 
determination  of  actual  stresses.  Leissa*  was  probably  the  first  one  to 
undertake  complete  stress  analysis  of  a  6x7  wire  rope  under  tension. 

Starkey  and  Cress*  improved  his  analysis  by  incorporating  the  effect  of  wire 
curvature.  They  also  considered  the  crossed-wire  case.  Bert  and  Stein'* 
presented  a  more  general  treatment  for  computation  of  contact  stresses  in 
the  most  severe  contact  regions  and  applied  it  to  a  6x37  Warrington  IWRC 
rope. 


In  the  foregoing  investigations,  however,  several  simplifying 
assumptions  of  questionable  validity  were  made.  Costello,  Phillips  and 
other  associates''-  **  gave  a  new  direction  to  the  subsequent  theoretical 
investigations  on  cable  stresses  and  deformations.  They  treated  separately 
the  equilibrium  of  each  of  the  constituent  helical  wires,  although  the 
assumption  of  no  frictional  force  was  kept  intact.  Their  approach,  however, 
requires  solving  simultaneously  the  governing  set  of  nonlinear  equations 
using  a  Newton-Raphson  algorithm.  The  use  of  a  computer  is  a  must  to 
generate  the  results,  numerically,  using  data  specific  to  cables  under 
investigation.  The  "Linear  Theory"  as  used  earlier  by  Phillips  and 
Costello*'-  **  and  Vellnsky,  et  £l.  ,*•  although  applicable  to  a  cross-section 
of  arbitrary  geometry,  has  somewhat  limited  utility.  They  exploit  it  for 
relating  changes  in  variables/parameters  of  helical  wires  to  those  of 
strands  as  well  as  the  changes  in  variables/parameters  of  strands  to  those 
of  cable  in  the  loaded  configuration.  However,  no  attempt  has  been  made  to 
"integrate"  these  linearized  relations  in  a  concise  form.  In  the  process, 
their  linearization  merely  achieves  some  economy  of  computational  time 
without  altering  the  basic  numerical  character  of  simulation  involving  the 
simultaneous  solution  of  a  set  of  usually  a  large  number  of  algebraic 
equations  (depending  upon  the  geometry  of  the  cable  cross-section).  In  this 
manner,  their  approach  does  not  provide  any  direct  design  insights  as  to  the 
influence  of  the  various  cable  parameters  on  elastic  deformations  unless  one 
resorts  to  extensive  numerical  simulation  covering  the  practical  range  of 
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values  for  each  of  the  system  parameters.  Kumar  and  Cochran**-  ** 
incorporated  some  suitable  simplifying  approximations  to  develop  closed-form 
solutions  for  elastic  multilayered  strand  cable  deformations.  This  latter 
work  is  now  extended  to  develop  analytical  expressions  for  critical  contact 
stresses  In  cables  of  the  single-strand  fibrous-core  type.  Unlike  the 
treatment  of  some  of  the  earlier  theoretical  Investigations,  the  effect  of 
torsional  moment  Is  also  Incorporated  along  with  that  of  simple  tension. 

It  Is  felt  that  the  explicit  nature  of  the  results  developed  here  would 
be  particularly  useful  In  gaining  fresh  Insights  Into  the  Influence  of  the 
various  cable  parameters,  thus  facilitating  design  and  rope-selection.  The 
better  understanding  of  the  contact  stresses  may  also  be  crucial  to  modeling 
of  the  energy  dissipation  phenomenon  in  the  cables  likely  to  be  exploited  In 
some  new  proposed  applications,  e.g.,  for  augmentation  of  damping  In  large 
space  structures.  See  Cutchins,  et  £l.  ,**  for  other  wire  rope  related 
models . 

ANALYSIS 

The  cable  under  consideration  is  a  single  strand  composed  of  a  fibrous 
core  wrapped  around  helically  by  an  arbitrary  number  of  wires,  hereafter 
denoted  by  m.  The  radius  of  the  wire,  its  helix  radius  and  helix  angle  are 
denoted  by  R,  r  and  a,  respectively.  The  case  Investigated  In  this  paper  is 
that  of  the  cable  subjected  to  an  external  axial  pull  or  tensile  load  F,  and 
an  axial  or  torsional  moment  M.  It  Is  assumed  that  under  this  loading,  the 
helical  character  of  the  wires  is  retained.  The  corresponding  deformed 
variables  are  represented  by  using  primes  as  superscripts. 

From  simple  geometric  considerations  of  the  cable  cross-section  it  can 
be  shown  that: 

(R/r)  -  [sin*a/(sin*a  +  cot*n/m)] 

which,  for  practical  situations,  can  be  approximated,  to  within  IZ  error,  as 
R/r  •  sina  sin  n/m  [1  +  (1/2)  cos*a  sln*7t/m]  (1) 


The  corresponding  relation  for  the  deformed  configuration  can  be  stated  as 

R'/r'  •  slna'  sin  n/m  [1  +  (1/2)  cos*a'  sln*iT/m]  (2) 

where 

R'*  R(l-v^)  (3) 

V  «  Poisson's  ratio 

C  -  tensile  strain  in  the  helical  wires 
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Using  these  three  relations,  we  can  show 


(r/r')  -  1  +  S 


(4) 


where 


6  -  vC  +  a  cota  Aa 
a  -  1  -  sin’a  sin*  it/ra. 


Strain  Relations;  The  consideration  of  compatibility  of  the  cable 
deformations  leads  to  the  following  strain  relations: 

Axial  strain  of  the  cable,  c  -  (l-i-C)  sina'/sina-l  (5) 

Rotational  strain  of  the  cable,  ^  ••  (r/r' )(l+E)cota'  -  cota  (6) 

where 

E  -  longitudinal  strain  of  helical  wires 

Denoting  the  change  in  the  wire  helix  angle  (i.e.,  a'-a)  by  Aa,  Eqs.  (5)  and 
(6)  can  be  written  to  first  order  in  Aa  as: 

E  •  c  -Aa  cota 

Aa  •  [e( l-t-v)sina  cosa  -  fi  8in’a]b  (7) 

where 

b  •  1  +  (cos'n/m  -v)cos*a  +  (l-2v)  cos*a  (8) 

Force  and  Moment  Relations:  We  denote  by  T  and  6  the  resultant  Internal 
forces  and  moments  in  the  helical  wires,  respectively.  The  subscripts  n,  b 
and  a  are  added  to  represent  the  corresponding  components  of  T  and  G  along 
the  normal,  blnormal  and  axial  directions,  then, 

T  -  TtR»EE 

a 

-  (itR*E/4)(X'-\  ) 
n  n  n 

G.  -  (7iR^E/4)(X'-X.  ) 

D  D  D 

G^  -  (iiR^E/4)(X'-\  ) 

a  a  a 

where 

E  -  the  modulus  of  rigidity  of  the  material  of  the  helical 
wires. 
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X  ,X'  -  0;  the  initial  and  final  components  of  curvature  of 
"  ”  the  helical  wires  along  the  normal. 

X  ,Xi  -  (cos*a/r),  (cos»a'/r'),  the  initial  and  final 
^  “  components  of  curvature  of  the  helical  wires 

along  the  binormal. 

X  ,X'  -  (sina  cosa/r),  (sina*  cosa'/r')»  the  initial  and 
®  *  final  components  of  curvatures  of  the  helical  wire 

along  the  axis. 

Through  some  suitable  simplifying  approximations,  it  can  be  shown  that 

T  -  7rR*E[E{l-(l+v)b  cos*a)  +  g  b  sina  cosa) 
ft 

G  -  tnR^E/{^(l+'')r}  ][vc 

ft 

-f  {a  -  v-tan‘a}  coto  Aa]sina  cosa 

G.  -  [itR‘‘E/{4r}][vE  +  (a-v-2  tan*a)cota  Aa]cos*a 
b 


G  -  0 
n 


Now  considering  the  equilibrium  of  helical  wires,  wo  obtain: 


G  X'  -  G.X' 
a  b  b  a 


q  •  -  T  X '  +  T.  X' 

^n  a  b  b  a 

q  ig  the  normal  component  of  the  resultant  contact  force  per  unit 
length.  These  two  relations  lead  to: 

T.  •  [b  iiR^E/(4r*)]  [c{(l+2v)sln*a  -  v*-v  cos*a}  cosa 
b 

-  g{sln*a  -  cos  2a}  sina]  sin  a  cos*a  (9) 

q  •  -  (itR*E/r)cos*a[c{l-(l+v)  b  cos'a} 
n 

+  g  b(l  +  c  sin^a}  sina  cosa]  (10) 


where 

-  v/(l+v) 

c  -  (l/4)(l+v^)(RVr*) 


The  angle  y  that  locates  the  lines  of  action  of  the  line  contact  loads  of  a 
helical  wire  with  adjacent  helical  wires  is  given  by 


1  / 

cos  y  ■  sina  sin  it/m[l  -  sin*  w/m  cos*a]  * 
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giving  the  following  expression  for  the  contact  force  per  unit  length 
denoted  by  Q: 

Using  the  earlier  expressions  for  and  cos  y,  we  get 

Q  ■  [•nR*E/(2r)  ]  [cos*a/(sina  sin  n/m)][l  +  1/2  sin*  it/m  cos*a] 

[£{l-(l+v)b  cos*a}  +  3  b{l  +  c  sin*a}sina  cosa]  (13) 

Here,  the  strains  c  and  3  are  related  to  the  tensile  force  (F)  and  torsional 
moment  (M)  as  follows ; 


F  c  +  F-3 
c  3^ 

(14) 

M  e  +  M„3 
e  3 

(15) 

where  the  nondimensionallzed  force  and  moment  represented  by  F  and  M  are 
defined  as  follows: 


F  -  F/(miiR*E) 
M  -  M/(mnR»E) 


(16) 


and  the  expressions  for  force  and  moment  derivatives,  (F  ,  F. .  M  and  M  ) 

c  3  c  3 

developed  by  Kumar  and  Cochran**  and  reproduced  below,  are  now  utilized  to 
solve  Eqs.  (14)  and  (15)  for  c  and  3: 

F  >  e  sin  a 
e 


F  ■  [b  -  (l+v)/4  sin*  n/m  sin*a  cos*a]  sin*a  cos  a 
P 

M  -  (r/R)[e-(l/4)(l-v-  cos*  2a)sin*  2n/m  sln*a]cos  a  (17) 

c  £ 

M  -  (r/R)[b  cos*a  +  (l/4)(l+f)]  sin  a 
3 


where 


e  -  l-(l+v)  cos*a  -(l+v)(co8*  it/m  -  v)  cos*a 
f  ■  v^  cos  2a  +(l+v)  8ln*a  co8*a 


(18) 
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Substituting  the  resulting  expressions  for  c  and  fi  into  Eq.  (13)  followed  by 
nondimensionalization  leads  to 

Q  -  Qp  F  +  Qm  “  (19) 

with 

Q  -  Q/(EtiR) 

Q  -  (1/2)  g,  sina  cos*a 

Q„  -  (l/v)(l+v)*  g-  sin*a  cos*a  sin  11/111(1  +  1/2  sin*  it/m  cos*a) 

M  Z 

gj^  -  l-2v  cos*a  +( l+4v+9v*  )cos^a  +( l+3v-20v*-33v*  )cos‘a 

-4{cos*a/(sin'‘a  sin*  ii/m)){l-3v  cos*v  +(l+4v+12v*)  cos'*a} 

•  1-v*  +  1/2  sin*  n/m  cos*a  ~v(5-3v*)cos*a  -(l-3v-17v*) 

cos*a-3(l-2v+9v*+23v*)cos*a  +  4( l-2v) {cos‘a/(sin*a 
sin*  iT/m)}{l-3v  cos*a  +  (l+4v+12v*)  cos^a} 

Contact  Stresses; 

To  compute  the  contact  stresses,  direct  use  can  be  made  of  the  results 
given  by  Seely  and  Smith* ^  in  their  book. 

The  expressions  for  the  three  principal  compressive  stresses  due  to  the 
contact  force  are  given  below: 


-  2v[/l  +  (z/p)*  -  (z/p)](p/A) 

Oy  -  [(✓!  +  (z/p)*  -  z/p)*/{l  +  (z/p)*}*^*](p/A) 

o  -  [1  +  (z/p)*]“  ^*(p/A] 
z 

where 

o  ,0  ,0  ■  principal  compressive  stresses  in  the  axial,  tangential 

X  y  z 

and  radial  directions,  respectively. 
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z  >  distance  below  the  surface  to  the  point  under 
consideration. 

p  -  [2  Q  A/n]'^» 

A  -  l2(l-v*)R/E] 

Since  the  above  compressive  stresses  are  maximum  when  z«0,  i.e.,  on  the 
surface  of  the  wires  at  the  contact  points,  we  get 

(o^)majj  -  2v  p/A  -  2v[  l/(  1-v*)  ] }  * '^»  tEQ/(iiR)  ]  ‘ 

The  latter  of  these  is  the  maximum  normal  contact  stress  which  we  denote  by 
a;  hence 

o  -  [l/(l-v*)]*^*[QE/(itR)]*^*  (20) 

Substitution  of  the  earlier  expression  for  Q  followed  by  nondimensional- 
ization  leads  to  the  maximum  contact  stress: 

a  "  1(1/2)  sina]  cosa[h^  F  +  h2(l+v)*  sin*a  cosa  sin(TT/m)M]  (21) 

where 

a  -  o/E 

hj  -  l+v*/2-2v  cos*a  +  (l+4v  +  9v*)  cos*a  +  ( l+3v-20v*-33v* ) 

cos‘a  -4{cos*a/(sin^a  sin*  ii/m)}{l-3v  cos*a  + 

(1  +  4v  +  12v*)  cos^a} 

h2  ■  [l+v*/2-v*  +  (sin*  it/m  cos*a)/2  -v(5-3v*)  cos*a 

-  (l-3v-17v*)  cos^a  -3(l-2v+9v*+23v*){cos‘a/ 

(sin^a  sin*  n/m))  ll-3v  cos*a  +(l+4v+12v*)  cos^a}] 

and  F,  M  are  given  by  Eq.  (16). 
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RESULTS  AND  DISCUSSION 


The  expressions  obtained  above  are  of  considerable  significance.  The 
results  are  dimensionless  and  explicit.  These  closed-form  solutions  provide 
useful  information  concerning  the  influence  of  the  cable  parameters  and  its 
properties.  For  a  better  assessment  of  the  influence  of  the  cable 
parameters  and  material  properties,  the  variation  of  the  rather  involved 
functions,  h^  and  h^,  was  studied  over  the  practical  range  of  a  (i.e., 

n/3  ^  a  ^  'n/2),  covering  a  number  of  cases  with  different  values  of  m  and  v. 
Some  typical  plots  are  presented  here  (Fig.  1).  It  is  interesting  to  note 
that  for  "relatively  large"  a,  the  variables  hj^  and  h^  do  not  show  any 

significant  variations  and  that  both,  to  first  order  can  be  approximated  as 
unity.  This  approximation  simplifies  Eq.  (21)  to 

1/  _ 

o  -  {(1/2)  sina}  *  cosa[F  +(l+v)*  sin*a  cosa  sin(it/m)M]. 

This  result  is  of  considerable  importance,  particularly  for  preliminary 
cable  design.  It  clearly  brings  out  the  role  of  a  and  m  in  affecting  the 
contact  stresses  when  the  cable  is  subjected  to  tension  and/or  torsional 
moment.  However,  in  view  of  the  specified  constraint  on  a  for  the  above 
expression  to  be  valid,  it  would  be  advisable  to  stick  to  the  more  accurate 
earlier  results  in  the  final  analysis.  Some  typical  results  based  on  this 
more  accurate  equation,  Eq.  (21),  are  presented  in  Fig.  2  and  Fig.  3.  These 
plots  show  the  effect  of  varying  the  wire  helix  angle  a  on  the  maximum 

contact  stress  o.  Three  different  loading  conditions  with  pure  tension, 
pure  torsional  moment  and  combined  tension  and  torsion  are  considered.  In 

general,  in  the  practical  range  of  a,  the  dimensionless  stress,  o, 
continuously  decreases  with  increasing  a,  vanishing  altogether  at  a  -  n/2  as 
expected.  However,  an  exception  to  this  general  trend  may  be  observed  in 
the  lower  range  of  a,  particularly  when  m  (i.e.,  the  number  of  helical  wires 
in  the  cable)  is  large.  From  Fig.  3,  it  is  evident  that  the  changes  in  v 
within  practical  limits  for  steel  cables  do  not  influence  the  contact  stress 
characteristics  to  any  perceptible  extent. 
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Fig.  1  Typical  plots 
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Fig.  3  System  plots  showing  the  effect  of  a  on  o 
when  the  cable  Is  subjected  to  tension 
as  well  as  torsion. 
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Abstract 

In  a  press  fit  joint  a  rod  is  considered  as  being  flexible  while  a 
bush  is  rigid.  The  rod  is  modelled  as  a  discrete  mass  system  subjected 
at  one  end  to  a  harmonic  force.  Each  mass  is  moving  in  the  presence  of 
dry  friction  forces  of  constant  intensity.  A  computer  simulation 
technique  is  used  to  investigate  the  effect  of  inertial  forces  on  the 
microslip  in  a  press  fit  joint  and  then  on  the  frictional  losses  during 
one  cycle  of  loading.  The  numerical  results  show  that  the  effect  of 
inertial  forces  becomes  significant  at  ultrasound  frequencies. 
Similarity  criteria  are  given  to  extend  the  results  of  numerical 
simulation  presented  for  a  particular  case  and  to  show  the  qualitative 
relationship  between  the  dynamic  losses  and  system  parameters. 
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1.  Introduction 


The  effect  of  friction  at  the  interface  of  structural  members  on 
the  damping  properties  of  a  structure  was  always  of  interest  to 
structural  engineers.  One  aspect  of  this  general  problem  is  associated 
with  the  process  which  takes  place  in  a  friction  joint  subjected  to  a 
cyclic  loading,  namely,  the  cyclic  microslip  and  corresponding  losses. 
Panovko  formulated  and  solved  this  problem  for  a  press  fit  joint 
subjected  to  a  quasi-static  cyclic  loading  in  1958  [1]. 

Interest  to  energy  dissipation  in  a  simple  joint  due  to  friction 
was  maintained  over  the  past  two  decades  [f.e.  2,  3,  4]  and  even  became 
stronger  in  view  of  more  rigid  requirements  to  vibration  control  in 
space  applications.  In  analyzing  losses  in  a  frictional  joint  one 
parameter,  namely,  the  inertial  forces,  has  always  been  ignored,  while 
the  limits  of  this  assumption  has  never,  to  the  best  of  author's 
knowledge,  been  studied. 

The  problem  for  a  frictional  joint  in  a  dynamic  formulation  does 
not  have  a  closed  form  solution  analagous  to  that  obtained  by  Panovko. 

In  fact,  when  investigating  the  dynamics  of  a  frictionally  constrained 
rod  the  author  preferred  numerical  simulation  [5]  to  any  approximate 
analytical  approach  because  of  the  uncertainty  in  the  dynamic  behaviour 
which  inertial  forces  introduce.  In  [5]  a  simulation  technique  was  used 
to  solve  an  initial  value  problem  for  a  discrete  system  of  masses 
subjected  to  a  periodic  load  and  moving  in  the  presence  of  friction. 
However,  the  question  of  energy  losses  was  not  addressed  in  [5]  and  was 
only  partially  discussed  in  [6J. 

In  this  paper  a  more  systematic  numerical  analysis  of  dynamic  vs. 
static  losses  is  given  for  a  particular  case.  Also,  the  effect  of  such 
parameters  as  coefficient  of  friction  and  amplitude  of  the  harmonic 
force  is  investigated.  To  generalize  the  numerical  results  the 
similarity  criteria  are  given. 


2.  Mathematical  Model  and  Simulation  Procedure 


In  this  paper  a  simple  press  fit  joint  is  considered  and  it  is 

assumed  that  the  rod  is  flexible  while  the  bush  is  rigid.  The  friction 

forces  are  assumed  to  be  of  constant  intensity  (dry  friction).  The  rod 
is  acted  upon  by  a  harmonic  force  applied  at  one  of  the  ends. 

A  mathematical  model  describing  the  outlined  problem  is 
intrinsically  non-linear  due  to  dry  friction.  During  each  half-cycle  of 
the  loading  every  cross-section  of  the  rod  might  be  stationary  over  some 
time  interval  (inter-locking).  These  stationary  cross-sections  in  fact 
make-up  a  stationary  region  Uegment).  At  any  moment  in  time  there  is  a 

number  of  stationary  and  moving  segments.  The  number  of  such  segments, 

their  length  and  sense  of  motion  is  not  known  a  priori.  Besides,  the 
picture  may  differ  from  one  cycle  to  another  and  it  is  not  clear  in 
advance  whether  a  process  would  converge  to  a  steady  state  one  for  a 
specific  set  of  problem  parameters.  To  investigate  the  dynamic 
behaviour  of  such  a  system  a  computer  simulation  technique  was  developed 
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by  the  author  [5].  Here  only  a  brief  description  of  the  simulation 
procedure  is  given  for  the  sake  of  clarity.  A  rod  is  modelled  as  a 
discrete  system  of  equal  masses,  springs  and  dashpots  (Fig.  1).  The 
simulation  process  starts  during  the  first  half-cycle  of  the  loading 
when  the  external  force  becomes  equal  to  the  friction  force  associated 
with  the  first  mass.  The  equation  of  motion  of  the  first  mass  is 
generated  and  an  analytical  solution  is  obtained.  This  solution  is 
valid  until  either  the  second  mass  starts  moving  or  the  first  mass 
stops.  At  this  moment  it  is  either  the  one-mass  system  becomes  a 
two-mass  system  or  the  whole  rod  becomes  stationary. 

In  a  developed  process  there  can  be  masses  moving  in  a  positive 
direction,  negative  direction  or  remaining  stationary.  Motion  of  the 
entire  system  is  represented  by  the  motion  of  its  subsystems.  The 
system  remains  invariable  if  the  number  of  sub-systems  and  the  number  of 
masses  in  each  sub-system  remains  the  same.  The  invariable  system  is 
governed  by  the  linear  differential  equations.  However,  the  moment  in 
time  when  the  status  of  the  physical  system  changes  cannot  be  determined 
analytically  and  this  fact  constitutes  a  need  for  simulation.  A 
time-stepping  procedure  is  utilized  to  identify  the  moment  when  the 
system  changes  its  status.  Between  such  two  moments  in  time  (events) 
the  analytical  solution  is  used  to  describe  the  motion. 


3.  Numerical  Results 


Numerical  examples  are  given  for  a  steel  pin  which  is  0.025  m  long 
and  has  a  radius  of  0.005  m.  The  pin  is  subjected  to  axial  harmonic 
forces  of  various  amplitudes  and  frequencies  P  =  P,  sin  (wt).  The  total 
friction  force,  F. ,  is  used  as  a  measure  of  friction.  The  pin  is 
modelled  as  a  ten-mass  system,  the  number  of  discrete  masses  found  to  be 
sufficiently  accurate  for  this  type  of  a  problem  [6].  The  material 
damping  properties  are  taken  in  the  same  form  as  in  [5]. 

3.1  Discontinuity  of  Motion 

Examples  of  the  displacement  of  masses  in  time  during  the  first  few 
cycles  of  the  load  are  shown  in  Figs.  2  and  3.  The  discontinuity  of 
motion  is  clearly  seen:  the  flat  parts  on  the  graphs  indicate  the 
length  of  time  during  which  each  mass  remains  stationary.  Also  it  is 
seen  that  various  masses  start  or  stop  moving  not  simultaneously.  Both 
shift  in  phase  and  the  length  of  the  stationary  period  are  dependent  on 
the  force  frequency  and  amplitudes.  At  some  frequencies  and  amplitudes 
motion  becomes  continuous.  Note  also,  that  it  requires  a  few  cycles 
before  the  process  becomes  steady. 

3.2  Hysteresis 

Since  work  done  by  the  friction  forces  during  the  cycle  is  equal  to 
the  work  done  by  the  external  force  during  the  same  cycle  the  hysteratic 
losses  were  measured  by  considering  the  external  force-displacement 
relationship  during  the  cycle  and  measuring  the  corresponding  hysteretic 
loop  area.  Two  examples  of  hysteretic  loops  are  shown  in  Figs.  4  and  5. 
It  is  seen  that  at  f  =  250  Hz  the  system  behaves  as  perfectly  quasi- 
static  one  with  the  clearly  identified  discontinuities  in  stiffness. 
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whereas  at  f  =  2kHz  the  hysteretic  loop  becomes  more  smooth  which  is  an 
indication  of  the  effect  of  inertial  forces.  However,  the  maximum 
displacement  of  tbe  first  mass  in  both  cases  is  practically  uneffected 
(U  =  2.7  X  10"^  mm).  It  is  worth  mentioning  that  exact  analytical 
soTOtion  according  to  [1]  gives  for  given  loads  and  pin  parameters 
maximum  displacement  during  the  cycle  as  U  =  2.9  x  10  ^  mm.  The 
discrepancy  is  associated  with  the  discretization  [6].  A  vertical  part 
of  the  loop  in  Figs.  4  and  5  indicates  a  range  of  force  over  which  the 
first  mass  remains  stationary. 

3.3.  Cyclic  Losses 

The  effect  of  frequency  and  nondimens ional  amplitude  of  the 
external  force  on  dynamic  losses  is  shown  in  Fig.  6,  in  which  Fig.  6b 
provides  a  close-up  look  of  curves  in  Fig.  6a  at  low  frequencies.  The 
static  losses  were  calculated  according  to  [1] 


>1' 


1 
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F^*EA 


(1) 


where  P,  is  the  amplitude  of  dynamic  force,  L  is  the  length  of  the 
pin-hub^interface,  F.  is  the  total  friction  force  at  the  interface,  E  is 
the  modulus  of  elasticity,  and  A  is  the  cross-section  area  of  the  pin. 


It  is  seen  from  Fig.  6b  that  for  practically  important  range  of 
frequencies  (up  to  60  Hz)  the  effect  of  inertial  forces  on  hysteretic 
losses  is  negligibly  small.  However,  Fig.  6a  indicates  that  at 
ultrasound  frequencies  the  losses  due  to  dry  friction  may  grow  many 
folds.  This  increase  is  associated  with  the  phenomenon  of  macroslip  of 
the  entire  pin  at  the  interface  at  these  frequencies  [5].  The  effect  of 
inertial  forces  on  losses  at  ultrasound  frequencies  can  also  be  seen  in 
Fig.  7  where  the  relationship  between  the  losses  and  the  amplitude  of 
the  dynamic  force  is  shown  for  a  15  kHz  frequency.  A  cubic  parabola 
indicates  a  quasi-static  relationship  according  to  formula  Eq.  1.  It  is 
seen  that  dynamic  losses  grow  faster  with  the  amplitude  of  the  force. 


4.  Similarity  Criteria 

Because  of  a  number  of  parameters  effecting  the  losses  in  a  dry 
friction  joint  it  seems  that  computer  simulation  is  the  only  tool 
available  to  investigate  the  phenomenon.  The  results  of  computer 
simulation  can  be  extended  to  dynamically  similar  situations.  The 
following  two  similarity  criteria  can  be  derived  for  the  problem  under 
consideration 


and 
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(3) 


S^S 


is  the  ratio  of  frequencies,  Sj^  in  the  ratio  of  geometries,  Sp 


is  the  ratio  of  moduli  of  elasticities. 


where 

is  the  ratio  of  densities,  S, 

and  Sp  is  the  ratio  of  totarfriction  forces  in  two  dynamically  similar 
friction  joints.  If  material  properties  are  the  same  in  both  joints 


dry 
than  Sf 


and 


1  and 


1  and  Eqs.  2  and  3  are  reduced  to 


1 


(4) 


Equation  4  means  that  if,  for  example,  the  geometry  of  the  joint 
increased  twice,  S  =2,  then  the  frequency  should  decrease  twice, 

S  =  0.5,  in  order  to  ensure  the  similarity.  At  the  same  time,  as  it 
follows  from  Eq.  5,  the  friction  forces  should  be  four  times  larger. 
Since  friction  forces  are  proportional  to  the  surface  area,  the 
condition  Eq.  5  is  satisfied  if  the  coefficient  of  friction  and  the 
contact  pressure  are  maintained  the  same  in  both  joints.  Note  that  the 
external  force  -  total  friction  force  ratio  is  supposed  to  be  maintained 
the  same.  Since  losses  are  proportional  to 

Sl-  Sp  S,  (6) 

for  the  case  of  identical  materials  Eq.  6  is  reduced  to 

\  "  5*^  (7) 

where  S^^  is  the  ratio  of  losses  in  two  similar  systems. 


5.  Conclusions 


A  computer  simulation  approach  allowed  to  assess  the  effect  of 
inertial  forces  on  losses  in  a  simple  press  fit  joint.  The  results  of 
simulation  show  that  inertial  forces  become  significant  at  ultrasound 
frequencies  for  a  specific  example  considered.  The  similarity  criteria 
derived  indicate  that  the  same  losses  may  take  place  at  lower 
frequencies  for  a  scaled-up  joint.  The  significance  of  inertial  forces 
in  dry  friction  joints  on  structural  losses  can  be  assessed  in  each 
specific  application  using  the  developed  methodology  [5]. 
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Fig.  5  Hysteretic  loop  (F^  =  1010  N,  Pj  =  606  N,  f  -  2  kHz) 
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ABSTRACT 

Modal  damping  of  flexural  oscillation  in  suspended  cable  is 
investigated  through  free  oscillation  experiments  with  cable  model  and 
through  finite  element  analyses.  Relation  between  modal  damping  and 
dynamic  characteristics  of  cable  is  discussed  with  parameters  of  sag- 
to-span  ratio,  span  length,  chord  inclination,  support  flexibility  and 
support  damping.  It  is  found  that  modal  damping  of  cable  is  closely 
related  to  dynamic  strain  in  normal  mode  and  that  internal  damping  of 
cable  is  a  primary  cause  of  modal  damping  of  flexural  oscillation.  It 
is  also  found  that  damping  at  support  contributes  to  modal  damping 
directly  and  that  the  contribution  of  support  damping  is  approximately 
proportional  to  square  of  modal  support  amplitude. 

KEIWORDS:  Cable,  Experiment,  Finite  Element  Analysis,  Modal  Damping. 


1.  INTRODUCTION 

Cable  has  been  widely  used  as  structural  member  in  civil  engineering 
structures,  such  as  suspension  bridges,  cable-stayed  bridges,  transmission  lines, 
telecommunication  lines,  and  so  on.  Especially  in  Japan,  there  is  the  big 
project;  Honshu-Shikoku  Bridge  Project,  of  connecting  two  main  islands  by  many 
over-sea  bridges,  most  of  which  are  cable-suspended  bridges.  Center  span  lengths 
of  those  suspension  bridges  are  770m,  876m,  940m,  990m,  1100m  and  1990m.  With  the 
increase  of  span  length  in  suspension  bridge,  cable  becomes  more  and  more 
important  as  structmral  member.  As  a  matter  of  fact,  it  can  be  seen  from  Fig.  1 
that  weight  proportion  of  cable  to  bridge  deck  increases  almost  linearly  with 
span  length.  Fig.  1  indicates  change  of  dead  load  ratio  of  cable  to  suspended 
structure  with  respect  to  center  span  length  for  Honshu-Shikoku  Bridges  and  the 
Messina  Straits  Bridge  in  Italy.  For  the  Akashi  Straits  Bridge  center  span  of 
which  will  be  1990m,  the  weight  of  cable  will  be  heavier  and  about  50%  of  the 
weight  of  suspended  structure. 

Fig.  2  is  plots  of  maximum  span  length  in  cable-stayed  bridge  in  Japan.  As 
is  shown  in  Fig.  2,  many  cable-stayed  bridges  have  been  constructed  especially  in 
this  decade  and  the  span  length  becomes  longer  and  longer.  This  means  cable 
becomes  more  and  more  important  also  in  cable-stayed  bridge. 

Oscillations  of  cables,  however,  occur  easily  due  to  wind  because  of  their 
light  weight  and  high  flexibility.  Indeed  remarkable  oscillations,  such  as 
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Fig.  1  Cable  weight  versus  span 
length  in  suspension  bridge 


Fig.  2  Maximum  span  length  of 
cable-stayed  bridge  in  Japan 


galloping  and  buffeting  of  cables  in  transmission  lines,  telecommunication  lines, 
and  cable-stayed  bridges,  have  been  reported  frequently  (see,  for  example, 
Rawlins  [1981];  Fujino  et  al.  [1988];  Hikami  and  Shiraishi  [1988])  and  recently 
the  relatively  new  problem  of  rain  and  wind-induced  vibration  of  cable  becomes  a 
serious  engineering  issue  in  cable-stayed  bridges  (Hikami  and  Shiraishi  [1988]). 
Occurrence  of  wind-induced  oscillation  is  much  dependent  on  modal  damping  and  the 
damping  mechanism  of  cable  is  very  important  to  consider  suppression  of  such  kind 
of  oscillation. 

Several  studies  have  been  made  on  damping  characteristics  of  cables  and  wire 
ropes.  Most  of  them  deal  either  the  first  flexiural  modal  damping  of  taut  cable  or 
with  hysteresis  damping  of  wire  rope  during  axial  oscillation  (Hara  and  Ueda 
[1966];  Nishimura  et  al.  [1977];  Tsuji  and  Kanou  [1980];  Tanaka  et  al.  [1985]; 
Kanou  and  Tsumura  [1987]).  This  means  that  researches  have  been  conducted  mainly 
on  the  material  damping  of  ropes,  while  there  are  very  few  investigations  on  the 
modal  damping  of  flexural  oscillation  in  suspended  cables  (Ramberg  and  Griffin 
[1977];  Yamaguchi  and  Fujino  [1987,1988];  Yamaguchi  [1988]). 

The  primary  objective  of  the  present  paper  is  to  investigate  modal  damping 
characteristics  of  flexural  oscillation  in  suspended  cables  through  model 
experiments  and  finite  element  analyses.  The  sag-to-span  ratio  is  chosen  as  a 
primary  parameter  in  the  testing  and  it  is  studied  how  the  modal  damping  changes 
as  the  sag  ratio  changes.  In  addition,  effects  of  initial  tension,  chord 
inclination,  support  flexibility  and  support  damping  on  modal  damping  of  cable 
are  also  discussed  and  the  damping  mechanism  of  cable  is  clarified. 


2.  OSCILLATION  TEST  WITH  MODEL  CABLE 

Model  cable  employed  in  the  experiment  is  7-wire  strand  rope  to  which  lead 
weights  ( 1 5. Og/ weight)  are  attached  at  interval  of  about  9.5cm  distances  in  order 
to  adjust  weight  of  cable  model.  The  tensile  rigidity,  tensile  strength  and  mass 
per  unit  length  of  cable  are  2.40x10^[kN] ,  2.74[kN]  and  0.17[kg/m],  respectively. 
The  details  of  cable  model  are  shown  in  Fig.  3. 

As  is  shown  in  Fig.  4»  the  model  cable  was  wound  with  several  turns  around  a 
horizontal  bar  steel  fixed  to  a  thick  steel  plate  which  was  connected  rigidly  to 
a  rigid  support,  and  then  mounted  in  the  support  through  turnbuckle.  Sag  of  cable 


GBC-2 


strand  rooe 


Fig.  3  Details  of  model  cable 
with  lead  weight 
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Fig.  4  Schematic  diagram  of 
experimental  set-up 


was  adjusted  by  the  turnbuckle.  The  test  cable  set  up  with  required  sag-to-span 
ratio  was  forced  to  oscillate  at  each  natural  frequency  by  using  vibration 
exciter  which  was  connected  to  one  point  of  cable  through  a  thread.  The  thread 
was  cut  after  stationary  oscillation  was  attained,  and  the  subsequent  decay  of 
free  oscillation  was  recorded  and  analyzed  to  obtain  natural  frequency  and  modal 
damping.  The  excitation  point  was  changed  such  that  the  mode  concerned  was  purely 
excited.  The  dynamic  displacement  was  measured  by  means  of  an  electro-optical 
displacement  follower  (position  sensor),  a  target  of  which  was  attached  to  the 
cable  at  the  point  of  the  largest  amplitude  of  mode  shape. 

The  span  length  and  chord  inclination  were  chosen  as  7.3m  and  0  degree, 
respectively.  The  sag-to-span  ratio  was  changed  from  0.005  to  0.1  considering  sag 
ratios  of  real  cable  structures. 


3.  FINITE  ELEMENT  ANALYSIS  OF  CABLE  OSCILLATION 

Finite  element  analyses  of  free  oscillation  of  cables  were  made  in  order  to 
calculate  natural  frequencies,  normal  modes  and  additional  dynamic  straxns.  The  3 
nodes  quadratic  element  with  shape  function  of  quadratic  polynomial  was  used  and 
the  matrices,  such  as  mass  and  elastogeoraetric  matrices,  obtained  by  Henghold  and 
Russell  [1976]  were  applied.  The  static  configuration  due  to  deau  load  was 
analyzed  first,  and  next  eigenvalue  problem  was  sol^'e!  for  small  oscillation 
about  the  nonlinear  equilibrium  position  by  evaluating  tne  tangential  stiffness 
matrix.  Using  obtained  mode  vectors  which  are  normalized  relative  to  the  maximum 
displacement  value,  additional  dynamic  strain  at  the  internal  node  of  each 
element  is  then  calculated.  Since  each  internal  node  has  different  value  of 
dynamic  strain,  the  root  mean  square  of  dynamic  strains  is  taken  as  a 
representative  value  for  each  normal  mode.  Details  of  analyses  are  referred  to 
famaguchi  and  Fujino  [19S7]. 

4.  CHARACTERISTICS  OF  MODAL  DAMPING 

Fig.  5  shows  the  relation  between  natural  frequency  and  sag-to-span  ratio. 
Experimt..'  measured  values  are  plotted  with  theoretically  estimated  curves 
for  each  natural  mode.  The  distinct  feature  in  this  figure  is  in-plane  symmetric 
mode.  That  is,  there  exists  so-called  modal  transition  (Yamaguchi  and  Ito  [1979]) 
in  certain  region  of  sag  ratio.  In  this  modal  transition  region,  the  mode  shape 
of  symmetric  mode  changes  into  the  one  order  higher  symmetric  mode  with  the 
increase  of  natural  frequency,  while  natural  frequencies  of  other  modes  decrease 
monotonically.  Therefore,  there  exists  modal  crossover  point  at  which  natural 
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Fig.  5  Natural  frequency  versus  Fig.  6  Modal  damping  versus 

sag-to-span  ratio  sag-to-span  ratio 

frequency  of  symmetric  mode  coincides  with  that  of  asymmetric  mode. 

The  experimentally  measured  values  of  corresponding  modal  damping 
represented  by  logarithmic  decrement  are  shown  in  Fig.  6.  Modal  damping  of  cable 
is  dependent  on  amplitude  as  has  been  reported  by  Yamaguchi  and  Fujino  [1987],  so 
that  the  damping  was  measured  at  the  peak  amplitude  of  mode  shape  nearly  equal  to 
0.24%  of  span  length.  The  logarithmic  decrements  shown  in  Fig.  6  were  evaluated 
at  the  reference  amplitude.  It  can  be  seen  in  Fig. 6  that  the  damping  of  in-plane 
symmetric  mode  is  larger  than  other  modal  damping  in  the  modal  transition  region, 
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Fig.  7  Additional  dynamic  strain  Fig.  8  Modal  damping  versus 

versus  sag-to-span  ratio  additional  dynamic  strain 
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especially  for  the  sag-to-span  ratio  around  the  modal  crossover  point.  On  the 
other  hand,  the  damping  for  in-plane  asymmetric  modes  and  for  out-of-plane  modes 
is  small  and  slightly  increasing  value  over  a  wide  range  of  sag-to-span  ratio.  It 
is  concluded  here  that  modal  damping  of  cable  for  in-plane  symmetric  mode  can  be 
larger  than  modal  damping  for  in-plane  asymmetric  and  out-of-plane  modes 
depending  on  sag  ratio  of  cable. 

The  dynamic  strain  of  cable  during  free  oscillation  was  calculated  for  each 
normal  mode  in  order  to  investigate  the  relation  between  modal  damping  and 
hysteresis  energy,  because  the  internal  damping  due  to  hysteresis  energy  is 
expected  to  be  one  primary  source  of  cable  damping.  Fig.  7  is  a  plot  of 
calculated  dynamic  strain  versus  sag  ratio.  As  can  be  seen  from  Fig.  7,  the 
change  of  dynamic  strain  with  respect  to  sag  ratio  is  quite  similar  to  that  of 
modal  damping  in  Fig.  6.  That  is,  the  additional  dynamic  strain  of  symmetric  mode 
takes  large  value  in  the  modal  transition  region  and  has  a  maximum  at  the  modal 
crossover  point,  while  the  dynamic  strain  of  in-plane  asymmetric  mode  is  smaller 
in  comparison  with  the  symmetric  mode  and  the  dynamic  strain  of  out-of-plane  mode 
equals  to  zero  in  the  linear  theory. 

The  relation  between  modal  damping  and  dynamic  strain  is  shown  more 
directly  for  in-plane  symmetric  mode  in  Fig.  8  where  the  abscissa  is  the 
calculated  dynamic  strain  and  the  ordinate  is  the  measured  log  decrement  both  in 
log  scales.  The  data  points  plotted  lie  almost  in  a  straight  line  of  slope  2  in 
case  of  sag  ratios  less  than  the  modal  crossover  point  (T  <0.015).  This  means 
that  the  modal  damping  is  in  proportion  to  the  square  of  dynamic  strain,  and  that 
internal  damping  is  primary  cause  of  modal  damping  of  cable. 

Correspondence  of  modal  damping  to  square  of  dynamic  strain  is  poor  for 
large  sag  ratios  in  Fig.  8  but  this  may  be  partly  due  to  accuracy  in  the 
evaluation  of  dynamic  strain.  If  geometrical  nonlinear  theory  (Yamaguchi  and 
Fujino  [1987])  is  applied  ,  the  dynamic  strain  for  large  sag  ratio  is  calculated 
larger  than  that  of  linear  theory  (Fig.  9),  and  the  correspondence  of  modal 
damping  to  square  of  dynamic  strain  for  large  sag  ratio  is  improved  as  is  shown 
in  Fig.  10.  The  analysis  based  on  the  nonlinear  evaluation  of  dynamic  strain. 
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Fig.  9  Dynamic  strain  estimated  by  Fig.  10  Modal  damping  versus 

nonlinear  theory  nonlinear  dynamic  strain 
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however,  is  difficult  to  check  its  accuracy  and  is  not  so  reliable  because 
nonlinear  equation  was  used  only  for  the  evaluation  of  dynamic  strain  with  linear 
solution  of  normal  mode  vector.  The  additional  dynamic  strain  calculated  by 
linear  theory,  therefore,  will  be  only  discussed  in  the  following  sections. 


5.  EFFECTS  OF  SPAN  LENGTH  ON  DAMPING 

Modal  damping  of  shorter  spanned  cable  was  also  measured  and  the  effect  of 
span  length  on  modal  damping  is  considered.  Fig.  11  is  again  the  relation  between 
modal  damping  and  dynamic  strain  with  the  new  data  of  short  cable  of  2.05m  span. 
Only  data  of  the  in-plane  first  symmetric  mode  are  shown  in  comparison.  It  can  be 
seen  from  Fig.  11  that  the  data  points  of  short  cable  also  lie  in  a  straight  line 
of  slope  2.  The  straight  line,  however,  is  different  for  different  span  length  in 
spite  of  same  cable.  This  is  supposed  to  be  caused  by  the  effect  of  initial 
tension  of  cable  on  internal  damping. 

The  effect  of  initial  tension  on  the  first  modal  damping  of  taut  cable  has 
been  reported  by  Kara  and  Ueda  [1966],  Nishimura  et  al.  [1977]  and  Tanaka  et  al. 
[1985]*  Those  experimental  data  are  arranged  in  Fig.  12  with  the  abscissa  of 
initial  tension  nondimensionalized  by  tensile  strength.  In  Fig.  12,  the  log 
decrement  is  greatly  changed  up  to  the  order  of  10%  initial  tension  ratio  and  is 
larger  for  lower  initial  tension,  while  the  log  decrement  takes  almost  constant 
value  when  the  initial  tension  is  introduced  to  a  certain  degree.  This  means  that 
the  friction  between  each  wire  of  cable  is  changed  by  the  initial  tension.  It 
should  be  mentioned  that  this  characteristics  of  initial-tension  effect  is 
independent  on  what  the  cable  is;  strand  wire  rope,  or  parallel  wire  strand,  or 
locked  coil  rope,  or  parallel  wire  cable. 

Fig.  13  shows  same  plots  of  the  present  experimental  results  but  on  a  log- 
log  graph  paper  for  the  asymmetric  and  out-of-plane  modes.  Since  modal  damping  of 
asymmetric  and  out-of-plane  modes  is  not  affected  very  much  by  the  dynamic 


Fig.  11  Effect  of  span  length  on  damping-strain  relation 
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Fig.  12  Log  decrement  versus 
initial  tension  for  taut  cable 


Fig.  13  Modal  damping  versus 
initial  tension 


strain,  effects  of  initial  tension  can  be  investigated  directly  from  Fig.  13.  As 
can  be  seen  from  Fig.  13»  the  modal  damping  becomes  larger  for  shorter  cable 
because  of  low  initial  tension.  Consequently,  the  difference  in  the  first 
symmetric  modal  damping  for  different  span  length,  shown  in  Fig.  11,  can  be  due 
to  this  fact. 


6.  MODAL  DAMPING  OF  INCLINED  CABLE 


Since  cable  in  real  structure  such  as  cable-stayed  bridge  is  sometimes 
supported  at  different  level,  the  damping  of  inclined  cable  is  also  investigated. 
Fig.  14  is  the  plots  of  natural  frequency  versus  sag  ratio  for  30  degrees 
inclined  cable.  It  can  be  seen  from  Fig.  14  that  the  modal  transition  is 
different  from  that  of  horizontally  supported  cable  in  Fig.  5.  That  is,  in  case 
of  inclined  cable,  the  in-plane  symmetric  mode  changes  into  the  higher  asymmetric 
mode  and  the  asymmetric  mode  into  the  higher  symmetric  mode  when  the  sag  ratio 
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Fig.  14  Natural  frequency  versus 
sag  ratio  in  inclined  cable 


Fig.  15  Comparison  of  modal  damping 
with  dynamic  strain  in  inclined  cable 
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becomes  larger  (Yamaguchi  and  Ito  [1979]).  The  comparison  between  corresponding 
modal  damping  and  dynamic  strain  is  presented  in  Fig.  15*  The  modal  damping  is 
again  large  in  the  modal  transition  region  but  the  tendency  is  somewhat  different 
from  that  for  the  horizontally  supported  cable.  Even  in  the  modal  transition 
region,  the  modal  damping  decreases  rapidly  when  the  normal  mode  approaches  the 
asymmetric  mode,  while  the  damping  for  pseudo-symmetric  mode  are  still  large. 
Changes  of  modal  damping  and  dynamic  strain  with  respect  to  sag  ratio,  however, 
correspond  to  each  other  very  well  also  for  the  inclined  cable,  and  the  modal 
damping  of  cable  can  be  again  explained  by  internal  damping  of  cable. 


7.  EFFECTS  OF  SUPPORT  FLEXIBILITY  ON  MODAL  DAMPING 


Modal  damping  of  rigidly  supported  cable  was  investigated  in  the  previous 
sections  and  effects  of  support  flexibility  on  modal  damping  are  discussed  next. 
Cable  is  always  supported  elastically  in  a  sense  in  real  structures  and  the 
condition  of  support  seems  to  be  very  important  in  estimating  wind-induced 
oscillation.  An  example  can  be  seen  in  the  wind  tunnel  study  by  Fujino  et  al. 
[1984]  on  galloping  of  telecommunication  cable  that  the  mode  during  galloping  was 
different  when  the  different  flexibility  of  end  support  was  used. 

The  thin  steel  plate  of  2.5nim  thickness  was  used  at  support  in  the 
experimental  set-up,  shown  in  Fig.  4,  in  order  to  realize  the  elastic  support 
condition.  The  dynamic  characteristics  of  support  were  measured  directly  by 
performing  static  and  dynamic  tests  before  suspending  cable  model.  The  equivalent 
spring  constant  in  horizontal  direction  at  support  is  6.0kN/m  and  the  first  modal 
mass  of  cantilever  plate  is  0.55kg. 

Fig.  16  shows  theoretically  estimated  natural  frequencies  for  elastic 
support  and  fixed  support.  There  exists  modal  transition  regardless  of  support 
condition  but  the  transition  region  shifts  to  larger  sag  ratio  as  the  support 
becomes  flexible.  The  natural  frequency  of  symmetric  mode  for  flexible  support, 
therefore,  decreases  for  sag  ratios  in  the  modal  transition  region.  As  for  cable 
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Fig.  16  Natural  frequencies  of 
elastically  supported  cable 


Fig.  17  Dynamic  strains  of 
elastically  supported  cable 
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Fig.  18  Comparison  of  the  first 
symmetric  modal  damping 


Fig.  19  Comparison  of  the  first 
asymmetric  modal  damping 


with  sag  ratio  outside  of  the  modal  transition  region,  there  is  not  so  much 
difference  in  the  natural  frequency  of  symmetric  mode.  It  should  be  mentioned 
that  the  natural  frequency  of  asymmetric  mode  is  not  influenced  by  the  support 
condition. 

The  corresponding  dynamic  strain  of  symmetric  mode  takes  large  value  in  the 
modal  transition  region  even  for  elastic  support  as  is  shown  in  Fig.  17.  The 
maximum  dynamic  strain  of  flexibly  supported  cable,  however,  becomes  much  smaller 
than  that  of  rigidly  supported  cable,  while  dynamic  strains  of  asymmetric  modes 
for  two  support  conditions  lie  on  the  same  curve. 

Corresponding  to  this  tendency  in  dynamic  strain,  modal  damping  of  the  first 
symmetric  mode  is  much  affected  by  support  flexibility.  Fig.  IS  shows  the 
comparison  of  the  first  symmetric  modal  damping  versus  sag  ratio  for  two  support 
conditions.  As  can  be  seen  from  Fig.  18,  the  mutual  relation  of  modal  damping  in 
magnitude  for  different  support  condition  depends  on  the  sag  ratio.  That  is,  the 
damping  of  flexibly  supported  cable  is  smaller  for  small  sag  ratio  but  is  larger 
for  large  sag  ratio,  and  maximum  damping  value  becomes  smaller  for  flexible 
support.  On  the  contrary,  modal  damping  of  asymmetric  mode  is  not  significantly 
influenced  by  support  flexibility  (Fig.  19).  This  is  because  the  asymmetric  mode 
of  elastically  supported  cable  does  not  include  support  movement  (Yamaguchi  and 
Fujino  [1988]). 

Fig.  20  is  again  the  relation  between  experimentally  measured  modal  lamping 
and  theoretically  calculated  dynamic  strain.  In  Fig.  20,  the  data  points  of 
symmetric  mode  plotted  for  elastic  support  also  lie  roughly  in  a  straight  line  of 
slope  2.  This  means  that  the  modal  damping  is  in  proportion  to  square  of  dynamic 
strain  and  that  the  internal  damping  is  one  of  the  primary  causes  of  modal 
damping  even  for  flexibly  supported  cable.  The  straight  line  of  slope  2  for  each 
support  condition,  however,  differs  from  each  other,  nevertheless  the  same  cable 
was  used  in  all  the  cases  in  the  experiment;  the  straight  line  shifts  to  the  left 
for  flexible  support.  This  result  suggests  e.rwistence  of  another  cause  of  modal 
damping  which  could  be  the  result  of  energy  loss  at  support.  That  is,  the  damping 
at  support  might  have  direct  effects  upon  the  total  damping  of  cable.  This  effect 
of  energy  dissipation  from  flexible  support  will  be  discussed  next. 
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Fig.  20  Effect  of  support  flexibility  on  damping-strain  relation 


8.  EFFECTS  OF  SUPPORT  DAMPIHG  OK  MODAL  DANPUG 


A  damper  was  set  at  elastic  support  and  modal  damping  of  cable  with  support 
damping  was  measured  in  the  same  experimental  procedure  as  previous  sections. 
Details  of  damper  are  shown  in  Fig.  21 .  Damping  value  at  support  can  be  changed 
by  changing  the  depth  of  water  in  the  tank.  Two  values  of  water  depth,  9cm  and 
18cm,  were  chosen  in  the  experiment  and  damping  of  support  itself  was  measured 
experimentally.  The  support  damping  represented  by  log  decrement  is  shown  in  Fig. 
22.  Damping  value  of  support  is  about  0.05  for  low  support-damping  (9cm)  euid  0.15 
for  high  support-damping  (18cm)  in  case  of  small  amplitude  of  0.5nini. 

Fig.  23  shows  natural  frequencies  of  the  first  symmetric  mode  with  those  of 
asymmetric  mode  which  are  plotted  to  indicate  the  modal  crossover  point.  There  is 
no  significant  difference  in  natural  frequency  between  each  support-damping 
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wg.  21  Details  of  damper  at  support 


Fig.  22  Support  damping  versus 
support  amplitude 
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Fig.  23  Natural  frequencies  of 
cable  with  support  damping 


Fig.  24  Modal  damping  versus  sag  ratio 
for  cable  with  support  damping 
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Fig.  25  Modal  amplitude  at  support  Fig.  26  Modal  damping  increment 

versus  sag-to-span  ratio  versus  modal  support  amplitude 

condition.  This  means  that  the  damping  at  support  is  sufficiently  low. 

The  corresponding  modal  damping  of  the  first  symmetric  mode  is  large  in 
modal  transition  region  as  is  shown  in  Fig.  24.  Modal  damping  of  cable  with  high 
support-damping  (18cm)  is  larger  than  that  with  low  support-damping,  but  the 
increment  of  modal  damping  depends  on  sag  ratio.  That  is,  the  modal  damping 
increases  significantly  at  the  modal  crossover  point  where  the  modal  damping 
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takes  maximum  value,  while  there  is  small  difference  for  sag  ratio  outside  of 
modal  transition  region. 

This  may  be  due  to  different  amount  of  support  movement  for  each  sag  ratio. 
The  support  amplitude  was,  therefore,  checked  experimentally  and  theoretically. 
Fig.  25  is  the  result.  The  change  of  support  amplitude  with  respect  to  sag  ratio 
is  quite  similar  to  the  change  of  damping  increment  caused  by  high  damping  at 
support.  Fig.  26  shows  the  relation  between  damping  increment  and  support 
amplitude  in  log-log  graph  paper.  The  damping  increment  was  defined  as  difference 
between  modal  damping  for  h=18cm  and  h=9cm,  and  was  calculated  with  experimental 
values  shown  in  Fig.  24*  As  can  be  seen  in  Fig.  26,  the  data  points  plotted  lie 
roughly  in  a  straight  line  of  slope  2.  From  this  experimental  fact,  it  can  be 
estimated  that  the  contribution  of  support  damping  is  approximately  proportional 
to  square  of  modal  support-amplitude  and  this  has  been  estimated  theoretically  by 
Yamaguchi  [1988]. 


9.  CONCLUSIONS 

Modal  damping  of  flexural  oscillation  in  suspended  cable  was  discussed  in 
relation  to  dynamic  characteristics  of  cable.  Major  conclusions  obtained  through 
the  present  investigation  are  summarized  as  follows. 

(1)  Modal  damping  of  in-plane  symmetric  mode  is  larger  than  other  modal 
damping  in  the  modal  transition  region. 

(2)  Modal  damping  is  closely  related  to  additional  dynamic  strain  and  one  of 
primary  causes  of  damping  is  internal  damping  of  cable. 

(3)  Modal  damping  is  larger  for  lower  initial  tension  but  almost  independent 
on  initial  tension  when  the  initial  tension  exceeds  a  certain  level. 

(4)  For  inclined  cable,  characteristics  of  damping  are  somewhat  different 
from  those  for  horizontally  supported  cable. 

(5)  Flexibility  of  support  has  significant  effects  only  upon  modal  damping 
of  symmetric  mode  in  the  region  of  modal  transition. 

(6)  Contribution  of  support  damping  to  modal  damping  of  suspended  cable  is 
approximately  proportional  to  square  of  modal  support-amplitude. 
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Abstract 

Large  space  structures  for  the  90’s  and  beyond  require  a  combination  of  high  stiffness,  light 
weight  and  vibration  attenuation  not  heretofore  available.  Advanced  composites  offer  high 
stiffness  while  viscoelastic  materials  offer  vibration  attenuation.  Both  are  light  in  weight. 
This  paper  describes  finite  analysis  tools,  and  design  and  fabrication  concepts  which  makes 
a  marriage  of  these  two  material  technologies  feasible. 

A  special  purpose  finite  element  based  on  closed  form  solutions  in  membrane  cylindrical 
shells  is  derived.  Two  concentric  composite  shells  with  an  embedded  viscoelastic  layer  can  be 
analyzed  with  one  element.  Complex  ply  arrangements  such  as  the  Alternating  Ply  Concept 
(patent  pending)  can  be  analyzed  with  as  few  as  five  elements. 

The  analysis  code  was  tied  to  an  optimization  package.  A  material  figure  of  merit  based 
on  specific  modulus  weighted  by  a  power  of  loss  factor  is  optimized.  A  tube  employing  the 
Alternating  Ply  Concept,  was  designed  using  the  code  and  fabricated.  Greater  than  5.5% 
damping  was  achieved  across  a  50°  F  temperature  range  using  a  relatively  low  loss  factor 
silicone  damping  material. 
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INTRODUCTION 


1  Introduction 

Currently  planned  large  space  structures  must  be  agile  and  precise.  Agility  involves  the  abil¬ 
ity  to  maneuver  rapidly  and  regain  shape  and  pointing  stability  in  minimum  time.  Precision 
involves  the  ability  to  maintain  shape  and  pointing  stability  in  the  presence  of  dynamic  and 
thermal  disturbances.  Both  agility  and  precision  can  be  enhanced  by  the  use  of  structural 
concepts  and  materials  which  maximize  stiffness  and  damping  within  constraints  on  total 
system  mass. 

Advanced  composite  materials  can  offer  very  high  stiffness  to  weight  ratios.  This  was 
verified  in  recent  tests  at  TRW  on  Pitch-130  graphite  epoxy  in  a  unidirectional  layup  [1]. 
A  tensile  modulus  of  80.6  million  psi  was  achieved  in  a  60%  fiber  volume  laminate.  At 
a  density  of  0.065  Ib/in^,  this  gives  a  specific  modulus  of  1.24  xlO®  inches.  Near  zero 
coefficient  of  thermal  expansion  (CTE)  in  a  single  direction  can  be  achieved  in  graphite 
epoxy  laminates  through  tailoring  of  ply  angles,  although  this  degrades  specific  modulus  in 
the  loading  direction.  Metal  matrix  composites  (MMC)  employing  the  same  fiber  materiad 
as  an  organic  matrix  composite  will  achieve  somewhat  lower  specific  stiffness  since  only  a 
50%  fiber  volume  can  be  achieved  in  practice.  MMC’s  can  claim  a  distinct  advantage  over 
organic  matrices  in  applications  where  near  zero  CTE  in  a  single  direction  is  desired,  since 
no  off  angle  plies  will  be  required. 

Viscoelastic  materials  (vem)  offer  high  energy  absorption  capability,  again  with  low 
weight.  For  instance,  an  organic  polymer  such  as  the  3M  ISD-110  material  at  room  tem¬ 
perature  can  provide  a  loss  factor,  r),  above  1.0  across  several  decades  of  frequency  [2].  The 
density  of  this  material  is  only  0.03  Ib/in^. 

The  blending  of  advanced  composites  with  viscoelastic  damping  materials  offers  the  most 
likely  means  of  meeting  the  dynamics  requirements  on  precision  and  agility.  If  applied  on 
truss  structures,  it  will  be  necessary  to  devise  a  means  of  damping  extensional  motions  in  a 
member.  The  common  practice  in  damping  technology  is  to  apply  a  continuous  constraining 
layer  to  a  base  structure.  This  succeeds  in  damping  flexural  motions  but  not  extensional 
motions.  By  segmenting  the  constraining  layer  periodically  in  the  direction  of  loading,  both 
extensional  and  flexural  motions  can  be  damped  [3].  A  segmentation  length  which  maximizes 
loss  factor  can  be  derived  in  closed  form  (4).  This  optimum  length  is  3.278  times  the  shear 
lag  decay  length  commonly  employed  in  the  design  of  bonded  joints.  Graphite  epoxy  tubes 
with  a  viscoelastic  damping  layer  and  a  unidirectional  (all  0"  plies)  segmented  constraining 
layer  cocured  on  top  have  been  fabricated  at  TRW  (5).  The  advantage  of  cocuring  the  VEM 
and  constraining  layer  is  the  void  free  bond  one  can  create.  Application  of  a  precured  0° 
constraining  layer  to  a  cylindrical  surface  is  very  difficult.  Application  of  precured  angle  plies 
would  not  be  possible  at  all.  Even  though  it  is  difficult  to  cocure  a  viscoelastic  material  with 
a  transition  temperature  below  the  epoxy  cure  temperature,  the  performance  and  fabrication 
advantages  make  the  effort  worthwhile. 

The  practical  limit  to  damping  using  the  segmented  constraining  layer  approach  is  = 
0.1-0.12,  or  (  =  5-6%.  One  can  increase  damping  using  constraining  layers  much  stiffer 
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than  the  base  tube,  but  a  figure  of  merit  noritiahzed  by  weight  will  begin  to  diminish.  This 
practical  hmit  on  damping  motivated  the  research  described  in  this  paper.  It  was  apparent 
that  more  complex  ply  layups  would  be  necessary  to  increase  the  strain  energy  induced  in 
the  VEM.  This  necessitated  the  development  of  new  2malysis  and  design  tools  as  described 
in  the  ensuing  sections. 


2  Derivation  of  Finite  Element  for  Concentric  Shells 
Enclosing  a  Viscoelastic  Medium 

The  analysis  of  constrained  layer  viscoelastic  treatments  for  cylindrical  tubes  can  become  ex¬ 
ceedingly  complex  when  the  properties  of  the  tube,  the  constraining  layer  and  the  viscoelastic 
medium  vary  along  the  length  of  the  tube.  In  many  design  concepts,  such  as  TRW’s  pro¬ 
prietary  Alternating  Ply  Concept,  it  is  difficult  to  decide  which  is  the  base  structure  and 
which  is  the  constraining  layer.  Material  properties  and  thickness  can  vtiry  considerably 
both  along  the  length  of  the  tube  and  on  either  side  of  the  viscoelastic  layer.  Closed  form 
solutions  become  inappropriate  in  this  case. 

Standard  finite  element  analysis  using  plate  and  solid  elements  is  also  difficult  in  complex 
situations  on  curved  surfaces  with  thin  viscoelastic  layers.  Up  to  thousands  of  elements  can 
be  required  to  analyze  one  structural  component  in  a  larger  structure. 

The  path  taken  here  has  been  to  develop  a  semi-analytical  finite  element  based  on  closed 
form  solutions  for  a  pair  of  concentric  cylindrical  membrane  shells  surrounding  a  uniform 
elastic  medium  in  a  state  of  axisymmetric  deformation.  The  viscoelastic  nature  of  the  prob¬ 
lem  is  handled  quite  simply  by  assuming  that  motions  are  harmonic  in  time  at  a  given 
frequency.  This  allows  a  complex  modulus  V2Jid  for  that  operating  frequency  to  be  em¬ 
ployed.  The  resultant  calculations  are  performed  in  complex  arithmetic.  The  magnitude  of 
the  displacements  for  a  given  force  input  indicates  overall  tube  stiffness.  Tube  damping  or 
loss  factor  can  be  derived  from  the  tangent  of  the  displacement,  which  is  indicative  of  phase 
of  the  displ2w:ement  with  respect  to  the  force. 

The  semi-analytic  solution  allows  a  very  coarse  grid  to  be  employed  along  the  length  of 
the  tube.  All  the  shear  lag  effects  are  modeled  exactly.  Only  a  few  elements  are  required, 
typically  between  one  and  six.  This  makes  computation  time  extremely  short,  allowing 
optimization  algorithms  to  be  employed  inexpensively. 

By  analogy  to  the  Bernoulli-Euler  hypothesis,  the  results  of  the  axial  analysis  can  be 
applied  to  beam  bending  performance  in  many  cases.  This  has  been  found  to  work  quite 
well  in  test  and  in  comparison  to  ordinary  FEM  analysis  in  most  cases,  particularly  when 
constraining  layer  shear  stiffness  is  low,  or  if  constraining  layer  segments  are  short. 

2.1  Membrane  Cylinder  Constitutive  Equations 
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Figure  1:  Membrane  Cylinder  Coordinates,  r,  s  and  t,  and  Displacements,  u,  v  and  w. 

The  equations  of  equilibrium  in  a  membrane  cylindrical  shell  [6]  are  defined  in  the  meridianal, 
circumferential  and  radial  directions,  s,  0  and  r,  respectively.  These  coordinates  are  indicated 
on  Figure  1.  The  tangential  coordinate  t  is  the  same  direction  as  the  cirumferential  in  that 
dt  sz  r  dd.  Partial  differentiation  in  the  surface  of  the  shell  is  indicated  by  the  subscripted 
comma  notation.  The  membrane  shell  or  line  force,  N,  is  a  force  per  unit  length  of  shell,  and 
the  surface  traction,  q,  is  a  force  per  unit  area.  Employing  this  nomenclature,  the  equib’  rium 
equations  are  as  follows: 


Nt,t  +  N,6^t  +  —  0 

(la) 

-b  =  0 

(lb) 

-N»  =  9r 

(Ic) 

The  relations  between  shell  force  and  mid-surface  strain  in  a  membrane  orthotropic  shell 
are  given  below.  E,  G  and  i/  are  axial  modulus,  shear  modulus  and  Poisson’s  ratio,  respec¬ 
tively,  and  h  is  the  shell  thickness. 


!•« 


4r  iN,  -  vM 


1 

G,0h 


N„ 


One  may  define  membrane  shell  stiffness  terms  as  follows: 


E,h 

1  -  vavt. 


(2a) 

(2b) 

(2c) 


(3a) 
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Cee 

Eeh 
~  1  - 

(3b) 

C,e 

=  Gtgh 

(3c) 

Ctgse 

(3d) 

Equation  3d  takes  advantage  of  the  reciprocity  property  of  orthotropic  materials,  i/,eFe  = 
vg^E,.  The  relations  between  mid-surface  strain  and  shell  force  are  then  found  by  inverting 
Equations  2a-  2c,  giving: 


N, 

(4a) 

Ne 

—  Ce$t$  -f  vs,Ct$Ct 

(4b) 

=  C,e^»s 

(4c) 

The  relations  between  shell  mid-surface  displacements  and  membrane  strains  we  as  follows: 

e.  = 

XV 

f-0  =  t;,t  -f  — 

r 

7*9  =  «.«  + 

By  substituting  the  strain-displacement  relations,  5a-5c,  into  the  force-strain  relations,  4a- 
4c,  one  can  obtain  the  following  force  displacement  relations: 


N, 

=  -f  v,bCbb  ^ 

(6a) 

Nb 

=  Cbb  ^  +  vb,C„u,, 

(6b) 

N,b 

=  C,B  (u.,  +  V^) 

(6c) 

The  membrane  cylinder  constitutive  equations  defined  above  are  the  b2isis  for  the  elasti¬ 
cally  coupled  concentric  shell  derivation.  The  stiffness  properties  have  been  derived  aissuming 
homogeneous,  orthotropic  materials.  For  a  composite  shell  the  moduli  would  represent  equiv¬ 
alent  through-the-thickness  properties.  The  derivation  of  these  equivalent  properties  based 
on  composite  shell  theory  is  provided  in  the  following  section. 


(5a) 

(5b) 

(5c) 


2.2  Orthotropic  Shell  Stiffness  Properties 

The  membrane  stiffness  properties  of  a  composite  shell  in  an  orthotropic  layup  are  derived 
here.  The  overall  properties  of  the  shell  are  obtuned  by  summing  the  properties  of  a  sequence 
of  individual  plies  [7].  In  the  following  discussions  an  a  =  0°  ply  is  assumed  to  align  with  the 
meridianal  direction  of  the  shell,  s.  Off-axis  plies  are  assumed  to  be  layed  up  symmetrically 
so  that  there  is  no  axial-shear  coupling.  Thus  for  every  ply  at  a  non-zero  angle  a,  there  is 
an  identical  ply  at  an  angle  —a. 
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2.2.1  Lamina  Properties 


Strain-stress  relations  for  an  individual  lamina  are  given  below  in  terms  of  the  l£muna  stiffness 
coefficients  Q.  When  the  ply  is  aligned  with  the  meridian  of  a  cylindrical  shell,  the  1  and 
2  directions  will  correspond  to  the  s  and  t  directions,  respectively.  The  stiffness  properties 
reflect  a  state  of  plane  stress  in  the  lamina. 


<72 

’  = 

,  ’’12  . 

Qn 

Qi2 

0  ■ 

{  1 

Qi2 

Q22 

0 

0 

0 

Qee  , 

1  712  j 

(7) 


Qyi 

Qi2 

Qee 


1  — 

E2 

1  —  Vut'il 

1  —  1^121/21 
Gi2 


^2\E\ 

1  —  1^12^21 


(8a) 

(8b) 

(8c) 

(8d) 


To  be  physically  realizable,  the  lamina  properties  must  obey:  |i^i2l  <  ^£i/£'2,  and  V\2E2  = 
V2\Ei. 


2.2.2  Laminate  Properties  for  a  Symmetric  Layup 

For  a  pair  of  plies  lain  at  angles  ±a  to  the  meridian,  the  strain-stress  relations  are: 


■ 

Q»»9» 

0  ■ 

ae  >  = 

Q»$$e 

Qb9 

0 

< 

Cs 

(9) 

.  ) 

0 

0 

Q»9  . 

.  7.«  , 

Note  that  coupling  terms  between  extensional  and  shear  deformations  are  zero  due  to  the 
symmetric  layup  assumption’ .  The  lamina  stiffness  properties  are  defined  as  follows,  where 
the  shorthand  notation  c  =  cos  a  and  s  =  sin  a  has  been  employed. 


=  Qiic^  +  Q22^*  +  2  {Qu  +  2Qe6)  s^c* 

(10.) 

Q99 

=  Qiis^ -f- ^22^^  +  2  (Qi2  •f  ZQee)  s*c* 

(lOb) 

Qii99 

=  ^12  (s^  +  4-  {Q\\  +  ^22  —  ^Qw) 

(10c) 

Q$9 

=  Qee  +  c^)  +  (Qii  +  ^22  ~  2Qi2  “  2^66)  8*c* 

(lOd) 

’  A  possible  means  of  damping  a  tube  we  have  not  investigated  would  be  to  fabricate  concentric  tubes, 
the  inner  one  having  all  positive  ply  layup  angles  and  the  outer  tube  having  negative  angle  plies.  Axial  loads 
on  the  tube  would  generate  opposite  torsion  in  the  two  tubes,  and  hence  shear  in  the  enclosed  vem  layer. 
The  ends  of  the  concentric  tubes  would  likely  need  to  be  free  to  rotate  independently  about  the  tube  axis  to 
obtain  maximum  damping. 
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The  total  shell  thickness  is  the  sum  of  the  lamina  thicknesses,  h  =  '^hj.  The  total  stiffness 
properties  of  the  laminate  C  can  be  obtained  by  summing  the  individual  lamina  properties 
weighted  by  their  thicknesses.  Average  moduli,  E„  Eg  and  G,e,  and  average  Poisson’s  ratio, 
t'jS,  may  then  be  derived  using  the  definitions  for  laminate  stiffnesses  given  in  Equations  3a- 
3d. 


a. 

(lla) 

Cge 

= 

(lib) 

C„e$ 

(11c) 

C,6 

(lid) 

2.3  Mechanics  of  the  Viscoelastic  Layer 

Constitutive  equations  are  derived  here  for  the  viscoelastic  layer  constrained  between  the 
two  concentric  elastic  shells,  which  together  make  up  the  damped  tube  finite  element.  The 
sandwiching  arrangement  is  shown  in  Figure  2. 

The  viscoelastic  material  (VEM)  is  assumed  to  be  at  a  single  operating  frequency,  which 
allows  the  elastic  and  shear  moduli,  Ey  and  Gy,  to  be  defined  as  complex  numbers  represent¬ 
ing  magnitude  and  phase  of  stiffness.  The  analysis  can  be  repeated  for  different  operating 
frequencies  and  temperatures.  It  should  be  emphasized  that  the  analysis  presented  here  is 
for  one  temperature  and  frequency. 


s 


Figure  2:  Representation  of  VEM  Sandwiched  Between  Two  Concentric  Shells 

The  derivation  is  performed  first  for  arbitrary  motions  in  a  cylindrical  coordinate  system, 
and  then  specialized  to  the  case  of  radially  symmetric  motions. 
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2.3.1  Viscoelastic  Medium  Constitutive  Relations 

The  relations  between  displacement  and  straiin  in  the  VEM  are  given  below  [8].  The  compo¬ 
nents  of  the  displacement  vector  Uv  are  in  the  radial,  meridianal  and  tangential  directions, 
r,  s  and  t,  respectively. 


Cr  =  «r,r 

C,  = 

(■$  =  +  — 

r 


7*r  =  ttr,,  +  U,,, 


7tfr  =  +  ttr.t - 

r 

Relations  between  strains  and  stresses  in  the  VEM  sandwich  layer  are: 

Ev 


(Tf 

a. 


$ 

(Te  J 


>  = 


(1  +  j/)  (1  -  2i/) 


1—1/  1/  u 

p  1  —  p  p 

p  V  I  —  p 


i:| 

j 

(12a) 

(12b) 

(12c) 

(12d) 

(12a) 

(12f) 


(13) 


A  modified  VEM  elasticity  term  has  been  defined  to  simplify  subsequent  notation:  Ev  = 
(Tft/fo-il/)*  shear  stress  strain  relations  are  simply: 

aij  =  Gvlij  ;  i¥^j  (14) 


2.3.2  Strains  Given  Shell  Displacements 

The  displacements  within  the  VEM  are  assumed  to  vary  linearly  in  the  radial  direction 
between  the  inner  and  outer  shells.  This  is  felt  to  be  a  very  good  assumption  when  the  VEM 
layer  is  thin.  In  that  case,  one  can  largely  ignore  the  change  in  circumference  of  the  medium 
in  the  radial  direction.  Thus  stresses,  and  hence  strains,  will  be  almost  uniform  through  the 
thickness  of  the  VEM  layer,  hy-  The  VEM  displaicement  vector  Uy  is  assumed  to  be  related 
to  the  displacement  vectors  of  the  inner  and  outer  shells,  u,  and  Uo  as  follows: 


uv(s,0,r)  =  + 

fiy  ny 

=  u,(s,^)i2,(r)  +  u„(s,5).Ro(r)  (15) 

The  shells  have  been  assumed  to  be  thin  enough  that  the  mid-surface  displacements  are 
identical  to  the  displacements  at  the  surface  in  contact  with  the  VEM.  In  other  words, 
the  inner  and  outer  shells  have  their  stiffness  properti^  defined  at  their  outer  and  inner 
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surfaces,  respectively.  For  simplicity,  the  shape  functions  Ri(r)  and  Ro(^)  have  been  defined 
representing  radial  dependence  due  to  unit  displacements  of  the  inner  and  outer  shells, 
respectively. 

Strains  in  the  VEM  due  to  individual  components  of  inner  and  outer  shell  displace¬ 
ments  are  obtained  by  inserting  the  displacements  defined  in  Equation  15  into  the  strain- 
displacement  Equations  12a-  12f. 


Cr 

= 

Wg  -  Wi 

hy 

(16a) 

Cf 

=z 

tii^fRi  "I"  Ug^gRg 

(16b) 

(■e 

VijRi  -1-  VgjRg  -f  +  WgRg] 

(16c) 

Itm 

= 

VLg  —  U, 

Wi^gRt  "t"  “J"  1 

flV 

(16d) 

"ItB 

= 

"°r-—  +  {WijRi  +  Wg,tRo)  -  -  {ViRi  -}-  VgRg) 

hy  r 

(16c) 

7*9 

= 

{Vi,$Ri  +  Vg^gRg)  +  (Ui,tRi  +  Vo,,J?o) 

(16f) 

Since  the  VEM  layer  is  assumed  to  be  very  thin,  one  may  assume  that  strains  at  the  middle 
of  the  layer  are  representative  of  strains  throughout.  A  correction  to  the  average  stresses  to 
allow  balance  of  load  transfer  between  inner  and  outer  shells  is  derived  in  the  next  section. 
Average  extensional  and  shear  strains,  c  and  7,  are  evaluated  at  the  average  radius,  f  = 

The  radial  shape  functions,  Riif)  and  Ro(r),  both  equal  |  under  this  assumption.  The  VEM 
strains  given  shell  displacements  then  simplify  to: 


Wg  —  Wi 

~  hv 
c.  =  2 

te  =  ^  Ki  +  Vo.,)  +  ^  {u;<  +  tn„) 

7r.  =  \  -h  -f 

7rtf  =  ^  K.,  +  tVo.,)  -  ^  (Vi  +  Vo) 

7*«  =  2  2 


(17a) 

(17b) 

(17c) 

(17d) 

(17e) 

(17f) 


2.4  Coupling  Shells  to  the  Viscoelastic  Medium 

Through  surface  tractions,  the  thin  viscoelastic  layer  couples  the  motion  of  the  inner  and 
outer  shells  which  together  compose  the  damped  tube.  Given  some  reasonable  assumptions 
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on  the  compliance  of  the  VEM  its  deformations  can  be  made  wholly  dependent  on  the  shell 
motions,  simplifying  analysis  considerably.  The  coupling  procedure  is  explained  in  this 
section.  It  is  developed  first  for  arbitrary  motions,  and  then  specialized  to  the  case  of  radial 
symmetry.  Radizdly  symmetric  motions  include  both  axial  and  breathing  motions.  The  axial 
solution  is  applicable  to  bending  motions  through  an  analogy  similar  to  that  employed  in  the 
Bernoulli- Euler  hypothesis  of  beam  bending.  Solutions  for  the  case  of  radial  antisymmetry 
(torsion)  may  be  derived  along  similar  lines  to  the  radially  symmetric  case. 

2.4.1  Simplifying  Assumptions 

The  following  set  of  assumptions  allow  the  problem  to  be  simplified  considerably.  The  motion 
of  the  viscoelastic  material  can  be  made  dependent  entirely  on  shell  motions,  leaving  these 
as  the  only  independent  variables. 

A.  The  load  carrying  capability  of  the  VEM  layer  in  its  plane  (s-^)  is  ignored,  i.e. 

and  (Tte  are  assumed  to  be  zero.  If  the  VEM  is  considerably  softer  than  the  shells  this 
will  be  valid.  Essentially  one  requires  the  following: 

{Evhv)t$  (18a) 

iEvkv)t,  <  Cit^c,  (18b) 

{Gvhv)'r,0  <  Clg°y,$  (18c) 

where  the  superscript  t  -I-  o  simply  means  that  the  stiffness  properties  of  the  inner  and 
outer  elastic  cylinders  has  been  added  together. 

B.  The  VEM  will  act  to  transfer  loads  between  the  two  tubes;  i.e.  0^,0^$  and  or,.,  are  non-zero 

and  significant.  This  will  generally  be  true  if  the  VEM  layer  is  thin. 

C.  No  external  surface  tractions  ase  applied  to  the  inner  or  outer  shells  other  than  those 

due  to  stresses  in  the  VEM  layer.  Loads  are  applied  only  through  meridianal  and  shear 
forces  at  the  ends  of  an  element,  and  through  reactions  due  to  boundary  conditions. 

D.  The  loads  transferred  between  inner  tube  and  outer  tube  due  to  the  VEM  tractions  must 

balance.  Specifically  this  requires  that 

kiki  ds  =  koko  d9  ds  —  {av  •f)fd$ds  (19) 

where  r  is  the  unit  vector  in  the  radial  direction,  ay  is  the  stress  tensor  in  the  VEM 
evaluated  at  its  average  radius,  and  9  is  a  traction  vector  on  an  inner  or  outer  shell 
due  to  the  VEM  stress.  The  tractions  applied  to  the  shells  will  thus  be: 

~  (20a) 

(9r,9.Ws)o  *  (20b) 

’O 
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2.4.2  Specialization  to  Radial  Symmetry 

The  case  of  radial  symmetry  allows  many  terms  to  be  discarded,  This  enables  the  derivation 
of  a  semi-analytical  finite  element  based  on  closed  form  solutions  within  the  domain  between 
circumferential  nodes  on  the  shell.  Specifically,  one  may  ignore:  all  partial  derivatives  in 
the  circumferential  direction,  i.e.  the  shell  quantities  r,  qg,  7,5,  and  N,e’,  and  the  VEM 
quantities  ff^g,  a^g  (which  is  assumed  zero  in  any  case). 

The  VEM  tractions  on  the  inner  and  outer  shells  defined  in  Equations  20a  and  20b  may 
be  inserted  into  the  shell  equilibrium  equations.  The  meridianal  equilibrium  Equation  la 
becomes: 

<,  =  Plb) 

After  multiplying  both  sides  by  inner  or  outer  radius,  as  applicable,  the  radial  equilibrium 
Equation  Ic  simplifies  to: 

m  =  -f-ol  (22a} 

m  =  -fsx,  (22b) 


2.4.3  Elimination  of  Radial  Displacements 

These  equilibrium  equations  can  be  expressed  entirely  in  terms  of  shell  displacements.  One 
must  substitute  the  shell  force- displacement  Equations  6a  and  6b,  the  VEM  average  strain- 
displacement  Equations  17a-17e,  and  the  VEM  stress-strain  Equations  13  and  14.  The 
meridianal  equilibrium  equations  on  the  outer  and  inner  shells  become: 

+ ("..c.r  iu-r.  =  +gv  + i  (< + 0]  (0  (23*) 

c>;„ + (-'..c,)- i«-;,  =  -c,.  + 1  (< + Oj  (i)  (23b) 

The  radial  equilibrium  equations  become: 


cs%  +  {‘'..CsT 

.  I/I* 

Ci^  +  (•'•.CsY  <i'^ 


(24a) 

(24b) 


Due  to  assumption  C  above,  i.e.  that  no  shell  tractions  exist  other  than  those  due  to  the 
VEM,  the  radial  equilibrium  equations  can  simply  be  solved  for  the  radial  displacements. 
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The  displacements  tx;  2u-e  thus  wholly  dependent  on  the  meridianal  strains  u,,  in  the  inner 
and  outer  tubes,  and  may  be  expressed  as  follows: 


w°  =  aooU°^  + 
lo’  =  CioU"  +  Oi.ul, 


(25a) 

(25b) 


The  meridianal  equilibrium  Equations  23a  and  23b  may  now  be  expressed  wholly  in  terms 
of  the  meridianal  displacements.  Substituting  25a  and  25b  and  collecting  terms  produces: 


(26a) 


(26b) 


This  expression  has  been  compacted  by  defining  weighted  VEM  shear  moduli  at  the  outer 
and  inner  shell  surfaces:  =  Gy  (^)  and  Gy.  =  Gv  (^)> 

To  simphfy  further  derivations  the  meridianal  equilibrium  equations  are  expressed  in  the 
following  form: 


TTlio 


(27) 


Again,  for  simplicity,  a  VEM  shear  stiffness  per  unit  area,  ky  =  Gyfky,  has  been  defined. 
Equation  27  is  a  pair  of  coupled  second  order  differential  equations  in  the  meridianal 
coordinate  s.  One  can  assume  solutions  of  the  form: 

=  (28) 

Insertion  into  the  governing  differential  equation  and  solution  of  the  resultant  eigenproblem 
leads  to  the  following  eigenvalues: 

=  0,  (29) 

The  zero  eigenvalue  leads  to  eigenvectors  such  that  u®  =  u*.  Both  rigid  body  meridi¬ 
anal  translations  and  constant  meridianal  strains  are  allowable  solutions.  Thus  for  the  zero 


GCA- 12 


2  CONCENTRIC  SHELL  FINITE  ELEMENT  DERIVATION 


eigenv3Jues  one  obtains  the  following  shape  functions  in  the  shell: 

The  non-zero  eigenvalues  lead  to  eigenvectors  such  that 


u“  = 


1  + 

- ^  •  u*  =  /9u‘ 

1  - 


(30) 


(31) 


Defining  the  decay  length  A  =  \J\fot  one  obtains  the  following  allowable  shape  functions  in 
the  shell; 


(32) 


The  amplitude  of  the  shape  functions,  qi  -  94,  remain  to  be  determined.  Once  they  are 
defined,  the  entire  displacement  and  stress  state  can  be  found.  One  can  assemble  the  dis¬ 
placements  due  to  the  zero  and  non-zero  eigenvalues  as  follows: 


u‘(s)  \  _  f  1  1  1  1 
u‘>{s)  f  [I  I  3  8 


9. 

I  92s 

1  <73  cosh  (f) 

I  94sinh  (i) 


(33) 


2.5  Element  Definition 


The  preceding  derivation  has  allowed  us  to  solve  for  the  internal  displacements  and  stresses 
in  the  concentric  shell  and  VEM  layers  in  closed  form.  The  displacements  and  stresses  are 
dependent  on  a  set  of  undetermined  shape  parameters  q.  These  must  be  determined  through 
appUcation  of  boundary  conditions  to  the  shells.  Figure  3  shows  the  partition  of  a  shell  into 
one  discrete  segment  of  length  So-  The  meridianal  displacements  of  the  inner  and  outer 
shells  at  the  left  and  right  ends,  A  and  B,  are  the  degrees  of  freedom  of  the  element.  These 
displacement  degrees  of  freedom  can  be  found  by  evaluating  Equation  33  at  s  =  0  and  s  =  So 
for  ends  A  and  B,  respectively.  The  elemental  displacements  are  thus: 


- 

0 

1 

0 

'  9i 

0 

0 

92 

Jo 

cosh  ^ 

sinh  ^ 

93 

Jo 

^cosh  ^ 

^sinh  ^  . 

,  94  . 

(34) 
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Figure  3:  Axial  Forces  and  Displacements  on  Radially  Synunetric  Shell  Element 


With  some  effort,  this  expression  can  be  inverted  in  closed  form  to  give  the  shape  functions 
q  in  terms  of  the  element  end  displacements  {ue): 


' 

92 

1 

93 

■  1-^ 

.  94  . 

-0  1 


£  =1  zi  zl 

40  $0  $0  $0 

1-10  0 
-1  1  1  -1 

t«nh  ^  tanh  ^  «in>i  ^  ainh  ^ 


To  obtain  a  stiffness  matrix  for  the  finite  element,  it  is  necessary  to  compute  the  external 
forces  in  terms  of  the  nodal  displacements.  Starting  with  Equation  35,  one  can  apply  unit 
displacements  to  each  of  the  meridianal  degrees  of  freedom  of  the  element  {ue}  and  work 
backwards  through  most  of  the  equations  of  the  preceding  sections  to  obtain  meridianal  shell 
forces  N,  at  each  end  of  the  shell  element.  For  the  case  of  radial  symmetry  the  only  external 
forces  are  axial.  Radial  forces  are  not  allowable  due  to  the  membrane  shell  assumption.  The 
external  axial  forces  are  computed  from  the  internal  meridianal  shell  forces  by  integrating 
around  the  circumference  to  give: 
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n  ] 

r.A^;(0) 

'  =  2jr  < 

ro^;(0) 

Fb 

riN\{So) 

Fh  J 

.  r„yv;(sj  , 

(33c) 


The  element  forces  thus  computed  as  a  function  of  element  displacement  allow  one  to  con¬ 
struct  an  elemental  stiffness  matrix  such  that 


{f,)  =  |A-.|(u.) 


(34) 


2.5.1  Element  Assembly 

Having  an  element  stiffness  matrix,  one  can  construct  larger  models  by  mapping  a  series 
of  elements  together  end  to  end.  Since  this  is  a  one-dimensional  element  the  connectivity 
is  quite  simple.  Starting  at  one  end  of  a  tube,  the  axial  displacements  at  the  B  node  of 
element  j  are  made  equal  to  the  displacements  at  the  A  end  of  element  j  -h  1.  A  very  narrow 
bandwidth  will  result,  since  at  most  two  elements  will  be  connected  at  any  one  node.  In 
contrast,  the  practice  of  modelling  a  tube  with  quadrilateral  plates  will  result  in  a  very  large 
number  of  elements  and  a  poor  bandwidth. 

Since  the  radial  displacements  w  are  wholly  dependent  on  the  meridianal  strains  in  a 
membrane  shell,  and  since  the  stiffness  properties  can  vary  from  element  to  element,  it  is 
likely  that  the  radial  displacements  predicted  by  two  adjoining  elements  will  differ.  We  are 
enforcing  neither  radial  compatibility  nor  equilibrium  between  shell  elements.  The  implica¬ 
tions  of  this  are  not  thought  to  be  major  for  thin  shells,  since  the  behavior  we  are  seeking  to 
model  is  loading  in  the  stiff  in-plane  directions.  Loads  out  of  plane  will  generally  be  orders  of 
magnitude  lower.  In  addition,  the  bending  loads  due  to  radial  displacements  on  a  cylindrical 
shell  are  known  to  decay  rapidly  as  one  moves  away  from  the  point  of  application  in  the 
meridianal  direction. 

2.5.2  Load  Transformation  Matrix 

In  order  to  simplify  stress  and  load  recovery  after  solution  of  a  load  case  at  a  given  forcing 
frequency,  internal  element  response  is  stored  in  a  load  transformation  matrix  (LTM).  This 
matrix  is  computed  for  each  element  as  the  elemental  stiffness  matrix  is  generated.  The 
matrix  gives  internal  element  response  {/>«}  in  terms  of  nodal  displacements  in  the  manner: 

{L,}  =  {LTM]M  (35) 

The  quantities  stored  in  the  LTM  are:  the  amplitudes  of  the  element  shape  functions 
meridianal  strains,  u,^,  radial  displacements,  u>,  and  axial  forces,  E,  at  ends  A  and  B  of  the 
inner  and  outer  shells;  and  VEM  shear  stresses,  ffr,,  and  radial  stresses,  Cr  at  ends  A  and  B. 
These  quantities  are  generally  sufficient  to  evaluate  strength  and  any  other  constraints  one 
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might  impose  during  an  optimization  of  the  tube  properties.  The  LTM  enables  one  to  avoid 
having  to  recover  internal  stresses  after  problem  solution,  greatly  reducing  computation  time 
and  programming  complexity. 


3  Example  Problem 

A  simple  example  of  the  use  of  the  code  is  the  uniform  segmented  constraint.  A  324  element 
Nastran  quadrilateral  plate  model  using  eight-fold  symmetry  to  reduce  complexity,  and  a 
one  element  TUBES  model  predicted  axial  stiffness  within  1%  and  loss  factor  within  4%. 
The  Nastran  analysis  used  the  modal  strain  energy  approximation,  which  accounts  for  the 
slightly  greater  discrepancy  in  damping  predictions. 

A  difficult  problem  which  can  take  advantage  of  the  analysis  and  optimization  capabil¬ 
ities  of  the  TUBES  program  is  TRW’s  Alternating  Ply  Concept  damped  tube.  A  patent 
application  on  this  approach  to  integrating  passive  viscoelastic  damping  into  fiber  compos¬ 
ite  structures  was  submitted  in  1988.  The  application  was  filed  as  “Viscoelastic  Damping 
Structure  and  Related  Manufacturing  Method.”  A  tube  using  this  unique  ply  layup  was 
designed,  built  and  tested  at  TRW  in  1987. 

Figure  4  shows  cross-sections  of  damped  tubes  employing  both  the  uniform  segmented 
constraining  layer,  which  was  the  best  available  prior  art,  and  the  Alternating  Ply  Concept, 
which  offers  much  greater  damping  levels. 

The  Alternating  Ply  Concept  tube  is  essentially  two  concentric  elastic  tubes  with  a  VEM 
layer  in  between.  A  large  amount  of  energy  can  be  forced  into  the  VEM  through  the  arrange¬ 
ment  of  stiff  plies  lain  primarily  in  a  0°  orientation  on  alternating  sides  of  the  VEM  layer. 
These  axial  plies  are  short,  with  some  overlap  between  inner  and  outer  tubes  so  that  load 
transfer  can  occur  in  shear  through  the  VEM.  The  axial  plies  are  held  together  by  angle  plies 
running  continuously  along  both  sides  of  the  vem  layer.  The  angle  plies  serve  to  seal  in  the 
VEM.  They  also  prevent  the  formation  of  peel  stresses  since  they  are  in  continuous  contact 
with  the  VEM  along  the  whole  length  of  tube.  Lacking  fibers  in  the  axial  direction,  the  angle 
plies  are  very  soft  in  axial  deformation.  They  thus  act  as  a  flexure  between  the  stiff  axial 
plies.  The  flexing  takes  plsice  in  the  gaps  between  the  axial  plies.  Conversely,  the  angle  plies 
2U'e  stiff  in  shear  and  torsion,  and  so  those  deformations  do  not  get  effectively  damnped.  Axial 
and  bending  deformations  of  the  tube  can  be  heavily  damped  due  to  the  fact  that  almost 
all  the  axial  load  is  forced  through  the  VEM  layer. 

The  Alternating  Ply  Concept  is  a  blend  of  series  and  parallel  damper  ideas.  Design 
parameters  can  be  shifted  to  either  end  of  the  spectrum  between  series  and  parallel.  Damping 
is  distributed  along  the  whole  length  of  the  tube  as  in  constrained  layer  damping.  High 
damping  levels  can  be  obtained  as  in  joint  dampers.  The  twin  parallel  elastic  load  paths 
through  the  angle  plies  provide  for  static  stiffness  and  strength,  and  dimensional  stability. 
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SEGMENTED  CONSTRAINT 


Figure  4:  Layup  Details  and  Geometric  Design  Variables  for:  a)  Uniform  Segmented  Con- 
staining  Layer  and  b)  Alternating  Ply  Concept. 


3.1  TUBES  Model 

Rather  than  model  a  whole  tube,  the  smallest  repeatable  section,  called  the  unit  cell  is 
modeled.  This  unit  cell  is  shown  in  Figure  5,  along  with  the  element  divisions  and  meridianal 
displacement  degrees  of  freedom.  Note  that  the  model  consists  of  five  elements  and  twelve 
axial  displacement  degrees  of  freedom.  The  displacements  at  the  left  end,  uj  and  uj,  are 
typically  constrained  to  be  zero,  and  the  displacements  at  the  right  end,  un  and  Ui2>  are 
constrained  to  move  together.  A  unit  force  is  then  applied  to  the  right  end  to  determine  the 
complex  value  of  stiffness,  from  which  dynamic  stiffness  and  damping  are  determined.  When 
inner  and  outer  shell  properties  are  assumed  to  be  the  same,  the  design  variables  are:  to,  the 
thickness  of  the  axial  plies;  t^s,  the  thickness  of  the  angle  plies;  tv,  the  VEM  thickness;  Le,  the 
length  of  the  unit  cell;  and  the  length  of  the  gaps  between  the  axial  plies.  Additionally, 
one  could  choose  the  angle  of  the  angle  plies  as  a  design  variable,  rather  than  fixing  it  as  we 
have  at  45®. 

The  properties  assumed  for  the  GY-70  angle  plies  are: 

Ef  =  43e6  psi.  Eg  =  .975e6  psi,  =  .19,  p  —  0.06  Ib/in^,  and  rj  =  .002  (0.1%  damping).  The 
properties  assumed  for  the  P-100  axial  plies  are  the  same  as  those  for  the  angle  plies  except 
the  moduli  are  scaled  up  by  the  ratio  74/43.  The  VEM  properties  are  those  for  the  SQDM-I 
material  for  the  given  operating  temperature  and  frequency.  A  nomogram  for  this  material, 
showing  shear  modulus  and  loss  factor  versus  reduced  frequency,  is  given  in  Figure  6.  The 
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Figure  5:  TUBES  Model  of  Unit  Cell  of  Alternating  Ply  Concept  Tube. 

VEM  thickness  was  dictated  by  the  available  material,  and  is  tv  =  .024  inches. 

A  design  was  optimized  to  maximize  the  resonant  vibration  figure  of  merit,  FOM^  = 
— t;,  which  weights  loss  factor  equally  with  specific  modulus.  A  material  concept  which  max¬ 
imizes  this  figure  of  merit  will  minimize  response  at  resonance  if  a  structure  were  fabricated 
uniformly  from  the  material.  A  material  figure  of  merit  can  be  defined  for  a  random  envi¬ 
ronment.  If  one  assumed  a  flat  power  spectral  density  and  well  separated  modal  frequencies, 
Wn,  mean  square  response  [9]  would  be  inversely  proportional  to  ^  random  vibration 

figure  of  merit  would  thus  be  FOMq*^  =  In  realistic  situations  the  PSD  will  roll  off 

with  frequency.  Assuming,  as  in  Reference  10,  a  l/fi  roll-off  the  resultant  figure  of  merit 
would  be  FOM{^  =  It  turns  out  that  designs  optimized  for  these  various  figures 

of  merit  do  not  differ  greatly.  The  resonant  figure  of  merit  emphasizes  damping  somewhat 
more,  while  the  random  figures  of  merit  emphasize  stiffness  somewhat  more. 

The  optimization  was  performed  for  VEM  properties  at  room  temperature  and  a  frequency 
of  10  Hertz.  The  optimized  design,  after  rounding  off  lengths  to  the  nearest  half  inch  and 
thicknesses  to  the  nearest  available  ply  thickness,  is: 

Lc  =  5,  Lg  =  1.5,  <45  =  .005,  and  <0  =  .015,  all  units  in  inches. 
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Reduced  Frequency  fa* 


Figure  6:  Frequeucy  Nomogram  for  SQDM-I 
3.2  Test  Results 

Process  development  tests  were  first  performed  to  see  if  the  VEM  could  be  cocured  into 
graphite  epoxy.  A  three  foot  tube,  1.5  inches  in  diameter  was  then  constructed  using  the 
above  properties.  Free  decay  vibration  tests  were  performed  in  cantilever  bending.  Tip 
weights  were  varied  to  modify  frequencies.  A  blow  dryer  was  used  to  vary  tube  tempera¬ 
ture.  The  temperature  estimates  are  thus  rather  approximate.  Six  cases  were  run.  The  A 
cases  were  at  room  temperature  and  the  B  cases  were  at  elevated  temperature.  Subscripts 
indicate  the  number  of  4.2  pound  tip  weights  added  to  the  cantilevered  tube.  Test  results 
are  summarized  in  Table  1,  along  with  analytic  results  from  the  TUBES  model  and  VEM 
properties  estimated  from  the  frequency  nomogram.  Room  temperature  VEM  properties  are 
extrapolations  since  the  curve  does  not  go  down  low  enough  in  frequency. 

Shell  stiffness  was  derived  from  the  bending  frequency  using  the  following  formulae: 

El  =  EhrB^ 
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j_  [zeT 

^  2tSML^ 

Given  knowledge  of  the  radius,  natural  frequency  and  mass,  one  cam  back  out  Eh,  which 
is  the  effective  shell  stiffness  of  the  whole  layup  integrated  through  the  thickness  amd  along 
one  unit  cell. 

Two  sets  of  damping  measurements  are  given  to  indicate  the  difficulty  in  measuring  this 
parameter  when  damping  is  high.  Both  curve  fit  and  log  decrement  estimates  are  given. 
Natural  frequencies  are  from  the  curve  fit.  Correlation  of  room  temperature  tests  with 
analysis  is  not  too  bad.  At  elevated  temperature,  test  data  indicates  that  VEM  stiffness 
breaks  down  more  rapidly  than  the  curve  fit  in  the  nomogram  would  indicate.  This  results 
in  lower  shell  stiffness.  It  also  is  a  possible  explanation  for  the  lower  than  predicted  damping, 
since  less  strain  energy  will  get  into  the  VEM  if  it  is  very  soft. 


Table  1:  Damped  Tube  Test  Summary. 


CASE 

Ac 

Bo 

mm 

B, 

KSI 

wm 

Tip  Weight 

W 

lb 

1.07 

= 

5.27 

— 

9.47 

Temperature 

T 

OF 

71 

135 

71 

115 

71 

Natural  Frequency 

/ 

Hz 

23.4 

19.03 

9.65 

8.50 

7.00 

Curve  Fit 

c 

% 

4.0 

8.6 

4.8 

7.2 

6.0 

Log  Decrement 

c 

% 

3.8 

9.0 

4.5 

6.9 

5.3 

9.0 

Shell  Stiffness 

Ek 

10*  Ib/in 

3.54 

4.8 

3.7 

4.64 

3.1 

Material  Data  Estimated  from  Nomogram 

Reduced  Frequency 

fot 

IHi 

7E6 

BSl 

3E8 

2E12 

4E7 

Shear  Modulus 

G 

psi 

2000 

HI 

2600 

3400 

2200 

Loss  Factor 

V 

IHi 

.6 

.25 

.49 

.28 

.55 

Analytic  Results  Using 

Materia 

1  Data 

Damping 

C 

% 

4.3 

5.0 

10. 

6.0 

11. 

Shell  Stiffness 

Eh 

10*  Ib/in 

5.30 

BmiiM 

5.12 

4.50 

5.05 

4.18 

3.3  Conclusions 

In  one  of  the  cases  tested,  Ai,  43%  of  the  striun  energy  was  absorbed  by  the  VEM.  This 
is  phenomenal,  and  indicates  that  the  use  of  a  VEM  with  a  loss  factor  of  1  or  more  would 
give  43%  damping  or  higher.  These  high  levels  of  damping  can  be  attained  with  a  structure 
having  a  considerable  degree  of  static  stiffness.  The  high  damping  was  sacrificed  in  our 
design  in  order  to  explore  the  use  of  a  VEM  with  reduced  temperature  dependence.  The  VEM 
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was  providing  a  loss  factor  lower  than  .3  at  room  temperature,  yet  damping  between  4  and 
6%  was  obtained. 

It  is  also  important  to  note  that  the  tube  was  designed  in  a  state  of  axisymmetric  ex¬ 
tension,  but  tested  in  a  state  of  asymmetric  bending.  The  analysis  and  test  still  correlate 
well.  This  is  because  the  fibers  behave  locally  like  they  are  in  extension  even  though  the 
tube  overall  is  in  bending.  Thus  the  Bernoulli-Euler  hypothesis  we  assumed  which  allowed 
axial  and  bending  properties  to  be  equated  was  verified. 
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PASSIVE  DAMPING  CONCEPTS 
FOR  SPACE  STRUCTURES  WITH  TUBULAR  MEMBERS 


Zia  Razzaq'  and  Bassam  S.  Najjar^ 


ABSTRACT:  The  performance  of  potential  passive  damping  concepts  is 
investigated  for  a  long  tubular  aluminum  alloy  member,  and  a  two-bar  grillage 
structure.  The  members  are  restrained  partially  at  the  ends  and  are  of  the  type 
being  considered  for  possible  use  in  the  construction  of  future  outer  space 
stations.  Four  different  passive  damping  concepts  are  studied  under  free  and 
forced  vibration  and  include  nylon  brush,  wool  swab,  copper  brush,  and  "silly 
putty"  dampers.  It  is  found  that  the  silly  putty,  and  the  wool  swab  dampers 
provide  good  passive  damping. 


Introduction 

Aluminum  tubular  members  may  be  used  in  the  future  to  construct  outer 
space  structures.  These  members  may  be  subjected  to  vibration  induced  by 
external  disturbances.  One  practical  problem  is  to  identify  a  damping  concept 
that  will  reduce  the  vibration  of  these  members  substantially.  Recent 
investigations  (References  1-5)  have  been  conducted  to  study  passive  damping 
concepts  on  very  slender  tubular  steel  members  with  various  end  conditions.  For 
example,  members  with  0.5  in.  outer  diameter,  a  wall  thickness  of  0.065  in.,  and 
a  length  of  up  to  12  ft.  have  been  tested.  In  these  experiments,  the  following 
passive  damping  concepts  were  investigated  in  the  presence  of  natural  flexural 
vibration:  mass-string  dampers;  external  viscoelastic  tape;  inner  metal  tube  core 
(copper,  aluminum;  steel,  brass);  polyethylene  tubing;  chambers  with  oil,  oil  and 
discs,  or  sand;  bright  zinc  chain;  brushes  for  electrostatic  and  frictional  damping; 
mass-string-whiskers  assembly.  Except  for  the  viscoelastic  tape,  these  dampers 
were  provided  in  the  hollow  space  inside  the  members.  The  details  are  given  in 
References  1-5.  The  natural  vibration  tests  with  these  concepts  indicated  a  wide 
range  of  damping  efficiencies.  The  prime  candidates  for  further  study  appeared 
to  be  the  brushes  for  electrostatic  and  frictional  damping  as  well  as  the  mass¬ 
string-whiskers  assembly. 

The  present  paper  summarizes  the  outcome  of  natural  and  forced  flexural 
vibration  studies  conducted  on  a  20.86  ft.  long  tubular  aluminum  alloy  member, 
and  a  two-bar  grillage  structure  constructed  from  tubular  members  14.75  ft.  and 
20.86  ft.  long,  with  various  passive  damping  concepts.  A  grillage  structure  is  one 
which  is  subjected  to  loads  or  vibration  at  right  angles  to  its  own  plane.  The 
grillage  structure  used  in  the  present  study  is  obtained  by  retaining  a  typical  side 
and  a  diagonal  member  of  a  cubical  subassemblage  taken  from  a  proposed  space 
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station  prototype  model.  The  two  bar  assembly  studied  is  in  the  horizontal  plane 
while  the  vibration  is  induced  vertically.  The  resulting  subassemblage  represents 
a  basic  space  structure  and  provides  a  convenient  means  of  testing  passive 
damping  concepts  beyond  the  single-member  level.  The  members  possess 
moderate  slenderness  and  are  provided  with  semi-rigid  connections. 


Domain  of  Investigation 

Figure  1  shows  schematically  a  hollow  tubular  aluminum  member  of  length 
20.86  ft.  with  an  outer  diameter  D„  >  2.0  in.  and  a  wall  thickness  of  tp  *0.125  in. 
Both  ends  of  the  members  are  partially  restrained  in  the  rotational  sense.  The 
partial  rotational  restraint  is  provided  by  semi-rigid  connections.  The  rotational 
stiffness  provided  by  the  connection  is  k.  The  member  has  an  initial  deflection 
Wj,  and  is  subjected  to  natural  or  forced  flexural  vibration  at  its  midspan.  Also, 
Figure  2  shows  schematically  a  two-member  grillage  structure.  The  member 
lengths  are  14.75  ft.  and  20.86  ft.  and  possess  the  same  cross-sectional  dimensions 
Dp  and  tp.  Members  AC  and  CE  are  partially  restrained  at  the  ends  with 
rotational  end  stiffnesses  of  magnitude  k,  =  53.1  kip-in/rad.,  and  kj  *  48.5  kip- 
in/rad.,  respectively.  At  C,  the  junction  of  the  two  members  is  supported  by  a 
pair  of  vertical  springs  CF  and  CG  of  equal  stiffness  K  =  19.85  Ib/in.  Natural 
or  forced  flexural  vibration  is  introduced  at  midspan  B  of  member  AC.  The 
specific  problem  considered  herein  is  to  first  identify  an  efficient  passive 
damping  concept  for  the  member  shown  in  Figure  1,  and  then  study  its 
effectiveness  in  damping  member  CE  of  the  grillage  shown  in  Figure  2.  At  the 
member-level,  the  following  four  passive  damping  concepts  were  investigated; 

a.  Nylon  Brush  Dampers 

b.  Wool  Swab  Dampers 

c.  Copper  Brush  tampers 

d.  Silly  Putty  in  Chamber  Dampers 

The  first  three  types  of  dampers  were  selected  for  testing  since  the  results 
given  in  Reference  1  showed  that  brush  or  whisker  dampers  were  quite  effective 
in  reducing  natural  flexural  vibration.  The  fourth  type  of  damper  was  selected 
owing  to  the  plastic  deformation  behavior  of  the  silly  putty  when  subjected  to 
external  forces.  In  addition  to  the  experimental  study,  a  theoretical  analysis  of  the 
member  in  Figure  1  was  conducted  using  the  procedures  given  in  References  1 
and  4  for  the  case  of  natural  vibration. 

Passive  Dampers 

Figure  3  shows  the  four  types  of  passive  dampers  studied.  From  one  to 
several  dampers  were  provided  inside  the  hollow  space  of  the  tubular  member. 
Figure  4  shows  a  typical  arrangement  consisting  of  several  parts.  First,  a  helical 
spring,  with  a  stiffness  of  0.44  Ib/in.,  is  attached  to  the  inside  of  the  connection. 
To  the  other  end  of  the  spring  is  attached  a  nylon  chord  which  in  turn  is  attached 
to  the  first  damper.  The  nylon  chord  used  in  this  investigation  had  a  40  lb 
capacity.  Thereafter,  a  series  of  nylon  chords  and  dampers  are  attached  along  the 
member  length  until  the  other  end  of  the  member  is  reached.  The  end  of  the 
nylon  chord  at  the  other  end  is  then  passed  through  a  hole  and  stretched  from  the 
outside  by  an  amount  of  2.0  inches  in  the  longitudinal  direction  of  the  member 
to  induce  a  slight  tension  in  the  helical  spring,  and  subsequently  tied  to  the 
connection  externally.  The  resulting  passive  damping  assembly  is,  therefore, 
aligned  with  the  longitudinal  axis  of  the  tubular  member.  Since  the  nylon  chord 
is  fairly  flexible,  a  significant  portion  of  the  2.0  inches  of  stretching  is  due  to  the 
elongation  of  the  chord  itself,  with  the  remaining  portion  of  the  stretching  taking 
place  in  the  helical  spring.  The  dampers  are  installed  equidistantly  between  the 
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member  ends.  Tests  are  conducted  with  one  or  more  dampers.  A  brief 
description  of  each  of  the  dampers  follows. 

Figure  3(a)  shows  a  nylon  brush  damper.  It  has  a  diameter  of  1.7S  in.,  a 
total  length  of  6.2S  in.,  weighs  14.0  gms,  and  is  manufactured  by  H.  Hertzberg 
and  Son,  Inc.,  Middletown,  N.Y.  10940.  It  has  a  plastic  handle  and  twisted  wires 
with  which  the  nylon  bristles  are  intertwined,  and  is  commonly  used  for  cleaning 
vegetables.  The  brush  shown  in  Figure  3(a)  is  obtained  by  cutting  the  twisted 
wires  about  1 .5  in.  away  from  where  the  brush  starts.  The  twisted  wires  do  not 
extend  beyond  the  brush  end. 

Figure  3(b)  shows  a  wool  swab  damper  with  a  1.0  in.  diameter,  a  total  length 
of  3.0  in.,  and  a  total  weight  of  7.1  gms.  The  wool  swab  is  manufactured  by 
Omark  Industries,  Onalaska,  Wisconsin  S46S0.  It  has  a  threaded  aluminum  piece 
at  one  end  with  a  twisted  wire  attached  to  it  to  which  the  wool  swab  is  attached. 
The  aluminum  piece  is  0.75  in.  long,  while  the  swab  itself  has  a  length  of  2.125 
in.  It  is  commonly  used  in  cleaning  12  in.  gauge  shotguns. 

Figure  3(c)  shows  a  copper  brush  damper  with  a  0.8125  in.  diameter,  a  total 
length  of  3.125  in.,  and  a  total  weight  of  13.0  gms.  The  brush  is  manufactured 
by  Omark  Industries,  Onalaska,  Wisconsin  54650.  It  has  a  partly  threaded 
aluminum  piece  at  one  end  with  a  twisted  wire  attached  to  it  to  which  the  copper 
bristles  are  attached.  The  aluminum  piece  is  1.0  in.  long,  while  the  brush  itself 
has  a  length  of  2.125  in.  This  brush  is  also  used  in  cleaning  12  in.  gauge  shotguns. 

Figure  3(d)  shows  a  "Silly  Putty  in  Chamber”  damper.  It  consists  of  a  silly 
putty  ball  of  about  0.75  in.  diameter  placed  inside  a  perforated  hollow  cylindrical 
chamber.  The  silly  putty  is  manufactured  by  Binney  and  Smith  Inc.,  Easton, 
Pennsylvania  18042.  The  chamber  is  made  from  a  "Bristole  Pipe"  (PVC-1120, 
Schedule  40,  ASTM-D-1785)  having  an  original  outer  diameter  of  1.28  in.,  and 
a  wall  thickness  of  0.14  in.  The  chamber  is  made  by  reducing  the  outer  diameter 
to  1.0625  in.  through  machining  thus  reducing  its  wall  thickness.  Since  the 
primary  purpose  of  the  chamber  is  to  house  a  ball  of  silly  putty,  its  weight  is 
reduced  by  drilling  a  total  of  seven,  0.25  in.  diameter  holes  around  its  periphery 
halfway  from  its  ends.  The  putty  is  kept  inside  the  chamber  by  means  of  a 
plastic  wrap  taped  around  it  with  scotch  tape.  The  putty  is  free  to  bounce  around 
inside  the  chamber.  The  total  weight  of  one  damper  including  the  silly  putty,  the 
chamber,  and  the  taped  wrap,  is  7.4  gms. 


Test  Procedure 

The  main  instrumentation  used  in  conducting  the  tests  consists  of  a  proximity 
probe,  vibration  instrumentation,  and  a  deflection-time  plotter.  For  natural 
member  vibration  tests,  a  weight  W  «■  6.1  lb.  is  first  attached  at  the  midspan  by 
means  of  a  cotton  chord.  To  induce  natural  vibration,  the  chord  is  then  cut  by 
a  pair  of  scissors  to  release  the  member.  The  time-dependant  deflection  at 
member  midspan  is  recorded  by  means  of  a  proximity  probe  which  is  connected 
to  a  deflection-time  recorder.  To  induce  forced  flexural  vibration,  a  vibrator 
(Model  203-25-DC)  is  used  with  an  oscillator  (Model  TPO-25).  llie  vibrator 
applies  a  forcing  function  of  the  type: 

F(t)-F,sinOt  (1) 

in  which  F^  >  4  lb.,  t  -  time,  and  0  -  frequency  of  the  forcing  functicr.. 

Figure  2  shows  a  schematic  of  the  grillage  vibration  test  setup.  To  induce 
natural  vibration,  a  weight  W  >  7.9  Ib.  attached  at  point  B  of  the  member  AC  is 
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released  suddenly.  The  deflection-time  response  of  the  member  CE  is  recorded 
at  its  midspan  D.  For  the  forced  vibration  tests,  the  function  F(t)  is  applied  at  B 
and  the  deflection- time  response  is  recorded  at  midspan  D  of  the  member  CE  up 
to  a  certain  time  whereafter  the  vibrator  at  B  is  disengaged  to  record  the  response 
for  F(t)  =  0. 

The  vibrator  employed  for  the  forced  vibration  tests  allowed  only  a  limited 
amount  of  travel.  This  meant  that  the  deflection  of  the  member  at  the  location 
where  the  vibrator  was  attached  was  limited  to  what  the  vibrator  could  allow. 
Nevertheless,  forced  vibration  tests  were  conducted  on  the  individual  member 
since  it  was  not  known  initially  as  to  whether  or  not  the  dynamic  deflections 
would  exceed  the  vibrator  capacity.  Some  of  the  results  indicated  that  the 
vibrator  "constrained”  the  member  deflection  for  a  certain  range  of  the  forcing 
function  frequencies  including  that  which  would  otherwise  have  constituted  a 
resonance  condition.  This  limitation  of  the  vibrator  made  the  evaluation  of  the 
performance  of  the  dampers  difficult  under  forced  vibration  conditions  through 
tests  on  the  individual  member.  However,  the  only  way  to  evaluate  the 
performance  of  the  dampers  under  forced  vibration  was  by  allowing  the  member 
to  develop  dynamic  deflections  without  direct  restrictions  imposed  by  the 
vibrator.  The  grillage  test  procedure  provided  this  freedom.  Thus,  while  one 
member  was  being  vibrated  under  the  influence  of  a  forcing  function,  the 
deflections  of  the  other  member  were  being  recorded  without  any  constraint  at 
its  midspan.  The  forced  vibration  tests  on  the  member  and  the  grillage  also 
included  the  study  of  the  wool  swab  and  the  silly  putty  in  chamber  dampers  in 
the  time  domain  past  the  discontinuation  of  the  applied  forcing  function.  Each 
test  was  repeated  three  times  to  obtain  proper  averages. 


Results 

Under  member  natural  vibration,  the  silly  putty  in  chamber  damper  concept 
provides  considerably  greater  passive  damping  as  compared  to  that  of  the  nylon 
brush,  wool  swab,  and  copper  brush  damping  concepts.  Fijure  S  shows  the 
dimensionless  envelope  of  the  midspan  deflection  versus  time  (A^-T)  relationships 
when  5  wool  swab  or  5  silly  putty  in  chamber  dampers  were  used.  Figure  6 
presents  the  damping  ratio  versus  the  number  of  dampers  relationships  for  the 
various  damping  concepts.  Figure  7  shows  the  passive  damping  efficiency  index 
curves  for  these  concepts.  The  index  is  defined  as  follows: 


in  which  is  the  damping  ratio  in  the  absence  of  any  passive  damping  device, 
M,,  is  the  mass  of  the  passive  damping  device,  and  s:  is  the  damping  ratio  when 
dampers  are  provided.  Also,  as  described  earlier,  due  to  the  constrained  motion 
imposed  by  the  vibrator,  the  effectiveness  of  the  passive  dampers  could  not  be 
adequately  evaluated  under  forced  conditions  for  the  individual  members. 
Furthermore,  the  theoretical  results  based  on  the  procedures  in  References  1  and 
4  for  member  natural  vibration  were  in  excellent  agreement  with  the  tests  and  are 
documented  in  Reference  6. 


For  the  grillage  under  natural  vibration,  the  S  wool  swab  damper  configura¬ 
tion  provided  greater  damping  than  that  of  the  5  silly  putty  in  chamber  damper 
configuration.  Under  the  forced  vibration,  the  5  silly  putty  in  chamber  damper 
configuration  provided  very  effective  passive  damping  at  and  around  the  resonant 
frequency.  At  resonance,  these  dampers  resulted  in  a  52%  reduction  of  the 
dynamic  magnification  factor,  as  indicated  by  the  results  plotted  in  Figure  8. 
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Conclusion 


Four  passive  damping  concepts  studied  show  that  the  member  and  grillage 
vibration  amplitudes  can  be  reduced  to  various  degrees.  It  appears  that  the  silly 
putty  in  chamber  dampers  are  generally  more  effective  than  the  other  three  types 
of  potential  damping  concepts  studied. 
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(a)  Nylon  brash  damper 


(b)  Wool  Swab  damp^ 


(c)  Copper  bmsh  damper  (d)  s|]^  potty  in  chamber  damper 


Figure  3.  Pasaire  dampers 
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ABSTRACT 

Use  of  the  Modal  Strain  Energy  Method  for  the  optimization  of  viscoelastic  structures  requires 
extensive  modal  extraction  and  modal  strain  energy  distribution  analyses.  For  large  structural 
systems,  this  iterative  procedure  becomes  very  inefficient  and  expensive.  Based  on  the  Rayleigh- 
Ritz  principle  and  engineering  assumptions,  a  method  is  developed  for  the  optimization  a  class  of 
viscoelastic  struts.  Dimensionless  ratios  of  the  system  parameters  of  the  modified  design  and  the 
baseline  design  are  derived,  in  closed  form  algebraic  equations,  to  enable  design  optimization  to  be 
performed  without  iterative  computer  analyses.  A  rinite  element  substructure  analysis  method  is 
also  derived  for  the  efficient  analysis  of  complex  stiffness  matrices  due  to  the  presence  of 
viscoelastic  materials  in  the  detailed  stress  model.  The  results  from  simple  design  predictions  and 
the  dynamic  substructuring  finite  element  analysis  show  excellent  correlation. 
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INTRODUCTION 


Large  space  structures  require  efficient  structural  design  with  high  strength  and  light  weight 
materials  to  reduce  the  launch  weight.  Truss  type  structures  are  prevalent.  High  stiffness  and 
damping  are  required  for  on-orbit  performance  to  minimize  the  dynamic  response  due  to 
operational  disturbances.  However,  materials  with  high  strength  and  stiffness  do  not  normally 
process  high  damping  characteristics.  Therefore,  a  combination  of  different  materials  must  be  used 
to  provide  the  desired  system  response.  The  design  of  high  performance  structure  must  balance 
the  stiffness  and  damping  characteristics  to  minimize  the  weight  of  the  structure. 

The  Modal  Strain  Energy  (MSE)  Method^  has  been  used  extensively  in  the  design  of  passively 
damped  structures  using  viscoelastic  materials  (VEM).  Tests  on  a  demonstration  article^  showed 
excellent  correlation  between  predicted  results  using  MSE  and  measured  results.  Therefore,  within 
the  limits  of  its  applicability,  the  MSE  method  can  be  used  to  achieve  a  design  with  the  desired 
damping  characteristics. 

When  designing  a  large  precision  structure,  large  finite  element  models  with  high  fidelity  to 
capture  the  structure  behavior  is  often  required.  Furthermore,  for  passive  damping  design  with 
VEM,  the  MSE  Method  requires  a  detailed  structural  model  so  that  the  modal  strain  energy 
distribution  in  the  VEM  can  be  computed  accurately.  The  procedure  for  designing  structures  with 
passive  damping  is  basically  an  iterative  modal  extraction  and  strain  energy  distribution  analysis. 
However,  this  type  of  iterative  computer  analysis  on  a  large  finite  element  model  to  optimize  the 
design  parameters  is  prohibitively  expensive  and  inefficient.  Therefore,  improved  efficiency  of  the 
analysis  is  vital  to  the  optimal  design  of  large  damped  structures. 

This  paper  presents  a  method,  based  on  the  Rayleigh-Ritz  principle,  such  that  a  class  of 
viscoelastic  struts  can  be  designed  and  optimized  efficiently  for  large  space  trusses.  This  method 
provides  a  desired  viscoelastic  strut  design  using  the  initial  baseline  design  and  simple  algebraic 
equations.  A  dynamic  substructuring  procedure  is  also  presented  for  large  finite  element  models 
with  complex  stiffness  matrices  due  to  the  presence  of  viscoelastic  materials.  This  combination  of 
design  procedure  and  analytical  technique  enables  better  design  of  large  space  structures  with 
viscoelastic  struts  with  less  effort  and  better  understanding.  This  method  is  also  applicable  to  other 
large  structural  systems. 


VIBRATION  ATTENUATION 

For  a  linear  elastic  single  degree  of  freedom  system,  the  governing  differential  equation  for 
dynamic  loading  is : 

mx  +  cx  +  kx  =  p(t)  (1) 

If  the  structure  is  modified  to  enhance  its  damping  characteristic,  the  system  parameters  are 


changed  to : 

m  =  r^,  m 

(2) 

^  =  r^k 

(3) 

II 

c 

(4) 
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I 

where  r,n>  represent  the  ratios  of  the  modified  values  to  the  respective  baseline  values. 

The  effect  of  such  changes  on  dynamic  response  is  different  for  different  types  of  vibration 
environments.  The  mass,  stiffness  and  damping  of  the  system  must  be  balanc^  for  an  optimum 
design. 

Random  Vibration 

If  p(t)  is  described  by  the  power  spectral  density  function  S(f)  and  it  is  relatively  constant 
around  the  natural  frequency,  4,  the  response  for  a  lightly  damped  system  (§  <  0.3)  can  be 
expressed  as : 


S(f„)0-5 

*  2V2  mO.25  kO.75  ^0.5 


(6) 


Therefore,  the  response  of  the  modified  structure  can  be  expressed  as  : 


^rms 


s(r„)0-5 

2V2  mO.25  £0.75  ^0.5 


(7) 


If  S(f)  is  relatively  constant  over  4  tund  then  the  response  attenuation  factor,  a,  can  be  defined 
as : 


a  =  ^ 
^rms 


“  r^O.25  rjO.75  r^O.5 

Therefore  the  attenuation  factor  of  the  modified  structure  can  be  expressed  in  terms  of  the 
dimensionless  ratios  of  mass,  stiffness  and  damping.  The  attenuation  factor  is  least  sensitive  to 
mass  change  and  most  sensitive  to  stiffness  change.  However,  the  change  in  stiffness  of  the 
modified  structure  is  normally  not  very  large  while  the  change  in  doping  ratio  can  be  significant 

For  a  multiple  degree  of  fi-eedom  system  with  negligible  modal  coupling,  the  modal 
attenuation  factors  can  ^so  be  determined  in  a  similar  way.  llie  modal  attenuation  factor  can  be 
defined  as : 


Oi  * 


(9) 


Very  often,  passive  damping  mechanisms  increase  mass  and  damping  but  reduce  the  stiffness. 
An  optimum  design  balances  the  contribution  fiom  these  three  ratios  to  minimize  the  attenuation 

factor.  The  objective  function  for  optimization  is  therefore  a,. 
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The  key  to  optimization  of  structural  response  to  a  random  vibration  environment  is  therefore 
the  ability  to  estimate  the  modal  mass,  stiffness  and  damping  ratios  accurately.  The  following 
design  procedure  fully  exploits  these  modal  ratios  to  achieve  an  optimized  design. 

Other  Types  of  Vibration 


A  similar  approach  can  be  used  for  other  type  of  dynamic  loading.  For  sinusoidal  input,  the 
attenuation  factor  can  shown  to  be  ; 


tti 


1 

ki  ^^i 


(10) 


If  f(t)  is  transient  in  nature,  it  is  best  to  characterize  it  by  shock  spectrum  curves.  The 
maximum  modal  response  is  related  by  the  ratios  of  the  shock  spectrum  values  at  the  system 
frequency  and  damping  values. 


APPROACH 

In  order  to  successfully  design  passive  damping  into  a  large  structure  to  control  vibration 
response,  the  behavior  of  the  structural  system  and  disturbance  characteristics  must  be  thoroughly 
investigated.  A  finite  element  model  of  the  baseline  elastic  stmcture  is  analyzed  for  its  firequency 
characteristics,  modal  strain  energy  characteristics  and  dynamic  response  characteristics.  The  type 
and  extent  of  the  damping  treatment  must  be  identiHed  using  the  baseline  model.  In  order  to 
accomplish  an  optimum  viscoelastic  strut  design  to  control  the  system  level  response,  the 
relationship  between  the  viscoelastic  materials,  component  design  parameters  and  system  level 
behavior  must  be  understood.  To  implement  any  practical  design  concept,  the  number  of  design 
parameters  must  be  reduced  to  a  manageable  size.  Engineering  assumptions  must  be  made  to 
simplify  the  analytical  design  process  and  develop  a  direct  algebraic  relationship  between  the 
design  parameters  and  system  level  response.  Optimization  can  then  proceed  expe^tiously  and  a 
preliminary  design  can  be  developed. 

Design  Optimization  Assumptions 

To  illustrate  the  design  procedure  described  herein,  the  following  design  and  analysis 
assumptions  are  made : 

1.  Analysis  Tool  -  The  Modal  Strain  Energy  Method  is  used  as  an  analysis  tool  to  identify 
candidate  locations  where  VEM  can  be  most  effectively  placed.  Uncoupled  modal  analysis  is 
used  to  analyze  the  performance  of  the  design. 

2.  Design  Parameters  -  Two  assumptions  are  made  to  reduce  the  total  number  of  design 
parameters.  Firstly,  it  is  desirable  to  use  only  one  VEM.  For  a  given  operating  environment 

and  dominant  natural  frequency,  only  two  material  parameters,  G  and  Tj,  are  required  to  be 
optimized.  Secondly,  only  one  viscoelastic  strut  design  is  used  throughout  the  structure.  This 
limits  the  geometric  parameters  to  only  the  length  and  thickness  of  the  VEM. 

3.  Component/System  Behavior  Assumption  -  For  the  modes  of  interest,  the  stiffness  of  the 
system  is  '’ovemed  by  the  axial  deformation  of  truss  members.  This  identifies  the  most 
important  behavior  of  the  strut  member  and  allows  simplified  equations  to  be  developed  to 
pr^ict  the  stiffness  and  strain  energy  distribution  of  the  struts  and  Ae  overall  systent 
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4.  System  Analysis  Assumption  -  It  is  assumed  that  the  structural  system  has  already  been 
optimized  for  mass  and  stiffness,  and  the  overall  system  performance  would  be  acceptable  if 
higher  damping  is  provided.  The  purpose  of  the  viscoelastic  struts  is  only  to  enhance  the 
damping  characteristic  of  the  system.  It  is  therefore  further  assumed  that  the  modes  shapes  of 
the  viscoelastically  damped  structure  are  not  substantially  different  from  the  baseline  stmcture 
and  the  mode  shapes  of  the  baseline  structure  are  a  good  set  of  generalized  coordinates  for  the 
modified  structure. 

5 .  Dynamic  Loading  Assumptions  -  It  is  assumed  that  the  dynamic  response  of  the  structure  is 
governed  by  a  random  disturbance.  Reduction  of  the  mod^  root  mean  square  response  is  used 
as  the  objective  function  for  optimization.  The  same  technique  can  be  used  for  other  types  of 
dynamic  loading  conditions. 


DESIGN  AND  ANALYSIS  PROCEDURE 

The  procedure  to  design  and  analyze  the  structure  with  viscoelastic  struts,  as  outlined  in  Table 
1,  is  comprised  of  three  basic  parts.  The  first  part  involves  the  analysis  of  the  baseline  model.  The 
steps  are  outlined  in  steps  1  through  4  of  Table  1.  The  modal  contributions  to  the  system 
responses  are  identified.  A  modal  strain  energy  distribution  analysis  of  these  modes  is  performed. 
Struts  are  then  ranked  according  to  modal  strain  energy  level.  The  second  part,  outlined  in  steps  5 
through  9  of  Table  1,  involves  the  use  of  simplified  equations  to  optimize  a  viscoelastic  strut 
design  and  predict  the  overall  system  performance.  This  bypasses  the  iterative  analysis  using  the 
finite  element  models.  The  third  part  involves  finite  element  verification  of  the  analysis.  A  de^ed 
finite  element  model  of  the  viscoelastic  strut  is  constructed.  A  reduced  mass  matrix  and  complex 
stiffness  matrix  of  the  strut  are  computed.  These  matrices  are  assembled  into  the  global  matrices  in 
place  of  the  basline  strut  members.  Modal  extraction  is  performed  and  equivalent  viscous  damping 
is  extracted.  Response  analysis  is  performed  to  verify  the  system  performance.  This  is  outlin^  in 
steps  10  through  16  of  Table  1. 


ANALYSIS  OF  BASELINE  STRUCTURE 

The  baseline  elastic  structure  system  satisfies  the  following  matrix  differential  equation  in  the 
frequency  domain : 

[-  0)2  M  +  i  0)  C  +  K  ]  u(ci))  =  F(a))  (1 1) 

The  structural  system  has  an  undamped  eigensolution,  A  and  d>.  The  orthogonality  conditions  for 


the  system  are : 

<DT  M  <D  =  I 

(12) 

OT  K  O  =  A 

(13) 

The  modal  differential  equation  of  motion  is  : 

[-  0)2 1  +  i  0)  o'*"  C  O  +  A  ]  Q(co)  =  <I>^  F(o)) 

(14) 

The  uncoupled  modal  damping  ratio,  is  often  assumed 

responses.  The  uncoupled  modal  differentia  equation  is  : 

in  the  computation  of  dynamic 
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Table  1.  Summary  of  Design  and  Analysis  Procedures 


Baseline  Model  Analysis 

1 .  Construct  baseline  structural  finite  element  model. 

Perform  a  real  eigenvalue  analysis. 

2.  Perform  dynamic  response  analysis. 

Identify  modes  contributing  significantly  to  the  responses. 

3 .  For  the  modes  of  interest,  perform  strain  energy  distribution  analysis  of  the  elements  in  the 
baseline  model. 

4.  Select  a  group  of  highly  strained  elements  to  be  replaced  by  viscoelastic  struts. 

Compute  the  modal  strain  energy  ratio,  Ej,  and  modal  mass  ratio,  pj,  of  the  group. 

Eq.  (17),  (22) 

Design  Procedure 

5 .  Analyze  the  viscoelastic  strut  using  strength  of  materials  and  structural  analysis  methods. 
Express  the  strut  stiffness  ratio,  r^^,  and  strain  energy  ratio  in  the  viscoelastic  material, 

in  terms  of  design  parameters,  Gy,  ty  and  /,, .  Eq.  (26),  (29) 

6.  Express  the  modal  parameters,  K,,  mj,  Tj  and  of  the  modified  structure  in  terms  of  the 

design  variables.  ’  Eq.  (34),  (36),  (37),  (42) 

Express  modal  attenuation  factor,  Oj,  in  term  of  rn,],  rjjj,  r^j.  Eq.  (9) 

7 .  Select  a  viscoelastic  material  -  'n''(co)  and  G'^((d). 

8 .  Compute  modal  attenuation  factors  for  the  range  of  feasible  design  parameters  and  obtain 
the  optimum  values  of  design  parameters. 

9.  Update  dynamic  responses  based  on  design  parameters  from  steps  7  and  8. 

Iterate  steps  4, 7  and  8,  if  necessary,  to  obtain  the  desired  response  level. 

Finite  Element  Substructuring  Analysis 

10.  Construct  a  finite  element  model  of  the  viscoelastic  strut . 

1 1 .  Using  the  substructuring  method,  form  the  mass  matrix  and  the  real  part  and  imaginary 
part  of  the  condensed  component  stiffness  matrix  of  the  viscoelastic  strut.  Eq.  (47),  (48) 

12.  Assemble  the  complex  global  stiffness  matrix  and  mass  matrix. 

Perform  a  real  eigenvalue  analysis  of  the  modified  structure. 

13.  Repeat  steps  10  to  12  for  as  many  frequency  dependent  stiffness  matrices  as  necessary. 

14.  Extract  modal  damping  ratios  from  the  imaginary  part  of  the  stiffness  matrix. 

Eq.  (53),(54) 

15.  Compute  dynamic  response  based  on  modal  parameters  from  finite  element  results. 

1 6.  If  results  are  not  satisfactory,  use  the  model  of  step  12  as  the  baseline  model  and  iterate. 
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(15) 


[-  0)2  +  i  2  coj  CO  +  00,2  ]  qj(a))  =  (fti'*’  F(co) 


A  dynamic  response  analysis  is  performed  to  identify  the  modes  contributing  significantly  to 
the  response,  A  modal  strain  energy  analysis  of  the  baseline  structural  model  is  performed  to 
compute  the  strain  energy,  (wpj ,  of  each  element  of  the  i-th  mode.  The  locations  with  the  highest 
strain  energy  density  are  identified  as  a  group  to  be  replaced  by  viscoelastic  struts.  The  ratio  of  the 
modal  strain  energy  of  the  selected  group  to  the  strain  energy  of  the  entire  structure  is  the  modal 

strain  energy  ratio,  ej.  If  the  strain  energy  ratio  of  the  viscoelastic  material  to  the  viscoelastic  strut 
is  known,  the  system  level  modal  loss  factor  can  be  estimated  readily  by  Equations  (40)  and  (A8). 
The  level  of  damping  can  be  increased  by  including  more  viscoelastic  struts,  higher  strain  energy 
ratio  in  the  VEM  and  higher  material  loss  factor.  A  practical  level  of  passive  damping  can  therefore 
be  estimated  once  the  modal  strain  energy  distribution  is  known. 

In  order  to  analyze  and  fully  understand  the  effect  of  viscoelastic  struts  on  the  structural 
stiffness,  strain  energy  distribution  and  mass,  it  is  best  to  separate  the  structure  into  two  groups, 
the  unmodified  group  and  the  to-be-modified  group.  Therefore,  the  global  elastic  stiffness  matrix 
can  be  visualized  as  being  contributed  to  by  two  matrices,  Kj  and  K2. 


K  =  Kj  +  K2 


(16) 


Kj  represents  the  stiffness  matrix  of  the  unmodified  elastic  elements  and  K2  represents  the 
stiffness  matrix  of  the  to-be-modified  elastic  elements.  Although  the  modal  strain  energy  ratio  of 

the  to-be-modified  members,  ej,  is  computed  by  the  summation  of  individual  elements,  it  can  also 
be  expressed  as : 


(17) 


Using  the  orthogonality  condition,  K  <{)i  =  C0i2,  Equation  (17)  can  be  expressed  as  : 


Ei  = 


i<>i^K2<Di 

K  <(>i 


(l)iTK2(|>i  =  ei0)i2  (18) 

and  therefore 

=  (l-ei)o)i2  (19) 

Similarly,  an  analysis  of  the  effect  of  viscoelastic  struts  on  the  modal  mass  can  be  performed  if  the 
mass  change  is  significant.  The  mass  matrix  is  also  separated  into  two  parts. 

M  =  Ml  +  M2  (20) 

Ml  is  the  mass  matrix  of  the  unmodified  elastic  elements  and  M2  is  the  mass  matrix  of  the  to-be- 
modified  elastic  elements.  The  modal  mass  ratio,  pj,  can  also  be  defined  as  : 


<l>i^  M2  ({)i 
M  <|)i 


(21) 
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Since  (j)i  is  mass  normalized,  then 


<!>/  M2  <1)|  = 
and 

(|)i'^Mi  <();  =  (  1  -  Hi) 


(22) 


(23) 


DERIVATION  OF  DESIGN  EQUATIONS 

Based  on  the  stated  engineering  assumptions,  the  viscoelastic  strut  has  only  four  design 
parameters.  It  is  necessary  to  derive  approximate  closed  form  equations  relating  the  material 
constants  to  the  strut  component  parameters  and  then  to  the  system  performance  parameters. 
Consequently,  trade  studies  and  optimization  of  the  viscoelastic  strut  can  be  performed 
expeditiously  by  using  simple  tools  such  as  a  spreadsheet.  This  allows  a  comprehensive  design 
optimization  to  be  performed  in  a  very  short  time  and  without  substandal  computer  cost.  It  also 
offers  a  better  physical  insight  into  the  effect  of  each  parameter  on  the  component  and  system 
behavior. 

Analysis  of  Viscoelastic  Strut 

It  is  assumed  that  the  stiffness  of  the  truss,  for  the  modes  of  interest,  is  governed  by  the  axial 
deformation  of  the  truss  members.  The  axial  stiffness  and  strain  energy  distribution  of  the  damped 
strut  can  be  derived  based  on  a  strength  of  materials  approach.  The  ratio  of  the  stiffness  of  the 
damped  strut  to  the  baseline  strut,  rg,  and  the  strain  energy  ratio  of  the  VEM  to  the  strut,  r^,  are 
two  dimensionless  ratios  at  the  strut  component  level  which  are  important  to  the  optimization 
process.  The  component  stiffness  ratio,  r^^,  affects  the  system  stiffness  and  natural  frequencies 
while  the  component  strain  energy  ratio,  r^  controls  the  amount  of  damping  introduced  by  the 
VEM  into  the  system.  In  addition,  the  mass  ratio,  r^,,  of  the  strut  can  also  be  computed  if 
necessary. 

Different  viscoelastic  strut  design  concepts  have  been  proposed^  and  some  were  built  and 
tested^.  A  simple  strut  design  concept,  as  show  in  Figure  1,  is  used  to  illustrate  the  design  and 
analysis  procedure.  When  the  strut  is  defonned  axially,  the  VEM  carries  the  force  in  shear. 
Consequently,  it  provides  the  strain  energy  necessary  for  damping.  It  is  further  assumed,  for  the 
sake  of  simplicity,  that  the  material  constants  and  cross  sectional  areas  of  the  inner  and  outer  tubes 
are  the  same. 


The  axial  stiffness  of  the  original  strut  without  viscoelastic  material  is  : 


The  axial  stiffness  of  the  strut  with  viscoelastic  material  is : 


k„  = 


EA  3Ea 


tv 


27tf/v  Gv 


(24) 


(25) 
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Tube 


a.  Baseline  Strut 


Inner  Tube 


er  luoe  V 

\  \ 


Viscoelastic  Layer 


Outer  Tube 


b.  Conceptual  Viscoelastic  Strut 
Figure  1.  Conceptual  Strut  Design 

The  ratio  of  the  damped  strut  stiffness  to  the  original  strut  stiffness  is  : 


Infly  Gy  Iq 


The  strain  energy  in  the  viscoelastic  material  is  : 


Wy  = 


4jcf/v  Gy 


The  total  strain  energy  in  the  damped  strut  is  : 


'^1  =  je; 

The  ratio  of  the  viscoelastic  material  strain  energy  to  the  total  strain  energy  in  the  damped  strut  is 


Tw  = 


2f/y  Gy 
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This  procedure  for  component  analysis  is  applicable  to  one  class  of  viscoelastic  strut  design. 
When  a  different  viscoelastic  strut  design  is  used,  different  expressions  for  ky  and  Wy  are 
obtained.  However,  the  design  and  analysis  procedure  is  the  same. 

Analysis  of  Viscoelasiic  Structures 

In  order  to  predict  the  system  level  response  due  to  the  introduction  of  viscoelastic  struts,  the 
three  important  modal  ratios  of  the  modified  structure  must  be  expressed  in  terms  of  the  design 
parameters.  The  modified  structural  system  satisfies  the  following  matrix  differential  equation  : 

[-  0)2  M  +  i  CO  C  +  K]  U(co)  =  F(co)  (30) 

However,  using  this  equation  for  design  purposes  in  conjunction  with  large  finite  element 
models  is  impractical.  Simple  algebraic  equations  must  be  derived  for  optimization  purposes. 

The  Modal  Strain  Energy  Method  uses  mode  shapes  from  the  real  eigenvalue  solution  and 
assumes  that  the  modal  equations  are  uncoupled.  In  addition,  the  mode  shapes  of  the  modified 
structure  are  assumed  to  be  insignificantly  affected  by  the  modification  of  a  small  group  of  truss 
members.  By  the  Rayleigh-Ritz  principle,  using  the  mode  shapes  of  the  baseline  structure  as  the 
generalized  coordinates,  the  approximate  modal  equation  of  the  modified  structure  can  be  written 
as : 


[-  co2  ^  +  i  CO  C  <})i  +  K  ^i]  Qi(co)  =  F(co)  (31) 

Assuming  C  can  be  diagonalized  to  c ,,  then 

[-  co2  mj  +  i  CO  c  i  +  KR  (()i  +  i  ^  J  K*  <j>i  ]  Qi(co)  =  F(co)  (32) 

If  the  behavior  of  the  structural  system  is  governed  by  the  axial  deformation  of  the  truss 
members,  the  mcxlified  global  stiffness  matrix  can  be  approximated  by  : 

KR  «  K,  +  ra  K2  (33) 

and  the  generalized  modal  stiffness  can  be  written  as  : 

icj  =  0i’*'  Kj  <t)i  +  ra<{)i'*'  K2 

ici  =  (1 -Ei  +  raei  )C0i2  (34) 


Therefore,  the  ratio  of  the  generalized  stiffness  of  the  mcxlified  structure  to  the  baseline  structure  is: 


fki  ~  \  1  '"a  ) 

C0i2 


(35) 


The  corresponding  generalized  mcxlal  mass  and  the  ratio  of  generalized  mass  can  be  written  as  : 

^  ~  1  ■  M'i  M-i  (36) 
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The  (Rayleigh-Ritz)  frequency  of  the  modified  structure  can  therefore  be  expressed  as : 


The  modal  strain  energy  ratio  in  the  viscoelastic  struts  is : 
jra  K2  (>1 

~  T 

KR  <l)i 

_  raEj  COj^ 


The  modal  strain  energy  ratio  in  the  VEM  of  the  viscoelastic  struts  is  therefore. 


(37) 


(38) 


V.  _  ^‘W  fa  gj 

■  rid 

The  modal  loss  factor  can  be  expressed  as  : 


(39) 


rji  =  qvev. 

_  H^rw  fa  Ej 
fki 


(40) 


The  equivalent  viscous  damping  introduced  into  the  i-th  mode  based  on  the  modal  strain  energy 
method  is : 


= 


^ajw 


‘K1 


(41) 


If  the  inherit  damping  in  the  i-th  mode  is  then  the  modal  damping  of  the  modified  structure  is  : 


f  i  =  ?i  +  Ci  (42) 

The  ratio  of  the  modal  damping  of  the  modified  structure  to  the  baseline  structure  is  : 

r^i  =  ^  (43) 

Si 

Therefore,  the  modal  ratios,  r  mj,  ri^j  and  r^j,  are  all  expressed  in  terms  of  the  four  design 
parameters,  t],  G,  ty  and  /y,  in  simple  algebraic  form  as  shown  in  Equations  (35),  (36)  and  (43). 

The  minimization  of  the  modal  attenuation  factor,  oq,  is  therefore  quite  simple  as  shown  in  the 
example. 
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SUBSTRUCTURING  ANALYSIS  OF  VISCOELASTIC  STRUCTURES 

Once  a  set  of  optimum  design  parameters  is  obtained,  a  finite  element  analysis  should  be 
performed  to  verify  the  performance  of  the  system.  The  use  of  a  substructuring  method  is  ideal  in 
this  case  since  only  one  strut  design  is  used.  Since  the  model  has  to  contain  enough  refinement  to 
compute  the  stress  distribution,  substructuring  allows  a  detailed  damped  strut  model  to  be  added  to 
the  large  FEM  without  increasing  the  size  of  die  model,  and  in  this  case  without  major  modification 
of  the  existing  model. 

Finite  Element  Analysis  Assumptions 

1 .  Modal  Strain  Energy  Method  -  Since  the  viscoelastic  material  is  characterized  by  a  complex 
modulus,  the  element  stiffness  matrix  and  global  stiffness  matrix  are  also  complex.  Real 
eigenvectors  of  the  real  part  of  the  stiffness  matrix  are  used  to  span  the  solution  space.  The 
eigenvectors  are  used  to  extract  equivalent  modal  damping  from  the  complex  part  of  the  global 
stiffness  matrix.  Uncoupled  modd  analysis  is  then  performed. 

2.  Dynamic  Substmcturing  Method  -  Dynamic  substructuring  is  used  to  reduce  the  total  number 
of  degrees  of  freedom  of  the  problem.  Boundary  node  static  vectors  and  constrained  normal 
modes  are  used  to  condense  the  matrices  of  the  substructure.  Consistent  with  the  global 
analysis,  the  set  of  real  vectors  is  used  to  span  the  solution  space  of  the  complex  part  of  the 
substructure  stiffness  matrix. 

Dynamic  Substructuring  Method  for  Complex  Stiffness  Matrix 

A  detailed  finite  element  model  of  the  optimized  viscoelastic  strut  is  used  to  represent  an  elastic 
strut  element.  Plate  elements  are  used  to  model  the  elastic  tube.  Solid  elements  are  used  to  model 
the  VEM  so  that  the  shear  energy  can  be  computed.  Rigid  offset  transformations  in  the  computer 
code,  if  available,  should  be  us^  to  model  connections  between  plate  elements  and  solid  elements 
to  reduce  the  number  of  degrees  of  freedom  and  improve  the  numerical  performance.  Stiff  spoke 
systems  are  used  at  both  ends  of  the  strut  model  to  allow  for  boundary  connectivity  to  the  ^am 
elements.  The  material  modulus  is  chosen  at  the  dominant  structural  response  frequency  and 
operating  temperature  but  iteration  may  be  necessary.  The  strut  component  stiffness  matrix,  k,  is 
composed  of  the  real  part,  k**,  and  the  imaginary  part,  k*. 

k(ci))  =  kR^to)  +  i  kJ((D)  (44) 

The  real  part  of  the  component  stiffness  matrix,  k*,  has  stiffness  contribution  from  two  types  of 
elements  -  k^g  from  the  elastic  elements  and  k^y  from  the  viscoelastic  elements. 

kR  =  kRg  +  kRy  (45) 

By  the  definition  of  the  material  loss  factor,  Ti'^,  the  imaginary  part,  k*,  can  be  expressed  as: 

ki(o))  =  kRy(o))  (46) 

Since  the  strut  substructure  is  a  structure  by  itself,  consistent  with  the  system  level 
assumptions,  a  set  of  real  vectors  is  used  to  span  the  solution.  This  set  of  real  vectors,  v,  is 
comprised  of  the  static  boundary  vectors  and  the  constrained  normal  mode  vectors  of  the  mass  and 

real  stiffness  matrix.  The  condensed  stiffness  matrix,  k,  also  consists  of  two  parts,  the  real  part. 
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K*^,  and  the  imaginary  part,  k*.  The  real  part  of  the  condensed  element  stiffness  matrix,  k*  can  be 
computed  in  a  straightforward  way  : 

kR((d)  =  v(co)'’''  k*^(co)  v(a))  (47) 

The  imaginary  part,  k*,  can  be  computed  in  a  similar  fashion : 
kI(cd)  =  v(a))^  k*(to)  v(ti)) 

kI((d)  =  Ti''(co)  v((o)'*’  k^vCo))  v(co)  (48) 

If  only  boundary  vectors  are  used,  this  becomes  an  extension  of  the  static  condensation 
(Guyan  Reduction)  procedure  applied  to  the  complex  stiffness  matrix  problem.  For  the  strut 
model,  a  reduced  twelve  by  twelve  matrix  can  be  used  as  the  element  stiffness  matrix  in  lieu  of  the 
beam  stiffness  matrix.  The  global  matrix  therefore  has  the  same  size  and  connectivities. 

For  practical  implementation,  k*  may  be  computed  using  the  static  condensation  method  to 

calculate  the  condensed  stiffness  matrix  of  the  finite  element  model.  In  order  to  construct  Ti'Tc*y, 
the  same  model  with  zero  material  stiffness  for  the  elastic  elements  is  used.  However,  v  from  the 

model  with  both  elastic  and  viscoelastic  elements  must  be  used  to  extract  a  consistent  k*  by  matrix 
triple  product  or  other  computational  procedure.  Then  k*  and  k*  are  used  as  element  stiffness 
matrices  to  assemble  the  global  and  matrices. 

K  =  KR  +  iK*  (49) 

K*  is  quite  sparse  with  nonzero  entries  only  at  those  degrees  of  freedom  connected  to  viscoelastic 
struts. 

The  element  mass  matrix  can  be  assembled  using  consistent  formulation  but  normally  a 
lumped  mass  procedure  will  suffice  and  hence  it  is  not  elaborated  upon  here. 

[-  0)2  M  +  i  ©  C  +  KR  +  i  K*  ]  u(©)  =  F(©)  (50) 

By  the  Modal  Strain  Energy  Method,  M  and  KR  matrices  are  used  to  extract  the  real 

eigenvectors.  However,  KR  is  not  a  constant  coefficient  matrix.  This  makes  the  solution  of  the 
exact  eigenvalue  problem  extremely  difficult.  Different  methods^  can  be  used  to  compute  an 
approximate  solution  to  this  frequency  dependent  problem.  For  dynamic  response  determined  by  a 
single  mode  or  a  limited  number  of  modes  with  no  modal  interference,  this  is  not  a  major 
difficulty. 

If  01  is  the  i-th  mode  shape  vector  of  the  viscoelastic  structure,  the  modal  equation  is  therefore: 
[-  0)2  0|’*’  M  01  -I-  0|'*’  KR  01  +  i  ©  0|'*'  C  0|  +  i  0|’*'  K*  0|]  qjf©)  =  0|'*'  F(©)  (51) 

(-©2  +  ©i2  +  i©Ci  +  i0|'*'K*0|]  qi(©)  =  0|'*'F(©)  (52) 
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From  Equation  (A  12),  the  modal  loss  factor  contributed  by  the  VEM  can  be  approximated  by : 


5,2 


So,  the  equivalent  modal  viscous  damping  ratio  contributed  by  the  VEM  is : 


(53) 


f  _  “ni 
-  T 


and  the  total  equivalent  modal  viscous  damping  of  the  structural  system  is : 


(54) 


li  = 


(55) 


Modal  dynamic  response  analysis  can  then  be  performed  using  (mi,  <]>{)  as  the  system  modal 
quantities. 


EXAMPLE 


Analysis  of  Baseline  Structure 

The  structure  used  as  an  illustrative  example  is  a  large  miss  type  structure  shown  in  Figure  2. 
The  model  consists  of  2052  nodes  and  the  EAL^  finite  element  code  was  used.  To  reduce  the 
computation  required,  a  selective  modal  extraction^  was  performed  for  the  large  finite  element 
model. 


Figure  2 

Hnite  Element  Model  of  the  Baseline  Structure 


Figures 

Response  Power  Spectral  Density 


The  Line  of  Sight  jitter  response  to  a  power  spectral  density  input  was  used  to  evaluate  the 
performance  of  the  system.  The  response  power  spectral  density  curve  in  Figure  3  shows  that  the 
jitter  response  is  dominated  by  the  first  truss  bending  mode  of  the  structure. 

Modal  strain  energy  distribution  analysis  was  performed  to  identify  a  group  of  members  with 
high  strain  energy.  These  elements  with  high  modal  strain  energy  are  the  most  efficient  locations 
for  application  of  VEM  for  passive  damping.  In  this  example,  the  longerons  were  found  to  contain 
the  largest  percentage,  26.9%,  of  strain  energy  in  the  dominant  mode.  Within  this  group  of 
members,  the  28  struts  selected  for  replacement  contain  54.0%  of  the  strain  energy  in  dl  of  the 
longeron  struts. 

Design  and  Analysis  of  Viscoelastic  Struts  and  Structure 

The  viscoelastic  material  reduces  the  stiffness  of  the  strut  while  increasing  the  damping.  It  is 
desirable  to  concentrate  most  of  the  strain  energy  in  the  VEM  to  increase  the  damping  which 
demands  that  the  rest  of  the  strut  act  as  rigid  links.  However,  this  degrades  the  strut  stiffness 
significantly.  With  these  two  opposing  trends,  optimization  of  the  strut  design  can  only  be 
determined  in  the  system  response  level  and  not  at  the  component  level. 

The  derived  equations  were  coded  in  a  spreadsheet.  The  VEM  material  with  the  best  modulus 
and  loss  factor  at  the  reference  temperature  of  25°  F  and  frequency  of  10  Hz  was  chosen.  The 
effect  of  the  VEM  parameters  on  the  component  ratios  is  shown  in  Figure  4.  The  effect  of  the 
VEM  on  the  system  attenuation  factor  is  shown  in  Figure  5.  These  two  figures  show  that  the  use 
of  more  VEM  in  some  design  regions  actual  degrades  the  overall  system  performance.  Therefore 
an  optimization  of  the  design  at  the  system  level  is  absolutely  necessary.  The  predicted  system 
parameters  and  attenuation  factor  for  the  optimized  design  are  summarized  in  Table  2. 


GCC-15 


Attenuation  Factor 


VEM  Length  (meter) 

Figures 

System  Attenuation  Factor  due  to  Viscoelastic  Struts 
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Table  2 

Results  of  Derived  Equations  and  Finite  Element  Method 
for  Viscoelastic  Structure 


Structural 

Parameters 

Derived 

Equations 

Finite  Element 
Model 

Dominate  Modes 
Frequency  (Hz) 

11.7 

10.9 

Modal  Viscous 
Damping  Ratio 

0.100 

0.097 

Modal  Attenuation 
Factor 

0.24 

0.27 

Substructuring  Analysis  of  Viscoelastic  Structure 

A  detailed  finite  element  model  of  the  viscoelastic  strut  is  shown  in  Figure  6.  The  condensed 
matrices  of  the  optimized  strut  design  were  assembled  into  the  baseline  model  as  a  directly 
specified  spring  matrix.  This  substructure  method  reduces  the  210  node  model  of  the  strut  into  a 
two  node  element  which  can  replace  the  existing  element  in  the  large  finite  element  model.  This 
includes  the  stiffness  information  in  the  model  without  requiring  any  modification  of  the  geometry 
or  connectivity  of  the  existing  baseline  model.  The  new  mode  shapes  were  compared  with  the 
original  shapes  to  verify  that  there  were  no  significant  changes  in  the  mode  shapes.  The  results  of 
the  finite  element  analysis  are  summarized  in  Table  2.  The  comparison  with  the  design  predictions 
is  extremely  favorable. 


Figure  6 

Finite  Element  Model  of  the  Viscoelastic  Strut 
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CONCLUSION 


The  design  procedure  presented  enables  the  structural  analysts/designers  to  develop  viscoelastic 
struts  which  optimize  the  global  response  of  very  complex  structures  with  a  minimum  amount  of 
computer  analysis.  Information  from  the  baseline  design  can  be  used  to  the  maximum  extent.  The 
knowledge  of  the  system  overall  behavior  enables  accurate  assumptions  to  be  made  to  optimize  the 
design.  The  design  opdmization  is  based  a  set  of  closed  form  algebraic  equations  derived  from 
Rayligh-Ritz  principle.  A  substructuring  method  for  the  viscoelastic  materials  with  complex 
stiffness  matrices  was  derived  and  proven  to  be  very  efficient.  The  excellent  comparison  of  the 
results  from  these  two  methods  reinforces  the  soundness  of  the  basic  approach  in  both  the  design 
and  analysis  procedures.  This  method  can  easily  be  extended  to  the  design  and  analysis  of  similar 
components  and  structures  under  different  dynamic  environments. 
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NOMENCLATURE 


Symbols 

c  =  viscous  dampinf  coefficient 

fn  =  natural  frequency 

i  =  imaginary  unit, 

I  =  identity  matrix 

K,  k  =  stiffness 

M,  m  =  mass 

r  =  ratio 

v(o))  =  unit  boundary  displacement  vectors 

W,w  =  strain  energy 

a  =  attenuation  factor 

Ej  =  strain  energy  ratio  of  selected  group,  i-th  mode 
O  =  matrix  of  eigenvectors 

T1  =  loss  factor 

K  =  condensed  stiffness 

Hj  =  mass  ratio,  i-th  mode 

^  =  damping  ratio 

A  =  matrix  of  eigenvalues 

^  =  viscous  modal  damping 

to  =  frequency,  radian/second 

~  =  denoting  modified  elements 

Subscripts 

a  =  strut  axial  stiffness 

e  =  elastic 

i  =  for  the  i-th  mode 

j  =  the  group  selected  for  modification 

k  =  stiffness 

m  =  mass 

o  =  baseline  design 

V  =  viscoelastic 

^  =  damping  ratio 

Superscripts 

I  =  Imaginary 

R  =  Real 

T  =  matrix  transpose 

V  =  viscoelastic  material  constant 
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APPENDIX 


1.  VEM  Characteristics 

The  VEMs  are  strongly  frequency  and  temperature  dependent.  Most  often  the  energy 
dissipation  is  through  the  snear  energy  in  the  VEM,  The  energy  dissipation  property  of  the  VEMs 
is  conveniently  modelled  by  the  complex  modulus  of  the  material.  The  shear  stress  and  shear 


strain  constitutive  relationship  is  often  measured  and  expressed  as  : 

T  (0))  =  G*(T,  CO)  Y((D)  (Al) 

G*(T,  CO)  =  G(T,  CO)  [  1  +  i  ti(T,  co)  ]  (A2) 

This  relationship  is  generalized  to  the  general  stress  and  strain  constimtive  relationship  by : 

^ij  ~  ^  ijkl  ^kl  (A3) 

C*ijkl  =  Ciju  [  1  +  i  iKT,  CO)  ]  (A4) 


2.  Finite  Element  of  Viscoelastic  Material 

Based  on  the  complex  modulus  material  characterization  of  the  viscoelastic  material,  the 
element  stiffness  matrix  at  a  constant  temperature  is  therefore  also  complex  with  both  real  and 
imaginary  parts. 

k(co)  =  k**(co)  +  i  k*(co)  (A5) 

k(co)  =  k**(co)  +  iTl(co)  k®(to)  (A6) 

Consequently,  the  global  structural  stiffness  matrix  is  also  complex : 

K(co)  =  K**(co)  +  i  K*(co)  (A7) 


3.  Modal  Strain  Energy  Method 

The  Mcxlal  Strain  Energy  Methcxi  provides  an  efficient  alternative  to  direct  frequency  response 
methods.  The  MSE  method  is  the  first  tool  which  enables  the  analyst  to  design  high  modal 
damping  into  a  structure  by  using  viscoelastic  materials.  This  allows  deliberate  design  of  passive 
damping  into  the  structure.  By  using  real  normal  mcxies  of  the  undamped  structure  and  assuming 
that  mcxlal  coupling  is  negligible,  the  viscoelastic  system  can  be  characterized  by  mcxlal  equations 
of  motion  with  mo^l  hysteretic  (structural)  damping.  Mcxlal  loss  factors  are  us^  to  approximate 
the  damping  contribution  from  the  imaginary  part  of  the  complex  stiffness.  The  mcxlal  loss  factor 

for  the  i-th  mcxle,  Tii ,  can  be  approximated  by: 


GCC-21 


S  n'i  (wj), 

_  I  _ 

k 

=  modal  loss  factor 

=  material  loss  factor  of  the  j-th  viscoelastic  element 
=  strain  energy  in  the  j-th  viscoelastic  element 
=  strain  energy  in  the  k-th  element  of  the  structure 

If  e''ji  is  defmed  as  the  strain  energy  ratio  of  the  j-th  element  of  the  i-th  mode,  then 


k 


COj 

Wk 


and  if  the  sum  of  the  the  viscoelastic  elements  is  Cj,  then 

e'^i  =  X 
j 

If  only  one  material  is  used,  then 
Tii  = 

In  matrix  form, 

J  KSi 

“  1  T  .  n 

KR<I)i 


(A8) 


(A9) 


(AlO) 

(All) 


(A12) 
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Abstract 


The  damping  of  several  commercial  graphite  fibers  was  experimentally 
characterized  over  a  temperature  range  from  -2(X)®C  to  +400®C,  for  frequencies 
from  about  50  to  2000  hz.  A  unique  flexural  test  apparatus  was  used  with  single  10- 
micron  diameter  fibers.  The  baseline  fibers  exhibited  peak  damping  ratios  in  the 
vicinity  of  2  x  10-4.  Damping  in  some  copper  chloride-  and  bromine-intercalated 
PI 00  fibers  was  also  measured  over  similar  ranges  of  temperature  and  frequency — 
peak  damping  values  were  observed  to  increase  by  more  than  an  order  of 
magnitude.  Results  from  the  literature  indicate  that  intercalation  does  not 
deleteriously  affect  other  fiber  engineering  properties. 
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Introduction 


In  order  to  better  observe  and  influence  our  world,  the  U.S.  commercial  and  military 
presence  in  space  will  continue  to  expand.  The  future  capabilities  of  the  U.S.  in  strategic  defense 
will  rely  on  space  assets  with  very  demanding  performance  requirements.  Many  of  these 
spaceci^t  will  require  precise  payload  pointing,  rapid  slewing,  and  extreme  dimensional  stability 
in  severe  mechanical  and  thermal  environments,  including  enemy-induced  hostile  environments. 
Damping  will  be  essential  to  the  attainment  of  performance  goals  in  these  precision  spacecraft 
Arising,  however,  as  the  result  of  a  multitude  of  complex  unrelated  physical  mechanisms  acting  in 
concert,  passive  damping  remains  the  least  understood  aspect  of  structural  dynamic  behavior. 

In  common  built-up  structures  which  operate  m  the  atmosphere,  air  damping  and  joint 
damping  typically  dominate  system  damping.  However,  material  damping  will  be  an  important 
contributor  to  damping  in  "monolithic"  structures  and  to  on-orbit  damping  in  precision  spacecraft. 
Air  damping  is  clearly  eliminated  in  space,  and  the  effects  of  joint  damping  wdl  be  reduc^  because 
of  requirements  for  precision  ("tight"  joints)  and  low  vibration  levels  (friction  "lockup"). 

Some  effort  has  gone  into  the  integration  of  high-damping  non-structural  materials  with  a 
control/structure  design,  but  associated  weight  penalties,  potential  outgassing  problems,  and 
temperature  sensitivity  may  limit  their  use.  The  development  of  high  damping  structural  materials 
therefore  represents  a  high-payoff  research  direction. 

Graphite-reinforced  composite  materials  are  ideal  for  use  in  these  structures  because  of  their 
superior  mechanical  and  thermal  properties — high  modulus,  high  thermal  conductivity,  low 
densir.',  and  low  coefficient  of  thermal  expansion  are  especially  important.  Constituent 
contributions  to  damping  in  a  mechanically-perfect  composite  material  are  weighted  by  their 
contribution  to  strain  energy. 

When  such  composite  materials  are  deformed,  the  high  modulus  of  the  carbon  fibers 
relative  to  that  of  t^ical  reinforcing  matrix  materials  causes  naost  of  the  strain  energy  (typically  80- 
90%)  to  be  found  in  the  fiber.  Efforts  to  increase  composite  material  damping  are  Aerefore  best 
focused  on  the  highly-leveraged  carbon  fibers  [1]. 

A  large  number  of  graphite  fibers  are  currendy  commercially  available,  and  little  is  known 
in  general  about  their  damping  properties.  Much  of  what  is  known  has  been  inferred  from  tests  of 
built-up  composite  materials,  although  a  few  researchers  have  directly  investigated  the  damping  of 
single  fibers.  The  authors  have  previously  reported  the  results  of  an  investigation  of  the  damping 
of  some  commercial  graphite  fibers  [2],  as  well  as  known  related  work  [c./.,  3, 4].  Some  of  the 
findings  are  repeated  herein  to  provide  context  for  new  data  on  the  damping  of  intercalated  fibers. 

Experimental  procedure 

The  damping  of  baseline  commercial  and  experimental  intercalated  graphite  fibers  was 
measured  over  a  temperature  range  from  -200“C  to  +400°C,  for  firequencies  from  about  50  to  2(X)0 
hz.  High  modulus  fibers  were  emphasized  because  of  their  promise  for  used  in  advanced 
spacecr^.  The  baseline  fibers  included  three  mesophase  pitch-based  fibers  of  different  modulus 
(P55,  PlOO,  P120),  and  one  polyacrylonitrile  (PAN)-based  fiber  having  a  modulus  close  to  that  of 
one  of  the  pitch  fibers  (T50).  Damping  in  some  copper  chloride-  and  tromine-intercalated  PlOO 
fibers  was  also  measured  over  similar  ranges  of  temperature  and  frequency. 

All  testing  was  performed  at  the  NASA  Lewis  Research  Center  in  Cleveland,  Ohio.  The 
test  technique  consisted  basically  of  the  forced  flexural  vibration  and  free  decay  of  cantilevered 
fibers  in  a  high-vacuum  cryostat  furnace.  Figure  1  shows  a  schematic  of  the  equipment 
configuration,  and  Figure  2  illustrates  in  more  detail  the  means  used  to  control  Ae  specimen 
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Figure  1:  Schematic  of  the  Test  Apparatus 


Figure  2:  Detail  of  the  Specimen  Mount,  Drive/Pickup,  Vaccum,  and  Thermal  Control 
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environment  The  test  procedure  and  some  of  the  significant  challenges  posed  by  testing  single 
graphite  fibers  are  discussed  in  [2]. 

Observed  material  damping  depends  on  the  type  of  deformation  experienced  under  load. 

An  extensional  or  a  flexural  test  method  was  required  to  generate  data  relevant  to  the  deformation 
experienced  by  single  fibers  as  part  of  a  composite  spacecraft  structure.  The  flexural  vibration  test 
method  was  select^  because  it  had  been  successfully  used  at  the  NASA  Lewis  Research  Center  to 
characterize  other  small-diameter  fibers  and  therefore  represented  less  development  risk  [5].  The 
authors  are  unaware  of  any  previous  measurements  of  the  damping  of  single  graphite  fibers  in  such 
an  appropriate  mode  of  deformation. 

The  tests  were  performed  in  a  diffusion-pump  vacuum  (10-6  ton),  as  vibration  response 
amplitudes  were  typically  2(X)  times  smaller  in  vacuum  than  at  one  atmosphere.  Strain  amplitudes 
at  the  fiber  root  surface  were  on  the  order  of  10-6,  and  no  significant  ampUtude-dependence  of 
damping  was  observed  for  amplitudes  near  this  level. 

DATA  REDUCTION 


MEASURES  OF  DAMPING 

As  a  consequence  of  the  second  law  of  thermodynamics,  no  real  stmcture  can  sustain 
unforced  vibratory  motion  indefinitely.  Many  different  approaches  to  quantifying  this  damping 
ability  have  been  devised,  e.g.,  the  time  required  for  the  displacement  response  amplitude  to  settle 
to  some  fixed  fraction  of  its  initial  amplitude.  The  most  useful  of  these  damping  measures, 
however,  are  dimensionless,  and  generally  quantify  the  fractional  displacement  or  energy  loss  per 
cycle  or  radian  of  vibration,  A  few  of  these  dimensionless  measures  are  shown  below: 

H'  Damping  capacity 
8  Log  decrement 

Q  Quality  factor 

q  Loss  factor 

C  Damping  ratio 

Damping  ratio  is  the  most  common  measure  of  damping  used  by  satellite  designers  and 
structural  dynamicists.  Because  one  of  the  purposes  of  this  work  is  to  make  damping  more 
accessible  as  a  design  property  of  advanced  materials  and  structures,  damping  ratio  is  the  unit  in 
which  all  damping  results  are  presented.  For  small  damping,  these  results  can  be  converted  to 
other  units  with  the  use  of  the  following  scale  factors. 

C  =  11/2  =  1/2Q  =  5/27C  =  'F/47t 

LOG  DECREMENT  METHOD 

As  discussed  in  [2],  a  variation  of  the  conventional  log  decrement  method  was  used  to 
determine  damping  ratios  from  fiber  free  decay  data.  In  practice,  the  amplitude  of  vibration  was 
read  off  photographs  of  decay  traces  at  a  number  of  equally-spaced  time  increments,  instead  of  just 
two  as  in  the  conventional  log  decrement  method,  and  a  line  was  fit  to  the  data.  A  computer 
program  was  written  to  automate  this  calculation,  to  determine  the  quality  of  the  fit  to  the  data,  and 
to  plot  the  data.  In  all,  some  650  damping  ratios  were  calculated  for  various  fibers  under  various 
conditions,  from  60(X)  measured  data  points.  The  great  majority  of  data  did  fit  a  line  well. 
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RESULTS 


As  reported  in  [2],  the  three  baseline  pitch  fibors  exhibited  similar  damping,  with  a  peak 
damping  ratio  of  just  over  2  x  lO-^  observed  at  a  temperature  of  about  -40»C,  dropping  off  slowly 
at  lower  temperatures  and  more  rapidly  at  higher  temperatures.  At  400°C,  a  typical  damping  ratio 
was  found  to  be  about  0.35  x  10^.  The  PAN  fiber  exhibited  damping  similar  to  the  pitch  fibers  at 
high  temperatures,  but  had  only  about  a  third  the  damping  at  lower  temperatures.  Figure  3 
summarizes  the  damping  and  frequency  results  for  the  baseline  fibers.  Reference  [6]  contains 
complete  data  for  each  fiber  and  each  test  run. 

Damping  in  the  intercalated  PI  00  fibers  was  measured  over  a  similar  range  of  temperatures 
and  frequencies.  Peak  damping  values  increased  by  more  than  an  order  of  magnitude,  as  shown  in 
Figure  4.  The  P100/CuCl2  fiber  exhibited  a  peak  doping  ratio  of  nearly  3  xlO-3,  at  a  temperature 
of  about  200®C.  Irreversible  processes  at  high  temperatures  resulted  in  a  permanent  loss  of  peak 
damping  in  this  fiber  (note  the  arrow  on  the  data  trace);  this  finding  is  consistent  with 
environmental  stability  results  published  in  the  literature  [7].  Brominated  PI 00  fibers  exhibited  a 
peak  damping  ratio  of  about  2.3  x  10-3,  in  the  vicinity  of  -50°C.  This  behavior  was  relatively 
stable  over  the  temperatures  considered 

A  second  brominated  fiber  was  tested  to  verify  the  results,  and  similar  damping  was 
observed.  Because  the  results  appeared  to  be  characteristic  of  a  point  defect  damping  mechanism, 
the  damping  was  measured  in  detail  at  two  separate  frequencies,  over  a  range  of  temperatures. 
Figure  5  shows  this  damping  data.  A  curve  fit  of  the  data  yielded  estimates  of  the  temperatures  at 
wWch  peak  damping  is  observed  Some  key  values  are  summarized  below: 

Mode  Frequency  lemp^SMsCCpeak) 

A  76.7  hz  210.46  »K 

B  465.4  hz  222.16  »K 

By  noting  the  temperature  shift  between  the  data  taken  at  two  frequencies,  some 
characteristics  of  the  physical  mechanism  underlying  the  observed  damping  were  established 
Based  on  the  assumption  of  a  point  defect  mechanism,  an  activation  energy  of  0.47  eV  was 
estimated.  The  following  equation  was  used  to  determine  this  [8]: 

Q  =  k((TiT2)/(T2-Ti))ln(f2/fi) 

Where:  Q  is  the  activation  energy 

k  is  Boltzmann's  constant 

Ti  is  the  temperature  at  which  peak  damping  is  observed  at  frrequency  fi 

In  addition,  a  characteristic  jump  frequency  (v©  =  I/tq)  of  about  1.1  x  10*^  s-1  was 
determined.  The  assumption  of  a  constant  activation  energy  and  jump  friequency  was  found  to  be 
good,  but  not  perfect.  TWs  information  can  be  used  to  estimate  fiber  damping  at  any  frequency 
and  temperature  via  the  following  equations: 

C  =  Co(2Ciyi)/(l-«-((OT)2) 

with  T  = 

Where:  Co  is  the  peak  damping  ratio  for  the  defect 

CO  is  the  radian  fr^uency  of  vibration 

xq  is  the  jump  time  constant  for  zero  activation  energy 


frequency 


.-6 


Damping  Ratio 


In  order  for  spacecraft  designers  to  select  and  define  specific  materials  for  specific 
applications,  they  must  have  data  on  all  relevant  design  properties.  Advantages  and  drawbacks  of 
various  materials  designs  can  then  be  weighed  in  making  a  final  decision.  Of  interest  for 
demonstrated  increased  electrical  conductivity,  intercalated  graphite  fibers  have  been  studied  by 
other  researchers  in  the  past.  Data  from  those  studies  was  collected  to  supplement  that  measu^  in 
this  work.  Although  damping  changes  significantly  firom  its  baseline  values  in  brominated  fibers, 
other  design  properties  such  as  modulus,  strength,  and  thermal  conductivity  change  only  slightly 
[9],  as  shown  in  Table  1. 
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Table  1:  Property  Tradeoffs  for  Bromine-Intercalated  Graphite  Fibers 


PROPERTY 

P100 

P100/BR 

COMMENTS 

S  dO"*) 

2 

20 

ORDER  OF  MAGNITUDE  INCREASE 

R  (pQ  -  cm) 

250 

50 

DECREASE  BY  5 

E  (GPa) 

690 

735 

SLIGHT  INCREASE 

au(GPa) 

2.2 

? 

LITTLE  CHANGE 

p  (g/cm  ^  ) 

2.18 

2.30 

SLIGHT  INCREASE 

j^L(W/mC) 

350 

315 

SLIGHT  DECREASE 

p^l_(ppm/C) 

-1.6 

? 

LITTLE  CHANGE 

•  FIBER  DIAMETER  INCREASES  B  Y  ABOUT  5% 

•  HIGHER  CONCENTRATION  OF  BR  IN  FIBER  CENTER 
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MODELING  material  DAMPING 
USING  AUGMENTING  THERMODYNAMIC  FIELDS  (ATF) 
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Abstract 


A  method  of  modeling  frequency-dependent  material  damping  (and  moduli)  in 
engineering  structural  dynamics  analysis  is  reported.  Motivated  by  results  from 
materials  science,  augmenting  thermodynamic  fields  (ATF)  are  introduced  to 
interact  with  the  usual  mechanical  displacement  field.  The  methods  of  irreversible 
thermodynamics  are  used  to  develop  consistent  coupled  material  constitutive 
relations  and  partial  differential  equations  of  evolution  (PDE).  The  resulting  PDE 
are  implemented  for  numerical  solution  within  the  computational  framework  of  the 
finite  element  method  and  the  results  are  compatible  with  conventional  structural 
analysis  techniques.  This  ATF  damping  modeling  method  is  illustrated  for  the  case 
of  longitudinal  vibration  of  a  rod. 
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Introduction 


Summary 

Vibration  damping  is  an  important  aspect  of  many  engineering  systems.  Knowledge  of 
damping  characteristics  is  especially  critical  when  the  dynamic  response  of  a  flexible  structure  is  to 
be  controlled  by  a  high  performance  control  system.  Current  analytical  treatments  of  damping  in 
engineering  structural  dynamics  are  inaccurate  and  inadequate,  often  founded  on  mathematic^ 
convenience  rather  than  on  an  understanding  of  the  underlying  fundamental  physical  processes. 

A  new,  physically-motivated  method  of  modeling  material  damping  in  structural  dynamics 
analysis  is  presented.  The  method  combines  elements  of  the  microscopic  approach  of  materials 
science  and  the  macroscopic  approach  of  continuum  structural  dynamics  using  irreversible 
thermodynamics. 

Background 

Material  damping  is  likely  to  be  an  important,  perhaps  dominant,  contributor  to  damping  in 
"monolithic"  structures  and  to  on-orbit  damping  in  precision  spacecraft.  In  common  built-up 
stmctures  which  operate  in  the  atmosphere,  air  damping  and  joint  damping  typically  dominate 
system  damping.  However,  air  damping  is  clearly  eliminated  in  space,  and  the  effects  of  joint 
damping  will  be  reduced  because  of  requirements  for  precision  ("tight"  joints)  and  typically  low 
vibration  levels  (friction  "lockup"). 

Material  damping  is  generally  a  complex  function  of  frequency,  temperature,  type  of 
deformation,  amplitude,  and  structui^  geometry.  Figure  1,  adapted  from  Elasticity  and 
Anelasticitv  of  Metals  [Zener,  1948]  illustrates  the  typical  frequency-dependence  of  material 
damping.  Current  popular  treatments  of  damping  in  structural  dynamics  are  not  physically- 
motivated  and  are  unable  to  reproduce  this  fundamental  behavior. 

Several  methods  for  incorporating  material  damping  into  structural  models  have  been  used, 
and  continue  to  be  used  within  the  engineering  community.  These  methods  include  viscous 
damping,  frequency-dependent  viscous  damping,  hysteretic  damping,  complex  modulus,  structural 
damping,  viscoelasticity,  hereditary  integrals  (memory  functions),  and  modal  damping  [Bert, 
1973].  Each  has  some  utility,  but  each  suffers  from  one  flaw  or  another.  Although  some 
potentially  accurate  models  exist  (c.g.,  viscoelasticity),  they  are  not  widely  used  in  the  engineering 
community — ^perhaps  because  of  the  lack  of  physied  motivation  for,  or  the  difficulty  of  use  of, 
such  models. 

RELATED  RESEARCH 

Several  results  in  the  recent  engineering  literature  are  related  to  this  work  and  are  briefly 
discussed  below. 

Golla,  Hughes,  and  McTavish  (GHM)  of  the  University  of  Toronto  have  recently 
developed  a  time-domain  finite  element  formulation  of  viscoelastic  material  damping  [Golla  and 
Hughes,  1985;  McTavish  and  Hughes,  1987].  Their  work  was  motivated  by  the  same  general 
perceiv^  need  as  this  work,  but  was  guided  by  the  observation  that  experimental  results,  often 
recorded  in  the  frequency  domain,  are  of  little  direct  use  in  time-domain  models.  The  results 
reported  here  resemble  theirs  in  some  ways,  for  example,  in  the  introduction  of  additional 
"dissipation  coordinates."  However,  the  results  differ  in  important  ways;  no  attempt  is  made  to 
provide  a  physical  interpretation  of  the  GHM  dissipation  coordinates  as  thermodynamic  field 
variables;  the  GHM  mcdel  is  restricted  to  consideration  of  what  is  termed  here  "microstructural 
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Figure  1:  Typical  Frequency-Dependence  of  Material  Damping  (fixxn  [Zener,  1948]) 
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damping,"  in  which  the  governing  thermodynamic  relaxation  is  essentially  a  scalar  process;  the 
"dissipation  coordinates"  of  GHM  are  internal  to  individual  elements,  while  the  augmenting 
thermodynamic  fields  of  ATF  are  continuous  from  element  to  element;  and  the  ma^ematicd  form 
of  the  GHM  augmenting  equations  is  restricted  to  be  second  order,  the  same  as  that  of  the 
fundamental  equations  of  mechanical  vibration.  As  shown  in  their  examples,  however,  the  GHM 
technique  can  be  successfully  used  to  fit  a  portion  of  an  experimentally-determined  curve  of 
damping  versus  frequency,  and  standard  structural  analysis  tools  can  be  used  to  solve  the  resulting 
equations. 

Both  ATF  and  GHM  have  advantages  over  the  more  conventional  modal  strain  energy 
(MSE)  modeling  method  in  that  they  are  time-domain  models,  modal  damping  is  calculated 
concurrently  with  modal  frequency  (no  look-up  tables  or  iterative  procedures  are  required  to 
converge  on  both),  and  the  resulting  complex  modes  more  accurately  reflect  the  relative  phase  of 
vibration  at  various  points  on  a  structure.  The  ATF  method  is  primarily  distinguished  fiwm  the 
GHM  approach  in  that  it  is  a  direct  time-domain  formulation,  amenable  to  numerical  treatment 
using  conventional  finite  element  methods. 

D.J.  Segalman  of  Sandia  National  Laboratories  has  recently  addressed  the  calculation  of 
stiffness  and  damping  matrices  for  structures  made  from  linearly  viscoelastic  materials  [Segalman, 
1987].  His  is  essentially  a  perturbation  technique:  the  perturbation  solution  for  a  "slightly 
viscoelastic"  stmcture  is  required  to  match  the  corresponding  solution  for  a  "slightly  damped" 
structure.  He  works  exclusively  in  the  time  domain  and  avoids  introducing  adttitional  coordinates, 
although  the  resulting  stiffness  and  damping  matrices  are  generally  unsymmetric.  How  the 
assumption  of  "small  viscoelasticity"  limits  the  utility  of  the  approach  is  currently  under 
investigation. 

Torvik  and  Bagley  of  the  Air  Force  Institute  of  Technology  have  also  developed  a  relevant 
model  of  material  damping  [Torvik  and  Bagley,  1987].  The  core  of  their  approach  is  the  use  of 
fractional  time  derivatives  in  material  constitutive  equations.  Their  development  was  motivated  by 
the  observation  that  the  firequency  dependence  observed  in  real  materials  is  often  weaker  than  the 
dependence  predicted  by  first-order  viscoelastic  models.  With  four  and  five  parameter  nwdels, 
they  have  been  able  to  accurately  represent  the  elastic  and  dissipative  behavior  of  over  1(X) 
materials  over  frequency  ranges  as  broad  as  8  decades.  For  most  viscoelastic  polymeric  materials 
they  have  examin^,  the  parameter  representing  the  order  of  differentiation  is  in  the  range  1/2  to 
2/3.  The  application  of  the  general  fi-actional  derivative  approach  to  time-domain  analysis, 
however,  is  cumbersome  and  is  an  area  of  continuing  research. 

Other  relevant,  current  work  in  the  engineering  aspects  of  material  damping  focuses 
primarily  on  the  development  of  experimental  techniques  and  measurement  of  damping  in  various 
materials  [c./.,  Lesieutre,  1988;  Crawley,  1983].  In  addition,the  use  of  the  MSE  method  for 
estimating  the  damping  of  built-up  structures  and  composite  materials  firom  the  measured  damping 
of  constituents  continues  to  grow. 

BACKGROUND  AND  APPROACH 

Material  damping  is  a  subject  familiar  to  many  scientists,  who  have  used  "internal  fiiction" 
as  an  investigative  tool  with  which  to  explore  the  basic  structure  of  materials;  their  work  is  largely 
unknown  in  the  engineering  community.  By  measuring  damping  as  a  function  of  frequency, 
temperature,  load  type,  and  amplitude,  they  are  able  to  determine  the  mobihty  and  activation 
energies  of  various  microstructural  features  of  materials.  They  have  shown  material  damping  to  be 
the  result  of  the  mutual  coupling  of  stress  and  strain  to  other  material  state  variables,  variables 
which  can  change  to  new  values  only  through  kinetic  processes  such  as  diffusion.  A  multitude  of 
internal  variables  and  relaxation  mechanisms  which  range  in  geometrical  scale  from  crystal  lattice 
dimensions  on  up  to  structural  dimensions  have  been  identified  [Nowick  and  Berry.  1972]. 
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While  it  is  an  oversimplification  to  state  that  dynamics  is  the  study  of  the  evolution  of 
momentum,  it  provides  useful  contrast  to  the  statement  that  thermodynamics  is  the  study  of  the 
evolution  of  energy.  Material  damping,  involving  the  transfer  of  energy  firom  structural  vibration 
to  other  forms  of  energy,  is  fundamentally  a  thermodynamic  phenomenon.  The  field  of  non¬ 
equilibrium  thermodynamics  provides  a  general  framework  for  the  macroscopic  description  of 
irreversible  processes  [deGroot  and  Mazur,  1962].  Thermodynamic  considerations  constrain  the 
form  of  coupled  material  constitutive  equations  and  guide  the  development  of  coupled  field 
equations  of  evolution. 

Given  field  equations  of  evolution,  the  finite  element  method  is  arguably  the  most  powerful 
and  popular  method  for  solving  them.  Piecewise-continuous  trial  displacement  functions  are 
assum^  over  a  local  region  of  the  system  being  analyzed,  individual  element  matrices  are 
computed  using  die  mediod  of  weighted  residuals  (MWR)  or  variational  principles,  then  assembled 
into  global  system  matrices.  The  output  of  this  procedure  is  a  set  of  discretized  equations  of 
motion  that  are  readily  solved  using  standard  computational  techniques  on  digital  computers. 

APPROACH 

The  physically-significant  "internal  state  variables"  of  materials  science  play  a  central  role  in 
this  work,  motivating  the  introduction  of  augmenting  thermodynamic  fields  (ATF)  to  interact  with 
the  usual  mechanical  displacement  field  of  continuum  structural  dynamics.  The  techniques  of 
nonequilibrium,  irreversible  thermodynamics  are  used  to  develop  coupled  material  constitutive 
equations  and  coupled  partial  differential  equations  of  evolution.  Constitutive  equations  of  damped 
materials  describe  the  coupling  of  all  dependent  fields  (e.g.,  as  the  coefficient  of  thermal  expansion 
couples  the  displacement  and  temperature  fields  in  thermoelasticity). 

To  illustrate  the  ATF  modeling  method,  general  field  equations  are  specialized  to  the 
simplest  continuum  case,  viz.,  that  of  one-dimensional  vibration  of  an  isotropic  rod;  an  alternate 
form  of  the  governing  equations  is  also  investigated.  For  simplicity,  a  single  augmenting  field  is 
employed.  In  practice,  however,  additional  fields  could  be  us^  as  needed  to  better  approximate 
experimental  data  over  a  frequency  range  of  interest  (e.g.,  by  curve-fitting  as  in  the  GHM  method). 

The  solution  of  the  coupled  partial  differential  equations  are  addressed  in  several  ways. 
Analytical  Fourier  analysis  yields  an  approximate  relationship  between  damping  and  frequency, 
while  numerical  finite  element  analysis  results  in  a  set  of  coupled  discrete  differential  equations  of 
evolution.  A  fr-ee  vibration  eigenvsdue  problem  for  these  discrete  equations  can  then  be  solved  to 
yield  complex  modes. 

The  method  of  weighted  residuals  (MWR)  is  used  to  develop  damped  finite  element 
matrices.  Because  it  can  r^uce  the  order  and  continuity  required  of  assumed  approximate 
displacement  fields,  integration  by  parts  is  an  important  part  of  the  process  of  developing  element 
matrices  in  MWR.  However,  its  use  can  also  present  an  analyst  with  a  choice  between  dtemate 
matrices,  with  no  a  priori  rules  for  choosing  l^tween  them.  A  series  of  numerical  experiments  was 
paform^  for  the  dtunped  rod  elements  to  identify  those  matrices  superior  in  terms  of  convergence 
to  the  solution  obtained  via  Fourier  analysis.  The  ATF  method  readily  accommodates  the  use  of 
multiple  materials  and  ATF-damped  elements  can  be  used  concurrently  with  undamped  elastic 
elements. 


LONGITUDINAL  VIBRATION  OF  A  ROD 

Governing  equations 

Consider  the  case  of  one-dimensional  motion,  corresponding  to  longitudinal  vibration  of  a 
thin  rod,  as  shown  in  Figure  2.  The  mechanical  displacement  along  the  rod  is  denoted  by  u(x) 
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(strain  e(x)=u'(x)),  and  the  rod  has  uniform  mass  density  p  and  (unrelaxed)  modulus  of  elasticity 
E.  A  single  augmenting  thermodynamic  field,  4(x),  is  introduced.  The  fields  which  are 
thermodynamically  conjugate  to  e  and  ^  are  the  stress,  o,  and  the  affinity,  A.  The  affinity  can  be 
interpreted  as  a  thermodynamic  "force"  driving  %  towards  equilibrium.  The  material  property  5 
describes  the  strength  of  the  coupling  of  the  two  dependent  fields,  u  and  In  the  absence  of 
coupling  of  the  two  fields,  increments  of  stress  and  strain  are  proportional,  with  E  the  relating 
factor.  Analogously,  a  is  the  material  property  that  relates  changes  in  A  to  those  in  The  material 
constitutive  equations  may  be  found  as: 

CT  =  |t  =  Ee-5^ 

3e 

A  =  -^=5e-a^ 

The  usual  stress-strain  constitutive  relations  are  seen  to  be  augmented  by  an  additional  term 
in  similar  to  the  way  in  which  temperature  changes  couple  to  stress  and  strain.  The  equation  of 
evolution  for  the  mechanical  displacement  field  is  develop^  from  consideration  of  momentum 
balance  (zero  body  forces  are  assumed).  The  equation  of  evolution  for  the  augmenting 
thermodynamic  field,  is  found  through  the  use  of  a  basic  assumption  of  irreversible 
thermodynamics,  namely  that  the  rate  of  change  of  %  is  proportional  to  A  or,  in  other  words,  that 
the  rate  of  change  of  4  is  proportional  to  its  deviation  from  an  equilibrium  value.  The  result  is  a  set 
of  two  coupled  partial  difrerential  equations  in  u  and 

pu -  Eu^  =  —  8^ 

With  appropriate  boundary  conditions,  this  set  of  equations  can  be  shown  to  be  dissipative 
and  well-posed,  guaranteeing  a  solution  which  depends  continuously  on  the  initial  conditions. 
Fourier  analysis  reveals  that  the  damping  and  effective  modulus  are  frequency  dependent;  an 
approximate  equation  for  the  damping  ratio  (for  small  damping)  is: 

r  .  l(  8^. 

This  result  is  in  accord  with  experimental  results  obtained  by  materials  scientists  for  many 
microstructural  damping  mechanisms  although,  as  noted  by  Torvik  and  Bagley,  many  materials 
exhibit  weaker  frequency-dependence.  Note  that  peak  damping  is  observed  at  {o=B,  and  that  the 
magnitude  of  the  peak  depends  on  strength  of  the  coupling  of  the  two  equations.  Also  note  that,  in 
accord  with  the  principles  of  irreversible  thermodynamics,  the  entropy  generation  rate  may  be 
expressed  as: 

o'  = 


An  alternative  formulation  of  this  one-dimensional  case  may  also  be  considered.  For 
example,  the  preceding  equations  can  be  expressed  in  terms  of  y,  the  gradient  of  the  Afield,  as 
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follows; 


pii  -  Eu"  =  -  Sy 
7  +  BY=(-f)u" 

This  formulation  contains  only  even  spatial  derivatives,  and  leads  to  some  benefits  in  numerical 
solution,  such  as  symmetric  element  submatrices. 

Finite  Element  Treatment 

The  method  of  weighted  residuals  (MWR)  is  used  to  develop  element  matrices.  The  u-y 
formulation  of  the  equations  has  been  shown  to  be  better  than  the  u-^  formulation,  and  is  employed 
here.  Integration  by  parts  is  employed,  changing  the  continuity  required  of  the  approximating  and 
weighting  functions.  This  approach  can  yield  alternate  element  matrices  and  matrix  equations,  with 
no  a  priori  rules  for  selection  among  them.  The  same  functions  used  to  approximate  the  behavior 
of  the  dependent  fields  in  the  spatial  region  bounded  by  the  element  are  used  here  as  weighting 
functions — when  there  is  only  one  dependent  field,  this  is  known  as  Galerkin's  method.  Let  u(x) 
and  its  weighting  function  be  approximated  by: 

u{x)  =  0^(x)Cq 

where  q  is  the  vector  of  nodal  mechanical  displacements.  Employ  a  similar  approximation  for  y(x) 
and  its  weighting  function: 

r{x)  =  0^{;f)Dp 

where  p  is  the  vector  of  nodal  ATE  displacements.  Substituting  the  preceding  into  the  appropriate 
PDE  and  integrating  over  the  length  of  the  element,  one  finds: 

L  L 

j{  <lKt)  ^  Cq  +  EC^  Cq}dx  =  j{-5  00^  Dp}dx 

0  0 

L  L 

J{d^  00''  Dp+  BD"  00^  Dpidx  --=  Cq}dx 

0  0 

These  sets  of  equations  may  be  written  in  first-order  form  as: 


'MOO' 
0  1  0 

q 

q 

►  + 

0  K  B’ 

-10  0 
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.  —  - 

■  0  1 
0 
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O 
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.  p . 

.0  F  H. 

p . 

.  0  J 

In  this  treatment,  both  fields  are  approximated  with  linear  interpolation  functions  using: 
<I>'=[1xl 
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Figure  3  illustrates  the  clement  and  the  nodal  values  for  the  two  dependent  fields,  u  and  y.  If  the 
elemental  degrees  of  fi^edom  are  ordered  to  facilitate  assembly  as: 


x= w,<7,p,4<i  p,r 

the  elemental  equations  may  be  expressed  as: 

Ax  +  Bx  =  0 

and  the  ATF-damped  rod  elements  are: 
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NUMERICAL  RESULTS  FOR  FREE  VIBRATION  EIGENVALUE  PROBLEM 

In  order  to  evaluate  the  performance  of  this  formulation  of  an  ATF-damped  rod  element,  a 
specific  problem  is  addressed,  viz.,  the  determination  of  the  natural  modes  of  vibration  of  a  free- 
free  rod.  The  results  are  compared  to  those  obtained  using  approximate  Fourier  analysis. 

Assuming  a  solution  for  x(t)in  the  form  eH  the  following  eigenvalue  problem  is  defined: 

[AA  +  B]x  =  0 

The  matrix  equations  of  motion  are  formulated  and  this  problem  is  solved  to  yield  complex 
eigenvalues,  X,  and  mode  shapes,  x.  Element  matrices  may  be  assembled  into  globd  system 
matrices  in  the  usual  manner  of  structural  finite  element  analysis.  The  damping  ratio  for  each  mode 
is  calculated  as  the  ratio  of  the  negative  of  the  real  part  of  the  eigenvalue  to  the  total  magnitude. 

The  damping  ratio,  C,  is  then  plotted  against  the  magnitude  of  the  eigenvalue.  Note  that  the 
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Mechanical  displacement  field 


Augmenting  thermodynamic  field 


Figure  3:  The  ATF-Damped  Lincar-u,  Lincar-yRod  Element 
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spectrum  of  eigenvalues  will  contain  "vibration  modes,"  "relaxation  modes,"  and  "rigid-body 
modes."  In  the  complex  plane,  the  damped  vibration  modes  lay  near  the  imaginary  axis,  sli^dy  in 
the  LHP  with  negative  real  parts;  die  relaxation  modes  lie  on  the  negative  real  axis.  These 
relaxation  modes  are  characteristic  of  the  response  of  the  y  field. 

The  numerical  parameter  values  used  are: 

E  =  7.13el0 
p  =  2750 
L  =  10 
B  =  8000 
a  =  B 
5  =  4.7766e6 

The  elastic  properties  correspond  roughly  to  those  of  aluminum  in  SI  units.  Using  the  results  of 
the  Fourier  analysis,  values  for  the  "dissipative"  properties  were  chosen  to  yield  a  peak  damping 
ratio  of  1%  at  the  frequency  of  the  5*  m(^e;  in  practice,  these  would  be  obtained  from 
experimental  data. 

Figure  4  shows  typical  numerical  results  yielded  by  this  approach,  using  20  damped  rod 
elements.  The  characteristic  variation  of  material  damping  with  fr^uency  is  apparent  and,  as 
previously  noted,  conventional  damping  modeling  techniques  are  incapable  of  producing  such 
results. 


SUMMARY  AND  CONCLUSIONS 

A  physically-motivated  material  damping  model  compatible  with  current  computational 
structural  analysis  methods  has  been  develop^  Referred  to  as  the  ATF  method,  its  key  feature  is 
the  introduction  of  augmenting  thermodynamic  fields  to  interact  with  the  usual  displacement  field 
of  continuum  structui^  dynamics.  Note  that  an  increase  in  the  accuracy  of  a  structural  dynamic 
model  comes  with  a  cost  of  dimensionality — additional  coordinates  are  required  to  represent 
additional  aspects  of  material  behavior,  viz.,  damping. 

Coupled  material  constitutive  equations  and  partial  differential  equations  of  evolution  have 
been  developed  for  microstructurally-damped  rods,  and  ATF-damped  finite  elements  developed 
and  used  to  solve  a  fiee  vibration  eigenvalue  problem.  Numerical  finite  element  results  compared 
favorably  with  results  obtained  using  Fourier  analysis. 

Although  a  single  augmenting  field  was  generally  discussed,  the  results  are  readily 
extended  to  multiple  fields.  In  addition,  although  all  the  elements  of  the  example  structures  were 
assumed  to  be  damped,  the  method  is  compatible  witii  conventional  structural  analysis  techniques 
and  readily  accommodates  both  damped  and  undamped  elements.  With  the  continued  development 
of  better  analytical  tools  such  as  this  ATF  method,  damping  will  be  modelled  more  accurately  m  the 
design  of  engineering  systems  and  may  ultimately  become  nnore  accessible  to  design  specification. 

A  CKNO  WLEDGMENTS 

This  work  is  based  on  the  author's  dissertation  research  [Lesieutre,  1989].  He  wishes  to 
thank  Professor  D.L.  Mingori  of  UCLA  for  his  participatory  guidance,  and  R.  Quartararo  and  H. 
Rediess  for  their  encouragement.  The  financial  support  of  SPARTA,  Inc.  through  a  tuition 
reimbursement  program  and  free  computer  time  is  noted.  A  more  detailed  presentation  of  this 
work  will  be  made  at  the  1989  Structures,  Structural  Dynamics,  and  Materials  Conference  in 
Mobile,  Alabama. 


GDB-11 


Figure  4:  Damping  versus  Frequency  for  20  ATF-Damped  Rod  Rnite  Elements 
and  Fourier  Analysis 


GDB-12 


References 


Bert,  C.W.,  "Material  Damping:  An  Introductory  Review  of  Mathematical  Models,  Measures,  and 
Experimental  Techniques,"  J  Sound  and  Vibration,  Vol.  29,  No.  2, 1973,  pp.  129-153. 

Crawley,  E.F.,  and  Mohr,  D.G.,  "Experimental  Measurements  of  Material  Damping  in  Free-Fall 
With  Tuneable  Excitation,"  AIAA  Paper  83-0858,  May  1983. 

deGroot,  S.R.,  and  Mazur,  P.,  Non-Equilibrium  Thermodynamics,  North-Holland  (Interscience), 
1962. 

Golla,  D.F.,  and  Hughes,  P.C.,  "Dynamics  of  Viscoelastic  Structures  -  A  Time-Domain,  Finite 
Element  Formulation,"  J  Appl  Mech,  Vol.  52,  December,  1985,  pp.  897-906. 

Lesieutre,  George  A.,  Eckel,  Andrew  J.,  and  DiCarlo,  James  A.,  "Temperature-Dependent 
Damping  of  Some  Commercial  Graphite  Fibers,"  Proceedings  of  the  NASAlDoD  Composites 
Materials  and  Structures  Conference,  January,  1988,  Cocoa  Beach,  FL. 

Lesieutre,  G.A.,  "Finite  Element  Modeling  of  Frequency-Dependent  Material  Damping  using 
Augmenting  Thermodynamic  Fields,"  Ph.D.  Dissertation,  Aerospace  Engineering,  University  of 
California,  Los  Angeles,  1989  (expected). 

McTavish,  D.J.,  and  Hughes,  P.C.,  "Finite  Element  Modeling  of  Linear  Viscoelastic  Structures," 
Proceedings  of  the  IV^  ASM E  Biennial  Conference  on  Mechanical  Vibration  and  Noise, 
September,  1987,  Boston,  MA. 

Nowick,  A.S.,  and  Berry,  B.S.,  Anelastic  Relaxation  in  Crystalline  Solids,  Academic  I*ress, 
1972. 

Segalman,  D.J.,  "Calculation  of  Damping  Matrices  for  Linearly  Viscoelastic  Structures," 
Proceedings  of  the  IP^  ASME  Biennial  Conference  on  Mechanical  Vibration  and  Noise, 
September,  1987,  Boston,  MA. 

Torvik,  P.J.,  and  Bagley,  D.L.,  "Fractional  Derivatives  in  the  Description  of  Damping  Materials 
and  Phenomena,"  Proceedings  of  the  IP^  ASME  Biennial  Conference  on  Mechanical  Vibration 
and  Noise,  Boston,  Massachusetts,  September,  1987. 

Zener,  C.M.,  Elasticity  and  Anelasticity  of  Metals,  University  of  Chicago  Press,  1948. 


GDB-13 


Experimental  Determination  of  Damping 
Mechanisms  in  a  Composite  Beam 

H.T.  Banks 

Center  for  Control  Sciences 
Division  of  Applied  Mathematics 
Brown  University 
Providence,  Rhode  Island  02912 

DJ.  Inman 

Department  of  Mechanical  and  Aerospace  Engineering 
State  University  of  New  York  at  Buffalo 
Buffalo,  New  York  14260 

Abstract 

A  partial  differential  equation  model  of  a  cantilevered  beam  with  a  tip  mass  at  its  free  end  is  used 
to  study  damping  in  a  composite.  Four  separate  damping  mechanisms  consisting  of  air  damping, 
strain  rate  damping,  spatial  hysteresis  and  time  hysteresis  are  considered  experimentally. 
Dynamic  tests  were  performed  to  produce  time  histories.  The  time  history  data  is  then  used  along 
with  an  approximate  model  to  form  a  sequence  of  least  squares  problems.  The  solution  of  the  least 
squares  problem  yields  the  estimated  damping  coefficients.  The  resulting  experimentally 
determined  analytical  model  is  compared  with  the  time  histories  via  numerical  simulation  of  the 
dynamic  response.  The  procedure  suggested  here  is  compared  with  a  standard  modal  damping 
ratio  model  commonly  us^  in  experimental  modal  analysis. 
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I.  Introduction 

This  paper  examines  a  variety  of  damping  mechanisms  of  a  quasi-isotropic  pultruded  composite 
beam.  The  approach  taken  here  is  a  physical  one.  The  beam  is  modeled  by  a  partial  differential 
equation  describing  the  transverse  vibration  of  a  beam  with  tip  mass.  The  damping  mechanisms 
considered  are  all  physically  based  rather  then  the  usual  modal  models.  In  total,  four  possible 
damping  mechanisms  are  considered,  one  extonal  and  three  internal.  They  are: 

-  viscous  damping  (air  damping) 

-  strain  rate  damping 

-  spatial  hysteresis 

-  time  hysteresis 

In  addition,  various  combinations  of  these  mechanisms  are  considered.  These  physical  damping 
models  are  incorporated  into  the  Euler-BemouUi  beam  equation,  taking  care  to  adjust  the  boundary 
conditions  for  the  various  damping  forces.  The  resulting  partial  differential  equation  is 
approximated  using  cubic  splines.  The  time  histories  of  the  measured  experimental  responses  are 
then  used  to  form  a  least  squares  fit-to-data  parameter  estimation  problem.  The  mathematical 
details  for  this  procedure  are  complete  and  imply  convergence  of  a  sequence  of  parameter 
estimates  obtained  from  finite  dimensional  models  to  a  set  of  best  fit  coefficients  of  the  partial 
differential  equation  model.  The  least  square  estimates  of  the  various  different  damping 
parameters  are  then  used  in  the  partial  differentiaVintegral  equation  to  numerically  predict  the 
response  of  the  system.  This  numerically  generated  time  response  of  the  estimated  system  is  then 
compared  with  the  actual  experimental  time  histories.  These  comparisons  allow  several 
conclusions  to  be  drawn  regarding  the  physical  damping  mechanisms  present  in  the  composite 
beam. 

In  particular  it  is  shown  that  the  spatial  hysteresis  model  combined  with  a  viscous  air  damping 
model  results  in  the  best  reproduction  of  expaimental  time  histories.  The  results  agree  well  with 
the  physically  intuitive  notion  that  air  damping  should  play  a  more  significant  role  in  lower  modes 
while  intemtd  damping  plays  a  more  significant  role  for  higher  nnodes.  It  is  also  shown  explicitly 
that  the  proposed  damping  models  list^  above  cannot  be  modeled  with  any  degree  of  success  or 
consistency  by  using  standard  modal  damping  ratios,  as  the  traditional  modal  analysis  approach 
completely  masks  the  physics  of  damping  mechanisms. 

II.  Basic  Beam  Model 

The  beam  considered  here  is  a  pultruded  quasi-isotropic  composite  beam  constructed  for  use  in  the 
proposed  space  station.  I  As  such,  the  configuration  of  interest  is  a  cantilevered  beam  with  a 

mass  attached  to  the  free  end.  The  beam  is  constructed  of  a  biaxial  (0®/90°)  fiberglass  roving  held 
in  place  with  knitted  polyester  yam  with  an  equal  volume  of  fitee  in  both  orientations.  An 
isophtalic  polyester  resin  system  was  used  as  the  matrix.  This  material  provides  an  alternative  to 
aluminum  which  is  lower  in  cost,  has  higher  specific  strength  but  is  dynamically  similar.  As  is 
illustrated  here,  this  material  also  has  interesting  damping  properties  -  dissimilar  to  those  of 
aluminum. 

The  equation  of  motion  for  the  flexual  vibration  of  a  beam  is  easily  calculated  from  considering  the 
equilibrium  of  forces  acting  on  a  differential  segment  of  beam  (see  for  instance  Reference  2).  In 
this  formulation,  damping  can  easily  be  included  by  adding  the  appropriate  force  or  moment  to  the 
equations  of  equilibrium.  A  general  partial  differential  equation  model  of  the  beam  with  general 
damping  is  of  the  form 

+  Liu,{x,t)  +  L2u{x,t)  ^  + 1^  j  =f{x,t)  (1) 
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for  X  e  (0,  /),  t  >  0,  subject  to  the  appropriate  boundary  and  initial  conditions  (taken  to  be 
u  =u,  =  0  at  r  =  0).  Here  p  is  the  mass  density  (mass  per  unit  length)  of  the  beam,  A  is  the 

cross  sectional  area  of  the  beam,  EI(x)  is  the  spatial  varying  flexural  stiffness  of  the  beam,  the 
subscript  indicates  partial  differentiation  with  respect  to  the  indicated  variable  and  u(x,t)  is  the 
beam  displacement  in  the  transverse  direction.  The  function  u(x,t)  is  assumed  to  be  smooth 
enough  so  that  all  the  appropriate  derivatives  exist.  The  term  L\u^{x,t)  +  L2u(x,t)  forms  the 
subject  of  this  paper.  The  nature  of  the  operator  Lj  is  determined  by  the  external  damping 
mechanisms  while  the  nature  of  the  term  L2  uixfy  is  determined  by  intern^  damping  mechanisms. 

The  boundary  conditions  of  interest  here  are  those  for  a  beam  clamped  at  the  end  x  =  0  and  with  a 
free  end  at  x  =  /.  Also  at  x  =  /,  a  mass  of  mass  mj  and  rotational  inertia  /,  resides.  The  fixed  end 
requires  that  the  displacement  and  the  slope  of  the  displacement  both  be  zero.  This  yields: 

M(0,r)  =  0  (2) 

Mjc(0,r)  =  0  (3) 

The  free  end  requires  that  the  sum  of  the  moments  at  x  =  /  and  the  sum  of  the  forces  acting  at  x  =  / 
must  both  be  zero.  For  the  case  of  a  tip  mass  at  the  free  end,  these  boundary  conditions  bwome 

(4) 

[£/(/)m«(/.0]x  =  (5) 

as  long  as  only  external  damping  is  present. 

Equations  (1)  -  (5)  describe  the  transverse  vibration  of  a  beam  satisfying  the  Bemoulli-Euler 
assumption  that  the  bending  wave  length  is  several  times  larger  than  the  cross  sectional 
dimensions  of  the  beam,  and  that  only  lower  frequency  excitations  are  applied  to  the  beam.  It  is 
also  assumed  that  rotary  inertia  of  the  beam,  shear  displacement  of  the  beam  and  axial 
displacements  are  negligible. 

If  the  tip  mass  is  not  present,  the  boundary  conditions  of  equations  (4)  and  (5)  change 
accordingly.  In  addition,  the  nature  of  the  damping  operator  L2  will  effect  the  boundary 
conditions.  For  the  case  of  Lj  =  L2  =  0,  the  vibration  andysis  problem  is  very  simple  as  is  the 
inverse  problem  addressed  here.  The  nature  of  the  damping  mechanisms  drastically  changes  the 
nature  of  the  solution  to  the  vibration  problem  and  hence  controls  the  response  of  the  beam.  The 
following  section  discusses  several  possible  choices  for  modeling  the  operator  L2  in  equation  (1) 
and  hence  the  damping  mechanisms. 

III.  Damping  Models 

As  mentioned  in  the  introduction  four  models  of  the  damping  mechanism  are  examined.  Two  of 
these  are  time  independent  proportional  models  lending  themselves  to  modal  expansions,  the  other 
two  are  nonproportional  hysteretic  models.  Various  combinations  of  these  models  are  also 
considered. 

Viscous  Air  Dating  The  most  straight  forward  method  of  modeling  the  damping  of  a  beam  (or 
other  object)  vibrating  in  air  is  to  use  a  viscous  model  proportional  to  velocity.  In  this  case  the 
operator  Lj  becomes 

^l=Y/o  (6) 

where  /q  is  the  identity  operator  and  y  is  the  viscous  damping  constant  of  proportionality.  The 
physical  basis  of  this  approach  is  a  sample  model  of  air  resistance.  As  the  beam  vibrates  it  must 
displace  air  causing  the  force  yUfix.t)  to  be  applied  to  the  beam.  Mathematically,  this  form  of 
damping  is  used  because  it  is  proportional  and  easily  treated  using  the  same  methods  of  analysis 
used  for  undamped  systems  (see  Reference  3  for  instance).  Both  experimental  modal  analysis  and 

GDC-3 


theoretical  modal  analysis  depend  on  the  validity  of  these  models.  This  form  of  damping  is  often 
called  external  damping. 


KeMn-Voight  Damping  Kelvin-Voight  damping,  or  strain  rate  damping  as  it  is  sometimes  called, 
is  damping  of  the  form 


L^  =  CdI 


JL 


(7) 


where  I  is  the  moment  of  inertia  and  is  the  strain  rate  damping  coefficient  or  strain  velocity. 
This  model  also  satisfies  a  proportional  damping  criteria  and  hence  is  mathematically  convenient. 
This  model  is  compatible  with  theoretical  modal  analysis  and  is  also  widely  used  in  finite  element 
modeling  along  with  viscous  damping.  Physically,  this  form  of  damping  is  referred  to  as  internal 
damping  and  represents  energy  dissipated  by  fnction  internal  to  the  beam. 


Unlike  viscous  external  damping,  inclusion  of  this  form  of  damping  affects  the  free  end  boundary 
conditions  because  it  is  strain  dependent  The  strain  rate  dependance  results  in  a  damping  moment 
M[)  of  the  form 

which  is  included  in  the  derivation  of  the  equation  of  motion^  and  hence  must  also  be  included  in 
any  boundary  conditions  (such  as  a  free  end  condition)  depending  on  the  moment 

The  full  equation  of  motion  and  boundary  conditions  for  the  linear  viscously  damping  case 
becomes 


92 

P«K  +  5^  +  Cd  lUxxxxt  +  TMf 

M(0,r)  =  Ux(0,t)  =  0  ,  t>0 


xe  (0,0.  t  >  0 


(9) 


ElUjaiU)  +CdI 
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9x29r 


m(/,0  =  -  Juxiiil,t) ,  r  >  0 


9  9 

—  [ElUjaiU)]  +  —  [Cd lUjcxtiU)]  =  mTUitiit)  ,  t>0 
dx  dx 

Here,  note  that  the  tip  mass  is  present  in  the  boundary  conditions  as  well  as  the  damping  moment. 
The  total  damping  mechanism  used  in  (9)  is  the  analog  to  proportional  damping  i.e.,  a  linear 
combination  of  mass  (/)  and  stiffness. 

Time  Hysteresis  Hysteretic  damping  terms  are  most  commonly  associated  with  sinusoidal 
loadings.  The  generic  idea  of  including  a  mechanism  in  the  beam  vibration  constitutive  equation 
indicating  that  stress  is  proportional  to  strain  plus  the  past  history  of  the  strain  can  be 
accomplished  by  introducing  an  integral  term  of  the  form 
0 


-Y 

where  the  history  kernel  g(s)  is  defined  by 
oteP* 


(10) 


(11) 
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where  a  and  P  are  constants.  Since  the  introduction  of  the  heredity  integral  occurs  in  the  stress 
strain  relationship,  the  boundary  conditions  must  also  be  modified.  In  this  case  the  boundary 
value  problem  of  interest  becomes 

02  r  ®  1 

pM,/(A:,r)+~  Eluxx-  j  g(s)Uxx(x,t+s)ds  =fitpc)  ,xeiO,l),  t>0 

M(0,/)  =  Mjt(0.r)  =  0  r>0  (12) 


EIUxx  iU)  -  !  g(s)Uxx  (l,t+s)ds  =  Juxtt(l,t),  t  >  0 
-Y 

d  ^ 

—  EIUxx  (l.t)  -  i  gis)Uxx  U,t+s)ds  =  mjUtt  t  >  0 
ox 

Note  again  that  the  inclusion  of  a  damping  mechanism  in  the  equation  of  motion  also  effects  the 
boundary  condition. 

Spatial  Hysteresis  Another  type  of  damping  proposed  by  Russell^  is  based  on  interpreting  the 
energy  lost  in  the  transverse  vibration  of  a  beam  as  resulting  from  differential  rates  of  neighboring 
beam  sections  causing  internal  friction.  This  is  modeled  by  the  expression 

a  r  /  1 

—  ]  h{x,%)[Uxt{t,x)  -  Uxt{t,\))d'^  (13) 

ox  Lo 

where  the  kernel  h{x,%)  is  defined  by 

h{x,%)= — ^  ~(x-%)^/2b^  (14) 

byllK 

Under  these  circumstances  the  equation  of  the  beam  vibration  becomes 
02 

P%+  ^[EfUxx]  +  yUt 

d  \  /  1 

-r-  \hix,^)[Uxtix,t)  -  Uxii%,t)]d%  =/(x,0, xe  (0,/) ,  r>0  (15) 

dxLo 

M(0,r)  =  Mr(0,r)  =  0,  r  >  0 


EIUxx  J^xtt 


t>0,x  =  I 


a  r  / 

■^[EIUxx]  -  \hix,^)[Ux,{x.t)  -  Uxfy)]dx  =  mjUtf  t>  0  , x  =  / 

-  0  « 

where  again  the  damping  mechanism  changes  the  boundary  conditions. 

In  total  the  various  models  represented  by  equations  (9),  (12)  and  (15)  represent  four  possible 
sources  of  damping  presented  in  various  combinations.  The  approach  taken  here  is  to  attempt  to 
fit  each  of  the  combinations  of  damping  models  listed  above  to  experimentally  measured  data.  By 
examining  each  model's  ability  to  numerically  reproduce  measui^  data,  a  ^st  model  is  chosen 
froin  these  as  being  most  representative  of  the  cantilever  quasi-isotropic  beam.  As  is  discussed  in 
section  V,  these  models  all  ^mit  reasonable  mathematical  formulations. 
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IV.  Problem  Statement 

The  various  damping  coefficients  introduced  in  the  preceding  discussion  cannot  be  measured  by 

static  experiments.  Thus,  the  damping  constants  y,  c^,  a,  (3,  a,  and  b  must  all  be  estimated  based 
on  measurements  taken  from  dynamic  experiments.  The  procedure  suggested  here  is  to  estimate 
various  groups  of  damping  parameters  such  as  indicated  in  the  three  models  of  equations  (9),  (12) 
and  (15).  Once  these  coefficients  are  estimated  they  are  used  in  the  model  to  produce  a  numerical 
simulation  of  the  response  of  the  structure  under  consideration  subjected  to  identical  experimental 
inputs.  The  analytical  time  response  (with  the  estimated  coefficients)  is  then  compart  with  the 
experimentally  measured  time  response.  The  model  with  the  damping  mechanism  that  best  agrees 
with  (predicts)  the  experimental  response  is  then  considered  to  be  a  valid  physical  model. 

In  particular,  several  vectors  of  parameters,  q,  are  defined  one  for  each  model  of  interest.  For  the 
three  cases  discussed  here  they  are: 

qi  =  [£/  c^I  y]  (16) 

which  delineates  the  first  damping  model  as  defined  by  equation  (9).  Here  is  the  internal  strain 

rate  damping  coefficient  and  y  is  the  linear  air  damping  coefficient  The  second  model  considered, 
as  defined  by  equation  (12),  is  characterized  by  the  parameter  vector 

q2  =  [El  a  PI  (17) 

where  a  and  P  characterize  the  time  historetic  damping  term.  The  last  model  considered  contains 

a  combination  of  linear  air  damping,  defined  by  the  coefficient  y,  and  spatial  hysteresis  defined  by 
the  constants  a  and  b.  The  parameter  vector  for  the  third  system  defined  by  equation  (15)  is 

q3  =  [£/  y  a  b]  (18) 

Other  combinations  of  the  four  damping  mechanism  are  possible  but  were  dismissed  as  discussed 
in  the  later  section  on  results. 


Note  that  in  each  case  the  parameter  vector  contains  the  flexural  stiffness  constant  EL  For  most 
common  materials  El  is  tested,  tabulated  and  well  known.  However  in  this  case  the  material  is  a 
prototype  composite  with  unknown  material  properties.  Thus  El  is  also  estimated.  Because  of 
the  relative  size  of  the  air  damping  coefficient  c^,  the  term  cj  is  estimated. 

V.  Results 

First  the  problem  qj  is  addressed  by  experimental  modal  analysis  methods.  In  this  case  the 
coefficients  of  qj  are  estimated  by  fitting  the  parameters  of  qi  to  the  measured  damping  ratios, 
and  natural  frequencies  O)^  using  least  squares.  The  results  given  by  Cudney  and  Inman^ 

illustrate  clearly  that  the  air  damping  dominates  the  dissipation  in  the  lower  modes  while  strain  rate 
damping  dominates  the  response  in  higher  modes.  The  modal  model,  which  depends  on  knowing 
the  analytical  expression  for  the  systems  eigenvalues  (of  a  cantileverd  beam  in  this  case)  give 
consistent  results  in  a  frequency  range  of  up  to  750  Hz. 


The  modal  equations  for  the  problem  qi  are  given  by 


'4.(0  + 


pA  pA  " 


pA 


(19) 


where  are  the  eigenvalues  of  the  stiffness  operator  with  respect  to  the  appropriate  boundary 
conditions  and  must  be  known  analytically  for  the  modal  approach  to  work.  The  coefficients  of 
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a„(0  and  fl„(r)  are  compared  with  the  measured  modal  damping  ratios  and  natural  frequencies, 
A2 

0)^.  A  least  squares  fit  is  then  made  between  the  measured  modal  data  and  the  analytical 


coefficients  using 

aA  El  A2  ,  y  cJ  o4  -6  A 

pA  "  pA  pA  " 

The  results  for  a  number  of  impact  tests  are  given  in  figures  1  and  2. 


(20) 


Table  1  lists  the  analytical  expressions  used  for  the  eigenvalues  Pj  for  the  first  9  modes  as 
tabulated  by  Gorman  for  the  beam  parameters  given  in  table  2.  Figure  1  illustrates  the  modal 
estimate  of  the  elastic  modulus  which  is  basically  constant  a.tE  =  2.68  x  10^0N/ni2  ^ith  a  variance 
of  6N/m2.  Figure  2  illustrates  the  consistency  of  the  damping  estimates  over  the  mode  number  for 
a  weighted  least  squares  fit  to  equation  (20).  Reference  5  contains  the  details.  The  dashed  line 

indicates  the  analytically  determined  damping  coefficient  based  on  the  estimate  of  y  (= 

1.75  N-sec/m2)  and  cj  (=  20,500  N-sec/m^),  versus  mode  number  (1-9).  The  solid  line 

A  A 

corresponds  to  the  measured  values  2  ^  „  Cd„  versus  mode  number.  The  results  are  fairly 
consistent,  however  not  in  exact  agreement.  TThe  disagreement  motivates  the  search  for  a  more 
exotic  damping  mechanism  such  as  the  hysteresis  term  considered  next. 


Note  that  solving  the  second  of  equations  (20)  for  the  damping  ratio  yields 


This  states  explicitly  that  the  viscous  air  damping  (external)  is  most  dominate  at  the  lowest  modes, 
n=  1,2,  and  that  the  strain  rate  (internal)  damping  mechanism  dominates  the  decay  rate  at  the 
higher  modes.  This  agrees  with  physically  intuitive  notion  that  the  low  frequency  modes  are 
pushing  more  air  than  the  higher  frequency,  lower  amplitude  modes.  In  fact,  for  a  free-free 


configuration  it  is  claimed  by  Vinson^  that  this  effect  can  be  subtracted. 


The  modal  approach  is  not  capable  of  examining  hysteresis  effects.  Hence,  spline  inverse 
procedures  are  used.  These  time  domain  procedures  are  not  limited  to  modal  damping  ratios  or 
assumptions  of  time  invariance  and  allow  for  spatially  varying  coefficients.  Hence,  they  are  used 
to  estimate  and  compare  the  three  models  suggested  in  section  IV.  This  procedure,  described  in 
Reference  7,  uses  cubic  spline  approximations  to  each  set  of  differential  equations  and  forms  a 
sequence  of  least  squares  problems  minimizing  the  difference  between  the  analytical  and 
experimental  accelerations  (for  velocities,  if  so  desired).  The  sequence  converges  to  the  best  value 
of  q  for  a  given  set  of  data.  The  function's  minimized  are  of  the  form 

7^(q)  =  Zlt^(r,,xy,  q)  -  M„(r,v*:;)|2  (22) 


where  u  denotes  measurements  at  time  t,-  and  point  Xj  (at  the  tip  in  many  cases),  and  where  the 
summation  is  over  the  number  of  discrete  time  measurement,  /.  The  superscript  N  denotes  the 
order  of  each  term  of  the  sequence  of  approximations  as  discussed  in  Reference  7. 
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Problem  qj  was  solved  again  using  a  slightly  more  complicated  cantilevered  beam  with  a  tip 

mass.  The  stiffness  parameter  (elastic  modulus)  E  was  estimated  to  be  2.71  x  lO^^N/m^,  in  good 
agreement  with  the  modal  estimation  results  alwve.  Estimates  of  air  damping  by  itself  or  strain 
rate  by  itself  proved  to  be  inadequate  in  reproducing  time  histories  matching  those  of  the 
experimental  data,  indicating  a  poor  model.  The  difference  between  the  numerical  solution  for  the 
time  history  of  the  acceleration  for  the  analytical  model  with  the  estimated  parameter 

and  the  experimentally  measured  accelerations  define  the  residual  which  is  generally  small.^  The 
analytical  time  response  is  plotted  along  with  the  measured  time  response  versus  time  in  figure  3. 
While  the  agreement  is  fair,  the  residual  is  larger  for  some  time  intervals,  warranting  further 
modeling. 

Next,  the  temporal  hysteresis  model  q2  is  considered  as  a  possible  candidate  for  modeling  the 
damping  in  the  composite.  In  this  case,  the  estimation  procedure  produces  (i.e.,  consistent  with 
our  previous  methods  for  estimating  q^)  a  good  value  for  E  but  drives  the  air  damping  coefficient 
to  zero.  The  residual,  however,  is  better  than  that  for  model  qi.  Figtire  4  illustrates  a  plot  of  the 
measured  acceleration  versus  time  as  well  as  the  acceleration  predicted  by  the  estimate.  The 
difference  between  the  measured  and  predicted  value  of  the  time  interval  of  interest  is  almost 
negligible.  Because  this  model  drives  the  air  damping  coefficient  to  zero  violating  physical 
intuition,  a  third  model  (q3)  was  considered. 

The  last  model  considered  is  based  on  a  concept  of  spatial  hysteresis  as  defined  by  problem  q3. 
Again  the  resulting  estimate  of  the  elastic  modulus  E  is  consistent  with  those  estimated  previously. 
The  values  estimated  for  the  spatial  hysteresis  (a  =  1.040394,  b  -  0.064362)  and  air  damping 

coefficient  (y  =  .090189)  produce  an  excellent  match  between  predicted  and  measured  response  as 
indicated^  in  figure  4.  However,  the  external  damping  coefficient  y.  differs  fi-om  that  estimate  by 
the  qi  model  (y=  .0315). 

VI.  Conclusion  and  Discussion 

Three  different  models  of  damping  have  been  presented  to  account  for  the  experimentally 
description  observed  dissipation  in  a  composite  beam.  A  spline  based  inverse  procedure  (SIP) 
which  relies  on  the  distributed  parameter  nature  of  the  damping  mass  and  stiffness  parameters  was 
used  to  estimate  the  form  of  the  proposed  damping  mechanism.  External  air  damping,  strain  rate 
damping,  spatial  hysteresis  and  time  hysteresis  models  were  considered.  The  spline  based 
method  was  also  compared  to  a  standing  experimental  modal  analysis  (EMA)  approach.  The 
EMA  approach  is  not  applicable  to  the  various  hysteresis  models,  nor  is  it  applicable  to  systems 
with  spatially  varying  parameters  in  general.  Both  the  SIP  and  EMA  approaches  yield  consistent 
values  for  the  elastic  modulus  (£)  for  all  three  estimations  models.  This  is  consistent  with  the  fact 
that  frequencies  are  much  more  robust  to  estimate  than  damping  quantities  are.  Both  hysteresis 
models  produce  better  results  than  the  strain  rate  damping  mode.  However,  the  spatial  hysteresis 
model  allows  for  the  air  damping  term  which  time  hysteresis  does  not.  Since  air  damping  is 
obviously  present  the  time  hysteresis  result  is  less  satisfying.  A  comparison  of  the  hysteresis 
models  is  given  in  reference  9.  However,  the  physical  explanation  of  spatial  hysteresis  is  equally 
unsatisfying.  Hence,  further  analysis  and  modeling  is  required  before  a  critical  decision  can  be 
made  among  the  various  models. 
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Table  1 .  Theoretical  eigenvalues  of  a  clamped-free  beam. 


Mode  Number 

Eigenvalue  (Pj) 

1 

1.875 

2 

4.694 

3 

7.855 

4 

10.996 

5 

14.137 

6 

17.279 

7 

20.420 

8 

23.562 

9 

26.704 

Table  2.  Beam  parameters. 


Length  (meters)  (1) 

- 05 - 

Moment  of  Inertia  (metei^)  (/) 

1.64  X  10-9 

Density  (kdlograms/meter^)  (p) 

1710 

Area,  cross  section  (meter^)  (/I) 

0.597  X  10-3 

GlX:-9 


nodes 


Figure  1.  Estimated  Youngs'  modulus  (N/m^)  for  each  mode. 


nodes 


1  ft 

Figure  2.  Measured  modal  parameters,  21^^  (solid  line)  and  —  Y  +  ~  Crf  (dashed  line)  for  each 

pA  pA 

mode  (N-sec/m^). 
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figure  3.  A  comparison  of  Che  experimentally 
measured  time  response  and  model  q 


Figure  A.  A  comparison  of  the  experimentally 
measured  time  response  and  model  q, 
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Figure  S.  A  comparison  of  the  experimentally 
measured  time  response  and  model  q 
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Abstract 

This  paper  surveys  the  use  of  active  damping  in  suppressing  vibrations  of  flexible  structures,  in 
the  sense  that  various  uses  of  active  damping  are  summarized.  In  addition,  a  comparison  is  made 
between  active  and  passive  damping  in  a  simple  configuration.  Specifically,  the  loss  factor  of  a 
layered  damping  treatment  is  compared  to  that  of  a  piezoelectric  sensor/actuator  pair.  Next,  the 
use  of  active  damping  in  several  slewing  control  experiments  is  surveyed  and  examined.  The 
nature  of  the  interplay  between  active  and  passive  damping  is  illustrated  in  both  linear  actuators 
(proof-mass  actuator)  and  rotational  actuators  (electric  motors).  Several  experiments  as  well  as 
numerical  simulations  are  used  to  illustrate  the  nature  of  active  doping. 
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I.  Introduction 

The  objective  of  this  work  is  to  encourage  those  vibration  engineers  expert  in  passive  damping 
applications  to  consider  active  damping  capabilities  and  limitations  and  to  encourage  those  experts 
in  active  damping  methodology  to  consider  the  use  of  passive  damping  as  well.  This  is 
accomplished  by  making  a  theoretical  comparison  of  the  loss  factor  of  a  passively  damped 
aluminum  beam  treated  with  a  layered  damping  material  and  that  of  the  same  aluminum  beam 
treated  with  an  active  piezoelectric  feedback  control  system.  This  provides  an  example  of  an 
improvement  in  response  performance  provided  by  active  damping. 

One  valid  argument  against  the  use  of  active  control  is  the  increased  cost  and  loss  of  reliability 
involved  in  adding  actuator  and  sensor  hardware  to  the  structure.  In  the  case  of  slewing 
maneuvers  however,  the  control  hardware  is  already  present  so  that  active  damping  is  available  for 
"free."  Section  in  of  this  paper  discusses  how  damping  is  introduced  by  the  slewing  actuator  and 
summarizes  the  amount  of  damping  available  from  several  reported  slewing  experiments.  Section 
rv  defines  the  interaction  between  a  linear  actuator  and  damping  in  the  controlled  structure  and 
provides  a  case  for  the  enhancement  of  active  damping  by  use  of  passive  damping. 

II.  Active  Versus  Passive  Damping 

It  is  difficult  to  make  comparisons  between  two  approaches  in  an  attempt  to  decide  that  one 
method  is  better  than  another.  Rather  the  attempt  here  is  to  make  a  comparison  that  illustrates  that 
active  control  can  under  some  circumstances  provide  larger  damping  rates  than  passive  damping 
treatments  for  relatively  the  same  increase  in  mass  and  geometric  size.  The  compassion  is  made 
using  the  well  accepted  Ross-Kerwin-Unger  equations^  for  the  loss  factor  of  an  unconstrained- 
layer  damping  treatment.  Let  the  untreated  beam  be  a  1.22  meter  x  ,028  mm  x  3.18  mm  piece  of 

aluminum  =  10.3  x  10^  psi,  T)  =  ,001).  The  expression  for  the  loss  factor  obtained  by  adding 
a  layer  of  LD400  (Lord  Corporation)  damping  material  (£^  =  1.5  x  10^  psi)  is  computed  from 

^2^2^^  +6  h2  +  262^2  ^2^2^ 

Tic  - - 2 - 3 - TT  (1) 

(1  +  e2A2)(l  +  4^2/12  +  662^12  ^2^2^ 

where  /12  =  H2/i0.02S)  the  ratio  of  the  thickness  of  the  added  damping  treatment  to  the  thickness 
of  the  structure  (beam)  and  62  =  The  ratio  of  elastic  modulus  of  the  damping  treatment  to  that 

of  the  aluminum  beam.  The  composite  loss  factor  is  used  as  the  measure  of  how  effective  the 
added  damping,  either  passive  or  active,  is. 

The  result  of  adding  this  passive  damping  treatment  is  compared  to  that  of  using  active  control. 
For  the  active  control  system  a  piezoelectric  polymer  (PVF2)  is  used  along  with  an  accelerometer 

as  described  by  Hubbard^.  The  PVF2  material  is  layered  on  the  aluminum  beam  in  the  same 
fashion  as  the  LD400.  In  addition  an  accelerometer  is  placed  at  the  top  of  the  beam  to  close  the 
feedback  loop.  Using  equation  (1)  applied  to  the  PVF2  under  velocity  feedback  control  yields 
higher  loss  factors  for  the  active  system.  If  the  passive  and  active  system  are  required  to  have  the 
same  thickness,  the  active  loss  factor  is  five  times  that  of  the  passive  case.  If  the  two  systems  are 
required  to  have  the  same  weight  then  the  active  system  produces  a  loss  factor  three  times  larger 
then  that  of  the  passive  system. 

This  comparison  shows  a  substantial  advantage  in  using  active  control  over  using  passive  control. 
However,  active  control  still  requires  a  voltage  source  and  computational  device.  If  these  are  not 
already  available  as  they  are  in  many  spacecraft,  then  passive  damping  may  be  the  only  available 
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solution.  The  following  two  papers  (HBB  and  HBC)  present  logical  mixtures  of  using  passive 
and  active  damping.  The  following  sections  present  some  uses  of  active  damping, 

III.  Damping  in  Slewing  Maneuvers 

An  example  of  a  situation  where  active  damping  can  be  applied  without  the  need  for  additional 
components  is  in  the  slewing  control  of  a  flexible  structure.  Such  systems  usually  consist  of  an 
electric  motor  with  a  beam  attached  to  its  shaft  (see  HBB  for  an  alternative  example)  as  depicted  in 
figure  1.  Here  a  control  system  actuator  (i.e.,  an  electric  motor)  is  already  present  to  provide  the 
pointing  motion  of  the  beam.  The  sensors  and  motor  can  also  be  used  to  fe^back  the  velocity  of 
the  beam  at  some  point  and  hence,  provide  increased  damping. 

The  damping  added  to  the  structures  by  the  actuator  depends  upon  the  motor's  torque  and 
generator  constants,  the  motor's  electrical  resistance,  the  gear  ratio  and  the  structures  frequency. 
The  motor  back  emf  is  used  by  the  feedback  control  to  provide  increased  damping. 

Many  slewing  control  experiments  have  been  performed.  Juang^  et  al  illustrates  an  increase  in 
damping  ftom  2%  to  17.5%  in  the  first  mode  of  a  steel  beam  and  to  15.57%  in  the  first  mode  of  a 
slewing  solar  panel.  This  increased  damping  allows  the  slewing  maneuver  to  be  performed  faster 
than  without  active  damping. 

A  variation  of  the  slewing  maneuver  is  sketched  in  figure  2.  In  this  case  the  motor  is  used  as  a 
hinge  to  connect  two  beam  segments,  one  of  which  is  cantilevered  the  other  free  to  rotate.  Figure 
3  shows  the  step  response  of  the  second  mode  of  the  combined  beam  and  motor  system.  Note 
that  the  second  mode  damping  is  increased  from  .04  to  .18  as  reported  by  Cudney^,  et  at. 
Unfortunately,  the  fist  mode  damping  ratio  increases  very  little.  The  reason  for  this  is  that  the 
hinge  is  close  to  a  node  of  the  first  mode  of  the  combined  structure  and  hence  has  difficulty  adding 
damping  to  that  mode.  Hence,  it  seems  plausible  that  a  passive  damping  material  could  be  used  in 
combination  with  the  active  system  to  enhance  the  closed  loop  systems  behavior. 

Another  example  of  active  damping  is  provided  by  a  proof-mass  actuator.5  This  solenoid  like 
device  is  a  self  contained  space  realizable  actuator  capable  of  providing  velocity  feedback  at  its 
mounting  point.  As  shown  by  Zimmerman^  et  al,  this  actuator  increases  the  damping  in  a  meter 
long  beam  from  1%  to  9.4%  oS  illustrated  in  figure  4, 

Again,  as  in  the  case  of  the  slewing  control  experiments,  situations  often  arise  with  feedback 
control  systems  that  can  benefit  by  tiie  combined  use  of  both  active  and  passive  damping.  This 
has  been  recently  discussed  by  Miller  and  Crawley^  for  inertial  mass  or  proof-mass  actuators. 

IV.  Conclusions 

It  is  shown  that  active  damping  is  capable  of  yielding  larger  loss  factors  per  same  geometric  shape 
and  mass  than  passive  damping  treatments  in  some  cases.  Often  both  passive  and  active  added 
damping  are  needed  to  provide  the  best  response.  The  results  of  several  active  damping 
experiments  were  summarized.  There  exists  a  need  for  more  comparisons  between  active  and 
passive  damping  as  well  as  for  design  criteria  to  be  established.  Combined  design  of  active  and 
passive  damping  is  encouraged. 
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Figure  1.  Schematic  of  a  slewing  maneuver. 


Figure  2.  A  two  beam,  or  hinged 
beam  slewing  control. 
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ABSTRACT 

An  investigation  of  the  damping  needed  to  satisfy  stringent  settling  time  requirements  typical  of  several 
classes  of  large  space  platforms  was  conducted.  The  method  investigated  for  decreasing  the  settling  time 
was  to  use  composite  materials  for  the  structure  and  to  then  increase  the  damping  of  certain  critical 
members.  In  general,  composites  are  more  stiff  and  have  higher  material  damping  than  aluminum; 
therefore,  a  composite  structure  will  have  decreased  settling  time  compared  to  an  aluminum  structure.  This 
investigation  showed  that  by  using  composite  materials  the  platform  settling  time  can  be  reduced  by  a  factor 
of  more  than  two.  This  reduced  settling  time  does  not  satisfy  the  more  stringent  settling  time  requirements 
of  some  spacecraft;  therefore,  more  damping  can  be  added  to  further  reduce  the  settling  time.  The  damping 
in  each  critical  member  has  to  be  increased  beyond  what  is  usually  available  from  passive  or  active  means 
alone.  Therefore,  both  passive  and  active  damping  will  be  required.  The  degree  to  which  each  will  be 
utilized  is  being  determined  in  an  ongoing  controls-structure  interaction  (CSI)  program  at  McDonnell 
Douglas  Space  Systems  Company. 

INTRODUCTION 

Space  truss  structures  suitable  for  large  space  platforms,  such  as  required  by  the  space  station,  large 
deployable  reflectors,  and  space-based  weapon  systems,  can  have  strict  performance  requirements,  which 
include  (1)  minimum  structural  weight  to  minimize  launch  costs,  (2)  survivability  in  the  natural  and  hostile 
space  environment,  and  (3)  very  short  settling  times  for  structural  vibrations  caused  by  rapid  maneuvers 
of  the  platform  to  maximize  observation  and/or  firing  time.  The  settling  time  was  chosen  as  the  primary 
performance  requirement  in  this  investigation.  Designs  and  methods  for  achieving  the  required 
performance  in  the  more  stringent  cases  have  not  yet  been  demonstrated.  The  high  specific  stiffness  and 
damping  of  composite  materials  make  them  ideal  candidates  for  applications  that  require  increased 
performance.  The  increase  in  performance  due  to  the  composite  material  alone,  however,  only  will  satisfy 
some  less  stringent  requirements,  such  as  those  of  the  initial  phase  of  the  space  station;  for  more  stringent 
requirements,  such  as  those  of  a  tactical  neutral  particle  beam  (NPB)  platform,  a  larger  increase  is  needled. 

An  investigation  of  how  much  damping  is  needed  to  satisfy  these  requirements  was  conducted.  The  role 
of  passive  damping  in  the  satisfying  of  the  requirements  was  also  studied.  The  primary  method  investigated 
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for  increasing  the  damping  of  the  platform,  and  thereby  increasing  its  performance,  was  to  increase  the 
damping  of  certain  critical  members.  This  approach  showed  that  by  increasing  the  damping  of  only  a  few 
critical  members,  which  were  determined  by  looking  at  the  amount  of  strain  energy  in  the  members,  the 
damping  of  the  whole  platform  could  be  significantly  increased.  The  damping  in  each  critical  member  had 
to  be  increased  beyond  what  is  probably  available  from  passive  or  active  methods  alone.  Therefore,  both 
passive  and  active  damping  will  be  required.  The  degree  to  which  each  will  be  utilized  is  being  determined 
in  an  ongoing  controls-structures  interaction  (CSI)  effort.  The  first  part  of  that  study  looked  at  the 
interaction  of  passive  damping  and  active  damping  on  the  space  station. 

DAMPING  REQUIREMENTS 

The  existing  preliminary  design  of  the  Neutral  Particle  Beam  Integrated  Space  Experiment  (NPB-ISE)  truss 
structure  was  used  as  a  baseline  in  the  investigation.  A  detailed  NASTRAN  model  of  the  NPB  platform 
was  developed  before  the  NPB  program  was  cancelled,  therefore,  in  order  to  save  time  and  money  this 
model  was  used  as  the  baseline  space  platform  model.  The  material  used  in  the  baseline  platform  was 
aluminum.  The  physical  properties  of  the  baseline  plai  'orm  are  on  Figure  1 .  The  settling  time  was  selected 
for  determining  the  damping  needed  to  satisfy  space  platform  mission  requirements.  The  settling  time  is 
defined  in  the  present  context  as  the  time  between  the  end  of  the  slew  maneuver  of  the  platform  and  the 
residual  vibration  amplitudes  becoming  less  than  the  allowable  deformations.  The  settling  time  is  a 
function  of  the  inverse  of  the  product  of  specific  slirfness  and  damping  of  the  structure.  The  time  required 
for  the  reduction  of  dynamic  structural  deflections  to  an  acceptable  level  is  shortened  as  the  specific 
stiffness  and  damping  increase.  Compared  with  aluminum,  advanced  composite  materials  have  up  to  7 
times  the  specific  stiffness  and  up  to  10  times  the  damping  [1,2]  Plotted  in  Figure  2  is  the  bending  vibration 
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Figure  2.  Amplitude  of  Vibration  Versus  Specific  Stiffness.  Amplitudes  Normalized  with 

Respect  to  Aluminum 


amplitude  as  a  function  of  material  specific  stiffness  for  equal  geometry  beams  subjected  to  the  same 
excitation.  Plotted  on  top  of  this  curve  are  several  points  representing  typical  composite  materials  and  the 
curve  is  normalized  with  respect  to  the  amplitude  of  an  aluminum  beam.  Figure  2  shows  that  by  using  a 
composite  material  the  amplitude  of  the  response  can  be  significantly  reduced  without  even  considering 
damping.  The  use  of  materials  with  higher  specific  stiffness  to  reduce  the  amplitude  of  the  structural 
response  to  acceptable  levels  may  be  good  enough  for  some  applications  but  is  still  far  from  good  enough 
for  the  more  stringent  requirements  of  a  space-based  weapon  system,  which  is  the  technology  driver  in  this 
case. 

The  baseline  NPE  model  structural  membei"  were  redesigned  for  several  composite  materials.  The 
members  were  resized  such  that  the  total  platform  weight  remains  constant  for  each  design.  Then  the 
performance  of  each  is  evaluated  based  on  settling  time.  There  are  two  displacements  that  settling  time 
depends  on,  one  is  the  initial  displacement  due  to  the  residual  vibration  and  the  other  is  the  displacement 
requirement  at  the  point  of  interest.  The  initial  displacement  depends  on  the  external  excitation,  in  this  case 
the  slew  maneuver  forcing  function.  Therefore,  to  obtain  an  initial  displacement  typical  of  a  tactical  NPB 
s;  ace  platform  during  operation  a  slew  maneuver  and  corresponding  thruster  forces  had  to  be  selected.  The 
typical  slew  maneuver  selected  was  10  degrees  pitch  in  less  than  one  second.  The  thrusters  were  chosen 
to  be  located  at  the  four  comers  of  the  main  part  of  the  platform,  as  shown  in  Figure  3.  The  thruster  fortes 
and  firing  profile  had  to  chosen  such  that  the  required  slew  maneuver  produced  typical  initial 
displacements.  The  thruster  firing  profile  selected  was  a  bang-bang  type  tuned  to  the  fundamental 
frequency  of  the  platform,  as  shown  in  Figure  3b.  The  tuning  of  the  thruster  firing  profile  gives  reasonable 
initial  displacements  and  is  a  first  cut  at  optimizing  the  thruster  firing  profile.  If  the  tuning  is  not  done. 
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then  unusually  large  displacements  result  from  the  residual  vibration,  as  shown  in  Figure  4.  The  resulting 
magnitude  of  the  thruster  forces  is  about  13,000  pounds  at  each  of  the  four  thruster  locations.  These  are 
large  forces  and  they  induce  large  stresses  in  the  structure. 
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The  performance  of  the  baseline  truss,  i.e.,  the  NPB-ISE  platform,  was  determined  using  the  slew 
maneuver  described  above.  The  fundamental  frequencies,  slew  maneuver,  thruster  force,  damping,  and 
settling  times  are  given  in  Table  1.  The  settling  time  for  the  aluminum  baseline  platform  vibration 
amplitudes  to  decrease  to  below  the  0.001  inch  requirement  at  the  tracking  and  pointing  system  (TPS) 
location  is  about  250  seconds,  which  is  about  600  times  greater  than  required. 

Two  advanced  composite  materials  were  selected  so  that  a  comparison  with  the  performance  of  the  baseline 
platform  could  be  made.  The  materials  selected  were  graphite-epoxy  (Gr/Ep)  and  graphite-aluminum 
(PlOO-Gr/Al).  These  materials  were  chosen  because  their  properties  are  typical  of  advanced  materials.  The 
baseline  truss  members  were  redesigned  for  each  of  these  materials  so  that  the  weight  of  the  structure  would 
remain  constant  for  comparison  purposes. 

The  results  for  the  performance  evaluation  are  given  in  Table  1 ,  along  with  the  results  of  the  aluminum 
baseline  platform.  The  settling  time  is  a  function  of  the  inverse  of  the  product  of  the  frequency  of  vibration 
and  the  damping  at  the  frequency.  Therefore,  the  larger  the  frequency  and  damping,  the  shorter  the  settling 
time.  Considering  the  frequency  data  alone  the  most  promising  candidate  material  seems  to  be  the 
graphite-aluminum.  Because  of  its  high  specific  stiffness,  it  has  the  highest  fundamental  frequencies  and 
thus  the  shortest  settling  time  if  the  damping  of  the  materials  considered  was  the  same.  The  damping  of 
the  materials,  however,  is  not  the  same.  The  aluminum  and  the  graphite-aluminum  have  approximately 
equal  damping  factorstl],  while  the  graphite-epoxy  can  have  many  times  the  damping  of  aluminum 
depending  on  the  layup  of  the  composite[2].  Therefore,  both  the  graphite  fiber  composites  are  good 
candidate  materials.  Assuming  typical  damping  ratios  for  the  materials  gives  settling  times  on  the  order 
of  hundreds  of  seconds,  which  is  much  larger  than  the  required  settling  times.  Therefore,  assuming  that 


Table  1.  Performance  Evaluation  Based  on  NPB-ISE  NASTRAN  Model 


Primary  Structural  Material 

Al 

Gr/AI 

Gr/Ep 

Fundamental 

Frequencies 

(Hz) 

Longitudinal  Bending 

2.96 

6.15 

4.96 

Torsion 

4.75 

10.04 

8.02 

Transverse  Bending 

5.63 

11.78 

9.50 

Tuned  10°  Pitch  Slew  Maneuvering  Time,  (sec) 

0.676 

0.650 

0.812 

Required  Thruster  Force  (KIbs) 

13.0 

13.5 

10.8 

Material  Damping,  { (%) 

0.1 

0.1 

0.35 

Total  Time:  Slew  Initiation  to  Weapon  Firing,  Ty  (sec) 

1.1 

1.1 

1.1 

Calculated  Settling  Time,  Tg  (sec) 

247 

119 

43 

Required  Settling  Time,  Tg  (sec)  (Tm  +  Tr*Tt) 

0.424 

0.450 

0.288 

Ratio  of  Calculated  to  Required  Settling  Time,  Tg/Tp 

583 

264 

149 
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these  are  the  materials  that  will  be  used  on  SDI-type  platform  structures,  one  way  to  decrease  the  settling 
time  is  to  increase  the  damping  in  the  structure. 

If  damping  is  to  be  added  to  the  structure  to  decrease  the  settling  time,  the  question  is  how  much  damping 
is  needed  in  the  structure?  Using  the  data  in  Table  1,  the  total  damping  needed  by  the  NPB  platform 
structure  is  plotted  as  a  function  of  the  required  settling  time  for  the  candidate  materials  in  Figure  5.  For 
the  graphite-aluminum  platform  the  total  damping  needed  is  about  20  to  30  percent.  The  mechanisms  from 
which  the  damping  is  coming  have  not  been  specified  at  this  point.  This  20  to  30  percent  represents  the 
energy  dissipation  rate  that  is  required  to  meet  the  settling  time  specification  for  the  NPB  platform.  The 
damping  mechanisms  can  be  passive,  active,  or  a  mix  of  the  two  depending  on  the  application  and  design 
of  the  structure. 

One  way  of  increasing  the  damping  of  the  structure  is  to  introduce  high  damping  into  certain  critical 
members.  These  members  are  selected  based  on  the  magnitude  of  the  strain  energy  in  them  in  response 
to  the  slew  maneuver;  those  selected  as  most  critical  are  the  ones  with  the  most  strain  energy  and  the  least 
critical  are  those  with  the  least.  In  the  model  a  certain  number  of  critical  members,  which  originally  have 
a  nominal  damping  ratio  of  one  percent,  are  replaced  with  members  having  much  higher  damping  ratios. 
Plotted  in  Figure  6  is  the  damping  ratio  of  the  overall  structure  as  measured  by  the  response  decay  at  the 
TPS  position  as  a  function  of  the  number  of  replaced  members.  The  members  are  replaced  with  other 
members  having  10,  20  and  40  percent  damping  ratios.  As  can  be  seen  from  Figure  6,  it  only  requires 
relatively  few  members  to  be  replaced  with  higher  damping  members  to  make  a  significant  difference  in 
the  damping  of  the  total  structure.  For  example,  looking  at  Figure  6,  if  there  exist  members  that  have  a 


System  Damping  (%) 

Figure  5.  NPB  Settling  Time  Versue  Overell  System  Damping  for  Various  Materials 
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Figure  6.  TPS  Damping  Versus  Number  of  Extra-Damping  Members  That  Repiaced  Nominai 

Damping  Members 

damping  ratio  of  40  percent  then  we  need  only  replace  12  of  the  most  critical  members  out  of  a  total  of 
134  members  to  reach  an  overall  structure  damping  ratio  of  20  percent.  What  the  mechanisms  are  for 
obtaini.ie  members  with  high  damping  ratios  has  not  been  considered  in  this  study  to  date.  How  to  obtain 
these  levels  of  damping  (passively,  actively,  and  a  mix  of  the  two)  in  the  critical  members  without 
significantly  degrading  the  stiffness  and  increasing  the  weight  of  the  structure  is  currently  being 
investigated.  The  optimum  mix  of  passive  and  active  damping  is  highly  dependent  on  the  spacecraft  and 
mission  requirements. 

PASSIVE  AND  ACTIVE  DAMPING  ROLES 

To  determine  what  the  roles  of  passive  and  active  damping  should  be  in  the  vibration  suppression  and 
control  of  large  space  platforms  a  model  of  the  space  station  was  used.  This  model  is  shown  in  Figure  7. 
The  excitation  to  the  structure  is  representative  of  a  space  shuttle  hard-docking  maneuver  at  the  center  of 
the  station.  It  was  desired  to  investigate  how  a  variation  in  the  passive  damping  affects  the  required  active 
control  system  in  terms  of  actuator  forces  and  displacements  and  structural  displacement  at  the  actuator 
positions. 
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Percent  Pasive  Damping  Percent  Passive  Damping 


b.  Actuator  Force  Ampiitudes  Versus  Passive  Damping  c.  Actuator  Displacement  Amplitudes  Versus  Passive  Damping 

Figure  7.  Effects  of  Increased  Passive  Damping  on  the  Actuator  Forces  and  Displacements  for 

the  Space  Station 

The  actuators  selected  for  this  study  were  proof-mass  actuators  with  the  proof-mass  component  of  the 
actuator  weighing  150  pounds.  As  shown  in  Figure  7a,  there  are  81  candidate  actuator  locations  with  3 
directions  per  location  giving  a  total  of  243  candidate  actuator  positions.  A  low  authority  controller  (LAC) 
and  10  actuator-sensor  pairs  were  selected.  The  requirement  of  15  percent  damping  was  set.  Based  on  an 
optimization  routine,  10  actuator  positions  were  chosen  so  as  to  give  at  least  15  percent  active  damping 
to  the  10  most  critical  modes  when  the  passive  damping  is  negligible.  The  critical  modes  were  chosen  based 
on  the  amplitude  of  the  rotation  at  certain  payload  positions  due  to  the  given  excitation.  The  results  of  the 
simulation  are  presented  in  Figures  7b  and  7c.  The  actuator  force  amplitudes  are  plotted  in  Figure  7b  versus 
the  amount  of  passive  damping.  The  sum  of  passive  and  active  damping  is  always  about  15  percent,  which 
is  the  requirement  set  above.  As  can  be  seen  the  actuator  force  required  drops  off  with  increasing  passive 
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damping.  In  Figure  7c  the  maximum  displacement  amplitudes  of  the  actuator  masses  are  plotted  versus  the 
passive  damping.  The  maximum  proof-mass  displacement  decreases  with  increasing  passive  damping.  The 
envisioned  design  for  the  space  station  proof-mass  actuators  is  a  150  pound  proof  mass  running  along  a 
truss  member.  The  space  station  truss  longitudinals  and  battons  are  5  meters  in  length;  therefore,  if  the 
actuator  proof  mass  is  centered  before  activation,  then  the  maximum  it  can  displace  during  a  control 
operation  is  less  than  2.5  meters.  It  can  be  seen  from  Figure  7c  that  if  the  space  station  must  have  at  least 
15  percent  damping  ratio  and  uses  proof-mass  actuators  then  either  the  proof  mass  of  the  actuators  must 
increase,  the  number  of  sensor-actuator  pairs  must  increase,  or  the  passive  damping  ratio  can  be  increased 
to  about  1 1  percent,  which  would  give  a  proof-mass  displacement  of  about  2  meters. 

CONCLUSION 

Beginning  with  the  construrt'on  and  operation  of  the  space  station,  the  large  space  platforms  that  are  going 
to  be  orbited  in  the  next  decade  will  require  varying  degrees  of  damping  to  perform  their  missions.  In  some 
applications  little  or  modest  levels  of  damping  will  be  required  that  can  probably  be  handled  with  either 
passive  or  active  methods  of  energy  dissipation.  There  will  be  some  applications  like  NPB,  however,  where 
much  more  damping  is  required,  say  more  than  10  percent  and  up  to  as  high  as  40  to  50  percent.  To  achieve 
these  levels  of  damping  performance  will  require  the  use  of  both  passive  and  active  damping  methods.  As 
was  shown  above,  the  two  methods  can  complement  each  other,  the  degree  to  which  this  occurs  depends 
on  the  damping  required  and  the  system  constraints  and  characteristics. 
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TYPICAL  MODE  SHAPE 

(THIRD  FLEXIBLE  MODE  -  FREQUENCY  =  12.856  Hz.) 
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ABSTRACT 


An  overview  of  an  experimental  program  for  determining  the 
dynamic  flexural  constitution  of  materials  is  presented.  This 
program  entails  the  development  of  a  fully -automated  flexural 
apparatus,  its  calibration,  and  studies  of  structural  damping  and 
dynamic  flexural  modulus  of  a  variety  of  materials.  Furthermore, 
Graphite/Aluminum  laminates,  (±^]s>  with  6  ranging  from  zero  to 
ninety  in  fifteen  degree  increments,  were  tested.  Classical  lami¬ 
nate  theory  and  the  work  of  Ni  and  Adams  was  found  to  adequately 
predict  both  the  modulus  and  the  damping.  It  is  demonstrated  that 
the  attachment  of  an  end-mass  (to  vary  the  resonant  frequency) 
does  not  contribute  to  the  measured  damping. 

KEYWORDS:  Damping,  modulus,  composite  material,  flexural,  struc¬ 
tural,  dynamic,  experimental,  logarithmic  decrement,  vacuum. 
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SYMBOLS  USED 


A  -  cross  sectional  area  of  beam,  amplitude 

Cp  -  specific  heat  per  unit  mass  at  constant  pressure 

-  components  of  the  flexural  modulus  matrix  for  a  laminate 
E  -  Young's  modulus 
f  -  frequency  (cycles/second) 
h  -  beam  thickness 
I  -  second  moment  of  area  of  beam 

-  transverse  thermal  conductivity  (in  thickness  direction) 

L  -  beam  length 

m  -  end-mass,  cosine  of  ply  (fiber)  orientation 
n  -  sine  of  ply  (fiber)  orientation 
T  -  absolute  temperature 
t  -  time 
w  -  beam  width 

W  -  maximvim  elastic  energy  stored  during  a  cycle 

AW  -  mechanical  energy  dissipated  per  cycle 

X  -  coordinate  along  the  length  of  the  beam 

y  -  amplitude  of  transverse  vibration 

a  -  linear  coefficient  of  thermal  expansion,  eigenvalue 

/S  -  eigenvalue 

6  -  logarithmic  decrement 

-  accuracy  of  experimental  damping  measurement 
f  -  ^  damping  ratio 

tf  -  loss  factor 
X  —  eigenvalue 

p  -  density  per  unit  volume  of  beam  material 
r  -  relaxation  time 

^  -  phase  angle  by  which  the  applied  stress  leads  the  resulting 
strain 

w  -  frequency  (radians/second) ,  2nf 

Uq  -  resonant  frequency  of  beam  without  an  end-mass 

^  -  damping  -  AW/W 

()'  -  real  part  of  a  complex  quantity  () 

()"  -  Imaginary  part  of  a  complex  quantity  () 


1.0  INTRODUCTION 

The  design  of  any  structure  requires  the  quantitative  knowl¬ 
edge  of  many  parameters  pertaining  to  the  material  of  which  the 
structure  is  built.  Two  parameters  of  importance  in  the  analysis 
of  structures  subject  to  dynamic  loads  are  the  dynamic  modulus 
and  damping  capacity.  The  measure  of  these  entities,  particularly 
damping,  depends  on  the  type  of  dynamic  loading  applied.  Intrin¬ 
sic,  or  material  damping,  is  defined  herein  as  the  dissipation  of 
energy  within  a  material  through  the  excitation  of  internal 
defect  phenomena  by  the  application  of  a  homogeneous  strain 
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field.  Structural  damping  on  the  other  hand,  is  composed  of  both 
irtrirsic  (material)  and  extrinsic  (structural)  components,  and 
is  defined  to  be  the  dissipation  of  energy  produced  by  the  appli¬ 
cation  of  a  non-homogeneous  strain  field  which  is  determined  by 
specimen  shape  and  structural  application.  Hence,  a  specimen  sub¬ 
ject  to  uniaxial  tensile  or  compressive  loading  deforms  and  dis¬ 
sipates  energy  under  a  homogeneous  strain  field  and  therefore 
yields  a  measurement  of  intrinsic  material  damping.  However,  the 
strain  field  in  a  beam  of  the  same  material  subject  to  flexural 
oscillations  varies  in  the  thickness  direction  and  with  position 
along  the  beam;  this  variation  depending  on  boundary  conditions. 
Therefore,  energy  dissipation  within  the  beam  will  also  be  a 
function  of  thickness  and  position  along  the  length  of  the  beam, 
and  will  give  a  measure  of  structural  damping.  An  example  of  such 
damping  is  the  transport  of  thermal  currents  across  the  thickness 
dimension  of  a  beam  (Zener  or  thermoelastic  relaxation) . 

Many  experimental  techniques  have  been  proposed  and  developed 
to  measure  the  dynamic  constitution  of  materials.  The  technique 
described  herein  determines  the  dynamic  properties  in  flexure 
with  speed,  automation,  and  measures  of  accuracy  and  precision. 
The  experimental  apparatus  consists  of  a  beam  specimen  mounted 
under  cantilevered  boundary  conditions  and  vibrated  in  first-mode 
flexural  resonance.  Data  acquisition  and  reduction  techniques 
entail  accurate  determination  of  the  resonant  frequency,  and  a 
measure  of  the  rate  of  decay  in  free -vibrational  amplitude  using 
a  i^arithmic  decrement  method  for  ascertaining  the  dynamic  flex¬ 
ural  modulus  and  structural  damping,  respectively^ . 

Results  pertaining  to  the  flexural  modulus  and  structural 
damping  of  6061  aluminum  and  a  symmetric  four-ply  metal -matrix 
composite  composed  of  pitch-55  graphite  fibers  in  a  6061  aliimlnum 
matrix  are  presented.  These  results  are  compared  with  those  pre¬ 
dicted  by  Euler-Bernoulli ,  Zener  (thermoelastic),  and  laminate 
theories  and  show  good  agreement.  End-masses  were  used  to  vary 
the  resonant  frequency  of  the  test  specimens*.  A  brief  overview 
of  the  end-massed  beam  analysis  and  experimental  results  is  pre¬ 
sented  to  show  that  the  addition  of  an  end-mass  only  alters  the 
resonant  frequency  of  the  specimen  and  does  not  contribute  to  the 
measure  of  damping.  Damping  results  are  presented  in  the  form 
\^AW/W,  where  AW  is  the  energy  dissipated  during  each  loading 
cycle  and  W  is  the  maximum  energy  stored.  Calibration  of  the  can¬ 
tilevered  configuration  for  apparatus  losses  was  carried  out  in 
two  steps.  First,  the  damping  of  fused  quartz,  a  material  pos¬ 
sessing  negligible  damping,  was  measured  in  a  free -free  appara¬ 
tus*.  This  yielded  a  determination  of  the  free-free  apparatus 
losses.  Second,  flexural  damping  data  for  annealed  6061  alumin'jm 
obtained  from  both  free -free  and  cantilevered  configurations  were 
compared.  Results  showed  that,  within  the  range  of  experimental 
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scatter,  both  configurations  provided  the  same  measure  of  damp¬ 
ing.  This  agreement  of  the  data  justified  equating  the  cantilev¬ 
ered  apparatus  losses  to.  those  of  the  free-free  configuration. 
Accuracy  of  the  experimental  dynamic  flexural  modulus  values  was 
dependent  upon  the  measurement  of  the  resonant  frequency  and  spe¬ 
cimen  parameters.  An  estimate  of  accuracy  was  obtained  by  compar¬ 
ing  the  results  of  the  present  study  with  those  of  an  experimen¬ 
tal  study  using  ultrasonic  wave  propagation^ .  A  These  procedures 
determined  accuracy  of  the  modulus  and  damping  values  to  be  0.1 
percent  and  c^-3.0xl0‘^,  respectively.  It  is  noted  that  is  a 
systematic  error  and  £^0.  Statistical  analysis  of  all  experimen¬ 
tal  data  ascertained  the  precision  to  be  0.1  percent  and  5x10"^ 
(one  standard  deviation),  for  modulus  and  damping,  respectively. 


2.0  SPECIMENS 

A  variety  of  specimens  were  tested  Including  annealed  6061 
and  6061T6  aluminum  alloys,  magneslum-0. 6%  zirconium  alloy, 
magneslum-1%  manganese  alloy,  leaded  and  lead-free  brass,  fused 
quartz,  and  three  metal-matrix  composite  laminates,  one  compris¬ 
ing  continuous  pltch-55  graphite  fibers  (P55Gr)  in  a  matrix  of 
6061  aluminum  (P55Gr/606lAl) ,  the  second  P55Gr  fibers  in  a  matrix 
of  magnesium  with  0.6  percent  zirconium  (P55Gr/Mg-0.6%Zr) ,  and 
the  third  was  constructed  of  P55Gr  fibers  In  a  matrix  of  magne¬ 
sium  with  one  percent  manganese  (P55Gr/Mg-l%Mn) .  The  P55Gr/606lAl 
specimens  were  cut  from  a  four-ply,  balanced,  symmetric,  Icusl- 
nated  plate  at  angles  ranging  from  zero  to  ninety  degrees  In  fif¬ 
teen  degree  Increments;  In  a  zero  degree  specimen,  the  fibers  are 
aligned  along  the  length  dimension  of  the  beam.  The 
P55Gr/Mg-0. 6%Zr  and  P55Gr/Mg-l%Mn  specimens  were  cut  from  a  zero- 
degree,  eight-ply  laminate. 

The  P55Gr/6061Al  diffusion  bonded  laminated  composite  beam 
specimens  were  constructed  of  four  orthotropic,  unidirectional 
lamina  oriented  at  specific  angles  to  the  longitudinal  beam  axis 
and  symmetrically  disposed  to  the  midplane  of  the  laminate.  Dur¬ 
ing  the  fabrication  process  Gr/Al  precursor  tows  each  containing 
2000,  10  urn  diameter  fibers  were  consolidated  between  0.089  mm 
thick  6061  aluminum  face  sheets  at  the  angles  appropriate  to  the 
particular  laminate  layup.  The  laminate  was  processed  at  SSS’C 
and  24.1  MPa  for  20  minutes,  yielding  a  composite  plate  of  50% 
fibre  volume.  Two  specimens  of  each  laminate  orientation  were 
tested.  Specimen  dimensions  for  the  6061  aluminum  and  metal- 
matrix  laminate  specimens  are  given  In  Table  1. 
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3.0  EXPERIMENTAL  APPARATUS 


A  schematic  diagram  of  the  experimental  apparatus  utilized  in 
this  research  is  presented  in  Figure  1.  This  equipment  determines 
the  dynamic  properties  in  flexure  with  speed,  automation  and  mea¬ 
sures  of  accuracy  and  precision.  The  apparatus  consists  of  a  beam 
specimen  supported  under  cantilevered  boundary  conditions  and 
vibrated  in  first-mode  flexural  resonance,  a  Uavetek  Model  164 
frequency  generator,  a  Bruel  and  KJaer  electromagnetic  trans¬ 
ducer,  a  power  amplifier  for  increasing  the  signal  received  by 
the  transducer,  a  Micro -Measurements  BAM-1  strain  bridge,  a  Data 
Precision  Model  6000/611  waveform  analyzer,  and  a  Hewlett  Packard 
9000/217  computer  connected  to  the  Data  6000  by  an  IEEE  488 
interface.  To  isolate  the  system  from  the  effects  of  air  damping, 
the  specimen  was  mounted  in  a  vacuton  chamber  connected  to  a  Cenco 
Hypervac  25  vacuum  pump  capable  of  drawing  a  hard  vacuum  of  0.013 
Pa. 


4.0  THEORETICAL  BACKGROUND 


To  preserve  the  succinct  nature  of  the  paper  only  the  final 
results  of  the  Euler -Bernoulli,  logarithmic  decrement,  thermo¬ 
elastic,  and  laminate  theories  entailed  in  these  studies  will  be 
given  here. 

4.1  Dynamic  Flexural  Modulus 


Let  u'  be  the  frequency  of  a  cantilevered  beam  made  of  an 
isotropic  anelastic  material,  and  E'  be  the  real  part  of  the 
Young's  modulus.  By  the  use  of  the  Correspondence  Principle  of 
linear  viscoelasticity*,  and  the  Euler- Bernoulli  theory  of  fle¬ 
xure,  the  relationship  between  E'  and  w'  is  given  by: 


w' 


ai  rm 

L*  pfi 


(1) 


where  ()'  denotes  the  real  part  of  a  complex  quantity,  a  is  the 
eigenvalue,  which  for  the  fundamental  mode  of  a  cantilevered  beam 
has  a  value  of  1.875,  E  is  the  Young's  modulus,  I  is  the  second 
moment  of  area,  p  is  the  density  per  unit  volume,  and  A  is  the 
cross-sectional  area.  This  analysis  assumes  that  the  free  vibra¬ 
tions  of  low- loss  viscoelastic  materials  are  approximately  har¬ 
monic®  . 


4.2  Logarithmic  Decrement 

The  logarithmic  decrement  technique  entails  measuring  the 
rate  at  which  the  free -vibration  amplitude  decays  with  time.  An 
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expression  for  the  damping  is  given  by; 


^  4xlnfAfti)/A(t2)] 

~  y  -  w^[t2-t3^]  (2) 

where  Wj.  is  the  resonant  frequency,  and  A(t]^)  and  A(t2)  are  the 
peak  displacements  at  times  tj^  and  t2,  respectively.  In  accor¬ 
dance  with  equatibn  (2),  ln[A(ti)/A(t2) ]  was  plotted  against 
(t2-ti),  the  least  squares  method  was  used  to  fit  a  straight 
line,  and  from  the  slope,  m,  of  the  straight  line,  the  damping 
was  calculated  from: 

^  —  4jnn/u>^  (3) 

Several  other  definitions  of  damping  currently  appear  in  the 
literature.  For  the  convenience  of  the  reader,  their  inter¬ 
relationship  is  docvimented  here: 

^  -  2xtan^  -  2x1;  -  4x{'  -  4ff^  —  2xQ"^  —  2wE"/E'">  4xw"/w'  -  26 

4.3  Thermoelastic  (Zener)  Damping 

The  variation  of  damping  with  frequency  due  to  the  transport 
of  thermal  currents  as  determined  from  Zener  theory*  is  given  by: 

^  -  'l>o  (l 

^  ,  2ygl£I  ^  lii££p 

where  and  r  - 

Equation  (4)  describes  the  damping  in  a  beam  produced  from  the 
transport  of  thermal  currents  across  the  thickness  dimension. 
This  form  of  energy  dissipation  is  dependent  on  the  structural 
configuration  and  is  produced  by  a  non-homogeneous  strain  field. 
It  is  therefore  a  form  of  structural  damping.  This  equation  has 
been  used  in  calculating  the  curves  in  Figures  4,  6  and  7. 

4.4  Laminate  Theory 

Tha  following  expressions  for  flexural  modulus  and  damping 
for  a  balanced,  symmetric,  laminated  composite  beam  were  derived 
using  general  plate  theory  of  laminated  composites^  and  the 
studies  of  Ni  and  Adams*,  respectively.  It  is  noted  that  this 
laminate  theory  is  based  on  the  theory  of  linear  elasticity  and 
does  not  include  thermoelastic  effects .  The  coordinate  system  of 
the  lamina  (on-axis,  principal,  (1,2,3])  and  laminate  (off-axis, 
[x,y,z]),  and  the  laminate  ply  counting  sequence  are  shown  in 
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Figures  2  and  3,  respectively.  The  effective  flexural  modulus  in 
free-flexure,  where  bending- twisting  coupling  is  not  constrained, 
is  given  by; 

12 

Ef  -  h®D[^  (5) 

Although  it  is  obvious  that  the  boundary  conditions  used  do 
not  constrain  bending- twisting  coupling  (except  at  the  clamped- 
end) ,  this  constraint  was  investigated  for  confirmation  and  com¬ 
pleteness.  The  constrained  flexural  modulus,  termed  pure - flexure , 
is  given  by: 


12D' 
_ 66 


h3[D'  D' 
11  66 


(6) 


where  '  are  components  of  the  laminate  flexural  modulus  mat¬ 
rix. 


The  total  flexural  damping  is  given  by: 

^  -  ,^1  +  ^2  +  i>l2  (7) 


where 


- 


^12 


^1 


_k  S  m2(Qj^j^Dii  +  Qi2Di2  +  Ql6^i6) 
3D'  k-1 

(m’D^i  +  mnDi5)  (h®  ’ 


^2 


_£.  S  +  Q12D12  +  Ql6®i6) 

3D'  k-1 

(n^Dii  -  mnDi5)  (h®  ' 


^12 


^  ^  v 

_i£  S  mn(QiiDii  +  Qi2Di2  +  Ql6°i6) 

3D'  k-1 

(2mnDii  -  [m^-n^lDie)  (h»  -  h»_^) 


and  m-cos0^  and  n-slntfj^.  The  above  relations  were  derived 
assuming  negligible  shear  deformation  and  rotary  inertia  (Euler- 
Bernoulli  beam  theory)  which  holds  for  length -to -thickness  ratios 
greater  than  approximately  30®.  The  length- to -thickness  ratio  for 
the  composite  specimens  tested  was  of  the  order  of  100. 
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5.0  EXPERIMENTAL  PROCEDURE 


Vibrational  motion  of  the  beam  specimen  was  induced  using  an 
electromagnetic  transducer  driven  at  the  resonant  frequency  of 
the  specimen.  As  the  specimens  were  non-magnetic ,  a  small,  high 
permeability  disc  was  attached  to  the  end  of  the  specimens  to 
provide  coupling  with  the  transducer.  The  cyclic  signal  repre¬ 
senting  the  motion  of  the  specimen  was  obtained  via  a  strain  gage 
attached  near  the  root.  This  gage  was  connected  to  the  direct- 
current  strain  bridge,  whose  analog  voltage  output  was  passed  to 
the  Data  6000  acquisition  device.  When  the  specimen  reached 
steady- state ,  forced  vibrational  motion,  the  resonant  frequency 
was  recorded  by  the  computer.  The  current  to  the  excitation 
transducer  was  then  interrupted  and  the  specimen  went  into  free 
vibrational  decay.  The  steady-state  and  the  free-decay  motion 
were  recorded  in  digital  form  by  the  Data  6000  where  the  voltage 
of  each  positive  peak  of  the  waveform  was  determined  and  passed 
via  the  IEEE  488  bus  to  the  computer. 

In  order  to  study  the  variation  of  d3mamic  flexural  modulus 
and  structural  damping  with  frequency,  an  end-mass  was  attached 
to  the  end  of  the  specimen  to  facilitate  the  variation  of  its 
resonant  frequency* .  The  dynamic  flexural  modulus  was  calculated 
using  equation  (1)  and  the  experimental  values  of  resonant 
frequency  and  specimen  parameters.  Structural  damping  was  deter¬ 
mined  using  equations  (2)  and  (3). 


6.0  EXPERIMENTAL  ERROR 

Calibration  of  the  cantilevered  configuration  for  apparatus 
losses  was  carried  out  in  two  steps.  First,  the  damping  of  fused 
quartz,  a  material  possessing  negligible  damping,  was  measured  in 
a  free-free  apparatus^.  A  reported  damping  value  for  fused  quartz 
is  1.2x10"^  The  value  measured  using  the  free-free  vibra¬ 
tional  apparatus  was  3x10'^.  As  the  cited  value  is  negligibly 
small,  3x10'^  is  determined  to  represent  apparatus  losses,  and  is 
denoted  e^.  Therefore,  the  measured  value  of  damping  of  any 
material  using  this  apparatus  can  be  decomposed  into  the  thermo- 
elastic  (Zener)  and  intrinsic  damping  of  the  material  plus  appa¬ 
ratus  losses: 

free -free  free -free  free -free 
^measured  “  ^Zener  ^intrinsic 

Because  it  is  impractical  to  measure  the  damping  of  fused 
quartz  using  a  cantilevered  apparatus  due  to  the  required  clamp¬ 
ing  pressures  and  the  fragile  nature  of  the  material,  a  compari¬ 
son  between  measured  damping  values  for  annealed  6061  aluminum  in 


both  free -free  and  cantilevered  configurations  was  carried  out. 
As  shown  in  Figure  4,  results  displayed  a  negligible  difference 
in  the  mean  damping  values  obtained  from  the  two  techniques .  The 
standard  error  for  the  least  squares  curve  fit  of  all  the  data 
was  5x10’^.  In  an  analogous  manner  to  that  used  for  the  free -free 
apparatus,  the  measured  damping  value  of  a  material  can  again  be 
decomposed  according  to  equation  (8): 

cantilever  cantilever  cantilever 
^measured  “  ^Zener  "*■  ^intrinsic  "*■ 

As  the  intrinsic  damping  of  a  material  is  a  constitutional  prop¬ 
erty,  and  the  thermoelaslc  (Zener)  damping  is  the  same  for  both 
configurations,  as  comparison  was  made  at  the  same  frequency 
using  specimens  of  the  same  dimensions,  therefore; 

free-free  cantilever 
^Zener  ”  ^Zener 

Since  the  measured  values  of  damping  obtained  from  two  different 
techniques  agree  over  the  range  of  frequencies  and  strain  ampli¬ 
tudes  studied,  it  follows  from  equations  (8),  (9)  and  (10)  that 

free -free  cantilever 

(11) 

Therefore,  from  equation  (11)  and  the  agreement  between  the 
experimental  results  shown  in  Figure  4,  the  apparatus  losses  of 
the  cantilevered  configuration  can  be  equated  to  the  measured 
value  of  extraneous  losses  in  the  free-free  apparatus;  that  is, 
for  both  configurations,  the  accuracy  in  the  measurement  of  damp¬ 
ing,  defined  by  is  3.0x10*^.  An  additional  point  of  interest 
obtained  from  Figure  4  is  that  the  value  of  Zener  damping,  which 
is  strain  amplitude  independent,  lies  within  the  range  of  inter¬ 
cept  of  the  least  squares  best-fit  straight  line  and  the  lines 
specifying  the  standard  error.  This  adds  credence  to  the  measured 
data,  and  also  demonstrates  that,  for  the  particular  material 
tested  where  intrinsic  damping  is  very  low,  an  accurate  measure 
of  the  intrinsic  damping  cannot  be  determined  from  the  flexural 
damping  as  it  lies  within  the  range  of  experimental  scatter.  How¬ 
ever,  one  may  put  bounds  on  its  magnitude;  that  is 

0<^intrinsic<5xl0'^ . 

Accuracy  of  the  experimental  dynamic  flexural  modulus  values 
is  dependent  upon  the  measurement  of  the  resonant  frequency  and 
specimen  parameters.  A  measure  of  the  accuracy  and  precision  of 
the  modulus  data  was  determined  by  calculating  the  modulus  from 
thirty  independent  tests  in  which  the  resonant  frequency  was  dis¬ 
turbed  by  attaching  different  end-masses  to  the  end  of  a  speci- 
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men^;  this  will  be  discussed  further  in  the  next  section.  Evalua¬ 
tion  of  the  dynamic  flexural  modulus  from  the  thirty  different 
experimental  values  of  frequency,  and  the  corresponding  eigenval¬ 
ues  determined  from  the  end-mass  used,  resulted  In  a  mean  value 
of  69.376  GPa  ±0.1%  (one  standard  deviation).  This  agrees  within 
0.1%  with  the  value  of  69.439  GPa  ±  0.1%  obtained  from  an  Inde¬ 
pendent  study  using  ultrasonic  wave  propagation^ . 

Thus ,  the  accuracy  of  the  measured  modulus  and  damping  values 
presented  herein  are  0.1  percent  and  3.0x10"^,  respectively. 
Precision  of  the  experimental  data  was  ascertained  to  be  0.1  per¬ 
cent  and  5x10'^  (one  standard  deviation) ,  for  modulus  and  damp¬ 
ing,  respectively. 


7.0  RESULTS  AND  DISCUSSION 

For  continuity  the  essential  results  pertaining  to  the 
attachment  of  an  end-mass  to  a  beam  specimen  to  facilitate  the 
variation  of  resonant  frequency  are  reproduced  from^ .  This  tech¬ 
nique  was  used  to  determine  the  frequency  dependence  of  dynamic 
flexural  modulus  and  structural  damping  for  the  specimens  tested. 
The  data,  covering  almost  two  decades  of  frequency,  were  obtained 
using  five  different  beam  lengths  and  six  different  end-masses. 
The  length,  mass  and  frequency  matrix  Is  shown  In  Table  2. 

The  relationship  between  the  frequency  and  end-mass  Is  given 
by  equation  (1)*  where  now  the  eigenvalues,  a,  are  the  solutions 
of  the  transcendental  equation: 

_ I  -»•  g9Sg.g.gghg _  _ffi_ 

a(slnacosha  -  cosaslnha)  “  pAL 

Figure  5  shows  the  normalized  frequency  as  a  function  of  normal¬ 
ized  mass  for  annealed  6061  alumlnvun  and  Justifies  the  applica¬ 
bility  of  Euler -Bernoulli  beam  theory  In  the  analysis.  Further, 
each  experimental  data  point  Is  an  Independent  measure  of  the 
dynamic  flexural  modulus  since  the  eigenvalues  are  specified  by 
equation  (12)  and  vibrational  frequencies  are  experimentally 
determined.  Thus,  the  modulus  can  be  calculated  via  a  rearrange¬ 
ment  of  equation  (1).  It  Is  emphasized  that  each  data  point  pro¬ 
vides  an  Independent  determination  of  the  modulus  as  all  parame¬ 
ters  In  equation  (1),  except  the  eigenvalues,  are  experimentally 
measured.  Evaluation  of  the  dynamic  flexural  modulus  from  the 
thirty  experimental  data  points  resulted  In  a  mean  value  of 
69.376  GPa  ±0.1%  (one  standard  deviation).  This  agrees  very  well 
with  the  value  of  69.439  GPa  ±0.1%  obtained  from  an  Independent 
study* . 
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Figure  6  shows  the  normalized  damping  as  a  function  of  nor¬ 
malized  frequency  for  6061  altuainum.  The  vertical  arrow  points  to 
the  frequency  common  to  five  of  the  reference  beam 
length/end-mass  combinations  (11.19  Hz).  These  five  measurements 
lie  in  the  range  ^0.81x10'^  ±  0.02x10'^  (±2.5%).  It  is  important 
to  note  that  this  observation  of  precision  agrees  well  with  the 
value  of  5x10"^  obtained  from  the  Independent  study  of  compara¬ 
tive  damping  values  for  the  free-free  and  cantilevered  configura¬ 
tions  .  The  experimental  program  was  designed  to  cover  a  broad 
range  of  frequency  values  on  either  side  of  the  Zener  relaxation 
frequency  wr-1  and,  as  shown,  experimental  results  follow  the 
Zener  curve  very  well.  Figure  7  displays  the  normalized  damping 
as  a  function  of  normalized  mass  for  four  nominal  frequencies, 
namely,  8,  11.19,  16,  and  20  Hz.  Clearly,  within  the  bounds  of 
experimental  error,  the  damping  is  insensitive  to  the  end-mass. 


The  dependence  of  flexural  modulus  and  damping  with  ply- angle 
for  the  P55Gr/606lAl  metal-matrix  composite  laminate  specimens 
was  investigated  at  fixed  values  of  frequency  (35  Hz)  and  strain 
amplitude  (55/ie).  Two  specimens  of  each  ply-angle  were  tested. 
The  experimental  flexural  modulus  results  and  the  curves  defined 
by  equations  (5)  and  (6)  are  shown  In  Figure  8.  Locations  where 
only  one  symbol  is  shown  indicate  that  agreement  of  the  exper¬ 
imental  data  was  within  the  size  of  the  graphing  symbol.  The 
variation  of  the  unconstrained  (free)  dynamic  flexural  modulus 
with  ply-angle,  as  defined  by  equation  (5),  is  illustrated  as  the 
solid  line  in  Figure  8.  This  semi-empiricle  curve  was  generated 
using  experimental  values  of  the  longitudinal  and  transverse  mod¬ 
uli,  Poisson's  ratio,  and  the  resultant  element  value  of  the 
laminate  flexural  modulus  matrix,  calculated  from  a  lami¬ 
nate  code.  As  the  shear  modulus  was  unavailable,  this  parameter 
was  varied  in  the  laminate  code  to  give  the  least- squares  best- 
fit  curve  through  the  experimental  flexural  modulus  data.  From 
this  routine  a  longitudinal  shear  modulus  value  of  16.5  GPa  was 
obtained.  The  curve  for  the  constrained  (pure)  flexural  modulus, 
as  defined  by  equation  (6),  is  shown  as  the  dashed  line  in  Figure 
8.  Comparison  of  the  two  curves  indicate  that  flexure  is  best 
modelled  by  considering  twisting  due  to  the  bending- twisting  cou¬ 
pling  terms  to  be  unconstrained,  as  expected. 


Prediction  of  laminate  structural  damping,  as  given  by  equa¬ 
tion  (7),  was  calculated  from  the  laminate  code  using  the  exper¬ 
imentally  determined  value  for  Gu  (from  the  flexural  modulus 
curve-fit),  measured  values  of  obtained  from  flexural 
damping  experiments  on  zero  and  90  degree  specimens,  and  curve - 
fitting  for  The  theoretical  curve  and  experimental  data  are 
shown  in  Figure  9.  The  curve  shown  was  generated  using  an  analo¬ 
gous  least-squares  best-fit  routine  as  that  used  to  determine 
Glt-  This  resulted  in  a  value  of  ^■j«-0.039.  Experimental  results 
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indicate  that  within  experimental  scatter,  laminate  theory  pre¬ 
dicts  the  flexural  modulus  and  damping  in  graphite -aluminum 
metal-matrix  laminates  reasonably  well.  Tables  3,  4  and  5  provide 
a  summary  of  the  experimentally  determined  mechanical  properties 
of  annealed  6061  aluminum,  continuous  Pitch  55  graphite  fibers, 
and  the  P55Gr/6061Al  metal-matrix  composite  specimens  tested, 
respectively. 


8.0  CONCLUSIONS 

The  cantilevered  flexural  resonance  apparatus  discussed 
herein  facilitates  the  measurement  of  the  dynamic  flexural  modu¬ 
lus  and  structural  damping  capacity  of  a  material.  The  attachment 
of  an  end-mass  does  not  contribute  to  measured  values  of  flexural 
modulus  or  damping.  Experimental  values  obtained  for  the  flexural 
modulus  and  structural  damping  of  annealed  6061  aluminum  display 
good  agreement  with  Euler-Bernoulll  and  Zener  (thermoelastic) 
theories.  Experimental  results  obtained  from  specimens  cut  from  a 
four -ply,  balanced,  symmetric,  P55Gr/6061Al  metal -matrix  compos¬ 
ite  laminate  at  angles  ranging  from  zero  to  ninety  degrees  in 
increments  of  fifteen  degrees  indicated  that  the  flexural  modulus 
and  structural  damping  varied  with  ply  angle.  The  classical  lami¬ 
nate  theory  of  Ni  and  Adams*  adequately  predicts  this  variation. 
Accuracy  of  the  modulus  and  damping  values  were  determined  to  be 
0.1  percent  and  €^-3.0x10*^,  respectively.  Statistical  analysis 
of  all  experimental  data  ascertained  the  precision  to  be  0.1  per¬ 
cent  and  5x10"^  (one  standard  deviation) ,  for  modulus  and  damp¬ 
ing,  respectively. 
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TABLE  1  -  SPECIMEN  PARAMETERS 


Specimen 

ID 

L 

m 

xl02 

w 

m 

xl02 

h 

m 

xl02 

P 

kg/m» 

xlO® 

El 

GPa 

AW/W 

xl02 

0-1 

13.10 

1.214 

0.211 

2.41 

156.10 

0.35 

0-2 

13.08 

1.212 

0.208 

2. /I 

160.65 

0.4 

15-1 

13.18 

1.089 

0.208 

2.43 

124.38 

1.03 

15-2 

13.23 

1.146 

0.203 

2.41 

125.48 

0.9 

30-1 

13.03 

0.955 

0.208 

2.43 

74.39 

2.0 

30-2 

13.20 

1.143 

0.211 

2.41 

72.81 

1.8 

45-1 

15.21 

1.217 

0.208 

2.41 

47.09 

2.35 

45-2 

15.24 

1.212 

0.208 

2.38 

45.78 

2.1 

60-1 

13.13 

0.957 

0.211 

2.41 

36.13 

2.6 

60-2 

13.51 

0.955 

0.211 

2.41 

35.51 

2.7 

75-1 

15.47 

1.212 

0.203 

2.43 

37.37 

2.25 

75-2 

13.59 

1.214 

0.203 

2.43 

36.82 

2.35 

90-1 

13.18 

1.146 

0.203 

2.43 

36.68 

1.6 

90-2 

13.30 

1.140 

0.203 

2.43 

36.47 

1.5 
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TABLE  2  -THEORETICAL  VALUES  OF  RESONANT  FREQUENCIES 
FOR  DIFFERENT  LENGTH/END-MASS  COMBINATIONS 


“6 

91.17 

“5 

40.09 

end-mass  (g) 

™4  ®3 

19.96  10.34 

m2 

4.99 

“1 

0.17 

Li  12.70 

11.19 

16.68 

23.15 

31.10 

41.70 

78.46 

L2  16.51 

7.52 

11.19 

15.44 

20.55 

27.11 

46.90 

L3  20.32 

5.49 

8.15 

11.19 

14.76 

19.20 

31.15 

L4  24.13 

4.24 

6.25 

8.55 

11.19 

14.90 

22.19 

L5  27.94 

3.39 

4.99 

6.79 

8.82 

11.19 

16.96 

width-1.27  cm,  thlckness-0 . 162  cm 
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TABLE  3  -  MECHANICAL  PROPERTIES  OF  ANNEALED  6061  ALUMINUM 


E 

GPa 

G 

GPa 

u  p 

kg/ra* 

xl0» 

a 

k 

J/m“Ks 

J/^g"K 

68.9 

25.9 

0.33  2.70 

23.0 

180.2 

895.8 

TABLE  4  -  MECHANICAL  PROPERTIES  OF  CONTINUOUS  PITCH  55 

CONTINUOUS  GRAPHITE  FIBERS 


El 

GPa 

Ex 

GPa 

Glt 

GPa 

‘'LT 

P 

kg/m* 

xlO* 

a  k 

;im/m*K  J/m*K8 

379.2 

3.4 

17.2 

0.41 

1.99 

•1.25  120.9 

TABLE  5  -  EXPERIMENTALLY  DETERMINED  MECHANICAL  PROPERTIES 
OF  P55Gr/606lAl  METAL  MATRIX  COMPOSITE 


El  Ej  Glx  i'lT  P  i>T;  'hjT 

GPa  GPa  GPa  kg/m» 

xlO* 


157.9  36.7  16.5  0.33  2.43  0.5  0.004  0.0155  0.039 


Vfi  volume  fraction 
AW/W 

Note:  Gj^x  ^T  were  deduced  from  experimental  results  of 

flexural  modulus  and  damping,  respectively. 
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Vacuum  Chamber 


Figure  1  -  Experimental  Configuration 
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Figure  2  -  Laminate  Coordinate  System 
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Figure  4  -  Comparison  of  Flexural  Damping  Data  from  Free-Free  and  Cantilevered  Configurations 
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The  Effect  of  an  End-mass  on  the  Resonant  Frequency  of  a  Cantilevered  Beam 


Frequency  [Hz] 


Five  beam  lengths  and  six  end-masses  were  chosen  to  produce  the  same 
resonant  frequency  (marked  by  arrow).  Within  the  errors  of 
measurement  the  measured  damping  does  not  depend  on  end-mass. 
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Figure  8  -  Flexural  Modulus  vs  Ply-Angle  for  Symmetric  4-Ply  P55Gr/6061Al  Composite 
Two  specimens  of  each  ply  angle  were  tested  -  the  experimental  data  overlap 
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Figure  9  -  Flexural  Damping  vs  Ply  Angle  for  Symmetric  P55Gr/6061Al  Composite 


A  DESIGN  FOR  IMPROVING  THE  STRUCTURAL  DAMPING  PROPERTIES 

OF  AXIAL  MEMBERS 


David  John  Barrett 

Advanced  Structures  Technology  Branch 
Naval  Air  Development  Center 
Warminster,  PA  18974-5000 
(215)  441-3770 

ABSTRACT 


In  this  work  a  laminated  composite  construction  is  studied  for  the 
purposes  of  improving  the  damping  properties  of  axially  loaded  structural 
members.  The  lamination  consists  of  an  anisotropic  arrangement  of 
stiffness  and  damping  materials.  Under  vibratory  loading  the  anisotropy 
produces  stress  coupling  effects  that  shear  the  damping  materials,  thus 
leading  to  a  high  dissipation  of  vibrational  energies.  A  structural  theory 
is  formulated  for  examining  this  construction  and  is  applied  to  the 
analysis  of  a  three  layered  member.  Parametric  studies  are  performed  for  a 
specific  design  case.  The  results  demonstrate  the  effectiveness  of  the  new 
design  for  controlling  the  resonant  response  of  simple  harmonic 
oscillators. 
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1.0  INTRODUCTION 


Although  traditionally  treated  as  a  secondary  design  variable, 
damping  is  being  increasingly  relied  upon  to  improve  the  performance  of 
sophisticated  structures.  A  popular  design  method  for  increasing 
structural  damping  is  the  combination  of  viscoelastic  materials  and 
stiffness  materials  into  composite  constructions.  Structural  components 
based  on  this  approach  possess  stiffness,  strength  and  a  high  damping 
capacity  [1-2]. 

A  well-established  composite  construction  is  the  constrained  layer 
treatment  which  consists  of  laminations  of  stiffness  and  damping  layers. 

The  study  of  this  design  is  now  new;  such  designs  have  a  technological 
history  approximately  as  old  as  that  of  modern  composite  materials.  Over 
this  period,  theories  and  practice  methods  have  arisen  to  address  beam  and 
plate  components  [3-9].  Constrained  layer  treatments  are  now  the  preferred 
method  of  construction  in  many  designs  that  require  high  structural  damping 
in  order  to  control  bending  modes  of  vibration. 

In  spite  of  their  success,  damping  methods  have  an  inherent 
limitation.  Damping  materials  typically  have  a  high  shear  viscosity  but  a 
low  bulk  viscosity.  Thus,  vibrational  energies  are  not  dissipated  unless 
high  frequency  shear  modes  are  excited.  For  some  structural  components, 
such  as  axially  loaded  members,  relying  on  such  a  driving  mechanism  can 
render  a  damping  design  virtually  ineffective. 

To  rectify  this  shortcoming,  a  new  design  for  axial  members  is 
proposed.  This  design  makes  use  of  the  stress  coupling  of  anisotropic 
constructions  which  can  be  used  to  generate  local  and  global  shear 
deformations.  In  a  composite  construction  these  deformations  can  be 
employed  to  shear  layers  of  damping  materials. 

The  pioneering  work  in  the  use  of  stress  coupling  to  assist  the 
control  of  dynamic  responses  examined  the  performance  of  sandwich  plates 
[10].  The  results  of  this  study  were  limited  since  the  analytical  model 
was  based  on  displacement  fields  that  were  too  elementary  to  fully 
characterize  the  def ormational  response  of  composite  constructions.  This 
shortcoming  was  rectified  in  a  later  work  [11]  which  examined  laminated 
sandwich  constructions. 

In  the  present  work  a  structural  theory  is  devised  which 
characterizes  the  behavior  of  an  axially  loaded  composite  construction. 

The  axial  member  consists  of  concentric  cylindrical  layers  of  stiffness  and 
damping  materials.  Stress  coupling  can  be  introduced  into  this  design 
through  the  use  of  off-axis  orthotropic  materials  and/or  orthotropic 
constructions  (surface  waffling,  spiral  stiffeners,  surface  scoring,  etc.). 
The  equations  of  the  theory  are  solved  for  the  steady  state  damped  response 
of  a  simple  harmonic  oscillator. 
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2.0  THEORY  OF  LAMINATED  ANISOTROPIC  AXIAL  COMPOSITE  CONSTRUCTION 


2.1  Analytical  Model 

The  axial  composite  construction  is  a  cylinder  of  successive 
concentric  layers  whose  central  axis  is  oriented  along  the  axial  coordinate 
line  of  a  right  handed  cylindrical  coordinate  system  (Figure  1).  Although 
other  constructions  are  possible,  this  work  assumes  that  each  damping 
cylinder  is  bounded  by  stiffness  cylinders.  The  thickness  of  an  individual 
layer  is  designated  h^  while  the  radial  location  of  the  layer's  midsurface 

is  R^.  The  symbol  n,  used  as  a  subscript  and  a  superscript  in  this  text, 

refers  to  the  layer  of  interest  (the  numbering  proceeds  from  inside  to 
outside).  The  overall  length  of  the  cylinder  is  £  . 


The  mechanical  response  of  the  axial  composite  construction  is 
examined  through  it's  role  as  a  support  for  a  lumped  mass  single  degree  of 
freedom  oscillator  subjected  to  a  steady  state  harmonic  axial  excitation. 
The  equation  of  motion  for  such  a  system  can  be  derived  directly  from 
elementary  equilibrium  considerations.  It  remains  then  to  characterize  the 
viscoelastic  spring  stiffness  of  the  support.  In  doing  so  the  elastic 
spring  stiffness  is  initially  computed  with  the  viscosity  introduced  later 
through  the  use  of  the  Correspondence  Principle. 


made : 


In  determining  the  elastic  stiffness,  the  following  assumptions  are 


1.  The  stiffness  cylinders  can  be  treated  with  thin  wall  theory. 

2.  The  moduli  of  the  damping  cylinders  are  negligible  in 
comparison  to  the  moduli  of  the  stiffness  cylinders. 


3.  The  cylinders  are  perfectly  bonded  together. 


Assumption  1  implies  that  in  each  stiffness  cylinder  the  membrane 
stresses  are  independent  of  the  radial  coordinate  and  that  the  non-meiubrane 
stresses  are  negligible.  From  Assumption  2,  and  the  purely  axial  loading,, 
it  is  seen  that  all  of  the  stresses  in  the  damping  cylinders  are  negligible 
except  for  the  radial -tangential  shear  stress.  Assumption  3  implies  that 
the  displacements  are  continuous  across  the  interfaces.  From  the  geometry 
of  the  construction  and  Che  type  of  applied  loading,  it  follows  Chat  all  of 
the  field  variables  are  independent  of  the  circumferential  coordinate. 

The  method  of  solution  will  be  to  develop  the  equilibrium  equations 
for  Che  individual  cylinders  in  terms  of  the  local  displacements  and 
tractions.  By  applying  interfacial  equilibrium  the  tractions  are 
eliminated  from  these  equations  yielding  a  set  of  linear  simultaneous 
differencial  equations.  The  solution  to  these  displacement  equilibrium 
equations  can  be  used  to  compute  the  stiffness  characteristics  of  the 
composite  construction. 
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2.2  Stiffness  Cylinders 

From  the  assumptions  it  is  seen  that  the  midsurface  displacements  in  the 
stiffness  cylinders  reduce  to 

Uz"  (Z.  e.  R)  — ►  Uz"  (Z)  < 

U,"  (Z.  e.  R)  — ►  U,"  (Z)  < 

Ur"  (Z.  e.  R)  — ►  Ur"  (Z)  < 

Then  using  the  stress-strain  relations  of  an  orthotropic  system,  the  stress- 
displacement  equations  become: 

azz"  =  C„"U2".Z  +  C,2"Rn-’UR"  +  C,6"U.".z  * 

*=  C12"  Uz"iZ  +  C22"  Rn~'  Ur"  +  C26"  U*",z  ( 

az«"  =  C,6"U2".Z  +  C26'’Rn‘’UR"  +  C^"  U,".2  ^ 

where  the  C,"  are  the  elastic  stiffnesses  and  a  comma  denotes 

differentiation  with  respect  to  the  listed  variable.  Imposing  equilibrium  and 
eliminating  the  radial  displacement  yields  the  following  equations: 


n  _  ^  o 
1  "  ^12  w 


^jUz".2Z  -  C,2"C26"ju.", 


.Z2  =  0 


Cje"  “  Cze"  C>2"\Uz".22  +  —  Cze"  C26"\u»".22  ”  —fT*"  bn  bn  +  T»"’'  bn,  «  bn.  1) 


Rn  Rn  b„ 


where  the  b  are  the  radial  location  of  the  cylinders  lateral  faces  and 
n 

®T  "  (innermost  surface)  and  "t  **  (outermost  surface)  are  the 

0  0 

circumferential  tractions  acting  on  these  lateral  faces. 

2.3  Damping  Cylinders 

For  the  damping  cylinders  the  stress-displacement  relation  for  the  radial- 
tangential  shear  stress  is: 


aR,"(R.Z)  =  G"(  U,".R  -  R-’U,")  ^9; 

where  c'^  is  the  shear  modulus.  By  imposing  circumferential  equilibrium  the 
circumferential  displacements  can  be  determined  in  terms  of  the  displacements  cn 
the  lateral  boundaries  which  can  be  directly  related  to  the  displacements  of  the 
adjacent  stiffness  cylinders.  The  shear  stress  then  becomes: 


an,"  (2)  =  -2G"h2"R 


"K  n  Q-2 
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where 


hz"  -  bn^bn^,(Rn.1U»"^^  - 

Rn-1  Rn^l  (bn^-1  “  bn,,®) 

From  equation  (10)  the  tractions  on  the  inner  ”  and  the  outer 
boundaries  can  be  computed.  *  ^ 

2.4  Interfacial  Equilibrium 


From  interfacial  equilibrium  the  tractions  between  adjacent  damping 
and  stiffness  cylinders  are  related  as 


(  D 

Tn,  1  _  TO,, 

«  -  -  1  # 


(12) 


t 

T  ” 


(13) 


3.0  APPLICATION  TO  THREE  LAYERED  AXIAL  MEMBER 

As  an  application  of  the  theory  consider  a  composite  construction  of 
three  cylinders.  The  outer  and  inner  cylinders  are  stiffness  layers  while 
the  middle  cylinder  is  a  damping  layer.  Solving  the  governing  equations 
yields  the  following  displacements  in  the  stiffness  cylinders. 


u,’  (2)  =  d,  +  d2Z  +  dae"*,®  +  d4  eV 

(14) 

U,®{Z)  =  ds  +  deZ  +  dye"'/  +  dee"*.^ 

(15) 

Uz’ (Z)  =  -Ai2’(d3e%^  d^e'".^)  +  d»2  +  d,o 

A,,’ 

(16) 

U2®(Z)  =  -A,2®B4  (dae'".^  +  d4e'".®)  +  d„Z  +  d,2 

(17) 

CM 

CO 

< 

where  the  B.  and  m.  are  constants  [12]  and  the  d.  are  constants  of 

11  i 

integration  (only  eight  of  which  are  independent).  The  stresses  are  then 
computed  as: 


ffzz’ (2)  » 

V,  da 

+ 

Va  dg 

(18) 

<TZ2"{2)  = 

V4d2 

+ 

Ved,, 

(19) 

^2/(2)  = 
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+ 

Wa  (da 

-  d4e'",’)  + 

Wa  dg  ■ 

(20) 

az/(Z)  = 

W4  da 

+ 

Ws  (da  e'",^ 

-  d4e'".^)  + 
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(21) 
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where  the  V.  and  W.  are  constants  (12 1. 

11 

The  solutions  for  the  displacement  fields  contain  rigid  body, 
constant  strain  and  exponential  terms.  These  last  terms  embody  the  effects 
of  stress-coupling  on  the  composite  construction.  Since  these  terms  are 
exponential  it  is  concluded  that  the  contribution  of  the  middle  layer  to 
component  damping  is  primarily  based  on  end  effects.  This  observation  has 
implications  for  an  optimum  design  configuration  (i.e.,  designs  based  on 
segmented  constrained  layer  treatments  or  on  variable  stiffness  cylinders.) 
The  present  work  will  not  seek  to  treat  optimum  designs,  which  involve 
greater  analytical  difficulties,  but  will  concentrate  on  examining  the 
basic  structural  theory. 

4.0  DESIGN  STUDY 

4.1  Description 

The  displacement  solutions  contain  eight  unknown  constants  which  are 
determined  from  the  displacement  and  traction  boundary  conditions  acting  on 
the  ends  of  the  stiffness  cylinders.  Various  sets  of  boundary  conditions 
have  practical  interest.  For  the  purposes  of  this  study  the  following 
boundary  conditions  are  imposed: 


U2’(0)  =  0 

(Fixed) 

(22) 

UzMo)  =  0 

(Fixed) 

(23) 

Uz’  (i)  = 

(0  (Rigid  Link) 

(24) 

ozi  (< )  Ai  + 

O2z"(0A3  =  P 

(25) 

Uj{0)  =  0 

(Fixed) 

(26) 

U.3(0)  =  0 

(Fixed) 

(27) 

O’Zb’  (0  =  0 

(Free) 

(28) 

ozb^  (i )  =  0 

(Free) 

(29) 

where  the  A. 

are  the  cross  sectional 

areas  of  the  stiffness  cylinders 

is  the  applied  axial  load. 

Applying  the  boundary  conditions  to  the  general  solution  leads  to  a 
set  of  linear  simultaneous  algebraic  equations  the  solution  of  which  are 
the  constants  of  integration.  Once  these  constants  are  determined  the 
solution  to  any  field  variable  can  be  found.  By  applying  a  unit  load  to 
the  column  and  solving  for  the  field  variables,  influence  coefficients  and 
hence  stiffness  can  be  determined  for  any  point  of  interest.  The  viscosity 
of  the  support  is  introduced  by  invoking  the  Correspondence  Principle. 
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In  the  following  example  a  composite  construction  is  examined  that 
combines  a  fiber  reinforced  material  with  a  centrally  positioned  damping 
material  (Table  1).  The  anisotropy  of  the  construction  is  varied  via 
a  -0  /0  (inside  cyl inder/outside  cylinder)  off-axis  fiber  orientation. 

In  addition  the  response  of  a  conventional  cylindrical  design  is  also 
computed  and  used  as  a  baseline  from  which  to  judge  the  performance  of  the 
new  design.  The  baseline  design  {13]  contains  no  damping  layers  in  its 
section  and  is  constructed  from  the  same  stiffness  siaterial  as  the 
composite  construction.  The  principal  material  direction  of  the  baseline 
design  is  always  oriented  parallel  to  the  central  axis  of  the  cylinder 
(maximum  static  stiffness).  The  structural  damping  of  the  baseline  design 
is  equal  to  the  material  damping  of  the  stiffness  materials.  In  the 
design  study  the  cross  sectional  area  of  the  baseline  and  composite 
constructions  are  equal  so  that  the  analysis  examines  the  effect  of 
replacing  stiffness  material  with  damping  material. 

The  shear  modulus  (.024  GPa)  and  the  loss  factor  (1.0)  of  the 
damping  material  are  taken  as  constants  thus  ignoring  the  frequency  and 
temperature  dependency  of  these  properties.  Since  the  purpose  of  the 
design  study  is  to  make  structural  comparisons  this  simplification  is  not 
critical.  However  for  actual  designs  the  effects  of  the  operational 
environment  must  be  considered  in  more  detail. 

The  axial  member  to  be  examined  here  has  a  length  of  25.4  cm  and  a 
supported  mass  of  23z  Kg.  The  mass  of  the  support,  which  can  be  treated 
in  the  analysis  through  a  lumped  mass  approach,  is  much  less  than  the 
supported  mass.  Therefore  in  this  problem  the  frequency  response  is 
practically  independent  of  the  structural  mass.  Nevertheless  it  should  be 
noted  that  viscoelastic  materials  are  less  massive  than  reinforced  epoxies 
so  that  composite  construction  produces  lighter  structure. 

4.2  Results 

The  results  of  the  analyses  are  presented  as  the  amplitudes  of  the 
frequency  response  and  are  normalized  with  respect  to  the  response  of  the 
baseline  design  (indicated  by  the  superscript  B  on  the  plots). 

The  dynamic  response  of  the  composite  construction  is  shown  in 
Figure  2  where  it  is  seen  that  for  small  offset  angles  the  response 
actually  increases.  However  moving  to  greater  offset  angles  results  in  a 
dramatic  decrease  in  resonant  response.  Figure  3  shows  that  this  trend 
continues  until  further  increases  in  structural  damping  (Figure  4)  can  no 
longer  counter  the  effects  of  lost  stiffness  (Figure  5)  so  that  it  is  seen 
that  there  is  an  optimum  balance  of  these  properties  for  minimizing  the 
displacement  response.  Figure  3  also  shows  the  effect  of  off-axis 
orientations  on  the  circumferential  displacements.  These  displacements, 
which  drive  the  shearing  of  the  damping  layer,  must  be  managed  in  order  to 
produce  a  feasible  design.  Figure  6  shows  that  the  resonant  axial 
stresses  continue  to  decrease  even  after  the  axial  displacement  begins  to 
rebuild.  This  drop  in  stress  can  be  directly  related  to  the  increasing 
loss  factor.  Figure  6  also  shows  the  maximum  shear  and  interfacial 
stresses  which  are  generated  in  the  new  design.  Finally,  Figure  7  plots 
the  shift  in  resonant  frequency  as  the  structural  stiffness  is  lowered. 
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5.0  DISCUSSION  AND  CONCLUSION 


The  design  studies  explored  the  use  of  stress  coupling  and  lamination 
in  an  axial  composite  construction,  a  new  structural  component,  that  is 
intended  for  use  in  vibration  sensitive  structure.  Incorporating  these 
components  into  structures  will  affect  the  stru^'tural  response  through 
several  ways  including:  energy  dissipation,  the  reduction  of  stiffness, 
the  reduction  of  mass  and  the  introduction  of  anisotropic  effects. 

Energy  dissipation  is  the  prime  motivation  for  using  the  new  design 
approach  and  the  design  study  shows  that  by  combining  diverse  materials 
(stiffness  and  damping)  into  a  composite  construction,  components  can  be 
produced  with  superior  structural  properties.  The  reduction  of  resonant 
stress  and  displacements  is  directly  attributable  to  the  increase  in 
damping  in  these  components.  That  there  is  a  trade-off  in  these  components 
between  static  stiffness  and  damping  simply  introduces  a  new  variable  to 
the  design  process.  Since  in  the  anticipated  applications  the  overriding 
design  goal  will  be  to  reduce  resonant  responses  the  sacrifice  of  stiffness 
for  energy  dissipation  presents  design  opportunities. 

The  introduction  of  anisotropic  effects  leads  to  the  most  formidable 
difficulties  for  application.  Anisotropy  results  in  shear  stresses  and 
circumferential  displacements  in  the  axial  composite  construction, 
mechanical  responses  that  do  not  exist  in  an  axially  loaded  baseline 
design.  The  presence  of  shear  stresses  do  not  necessarily  represent  a 
design  penalty,  especially  since  the  axial  stresses  are  significantly 
reduced.  However,  depending  on  the  material  of  construction,  shear 
stresses  may  cause  new  modes  of  failure  which  must  be  considered  in  the 
design  process.  The  occurrence  of  shear  stresses  may  also  require  a 
redesign  of  the  structural  connections.  Such  redesigns  will  be  even  more 
difficult  when  allowing  for  the  circumferential  displacements  that  occur  at 
the  ends  of  members.  Some  critical  applications  may  justify  the  effort  of 
accommodating  these  displacements  but  for  the  design  to  achieve  widespread 
use  a  way  of  eliminating  these  displacements  altogether  must  be  found.  If 
the  construction  had  a  variable  axial  stiffness  (stepped  thicknesses, 
variable  angled  filament  winding,  etc.)  components  could  be  produced  for 
which  the  circumferential  displacements  vanish  at  the  element  ends.  In 
such  designs  the  circumferential  displacements,  which  are  necessary  for 
shearing  the  damping  layers,  can  be  confined  to  the  central  portions  of  the 
component  so  that  fixed  circumferential  boundary  conditions  can  be  applied 
while  still  achieving  a  drive  for  damping. 

An  additional  advantage  of  the  axial  composite  construction  is  its 
resistance  to  all  modes  of  vibration.  For  flexural  modes  the  component 
acts  similar  to  damped  sandwich  constructions  since  the  damping  layers  will 
be  sheared  by  the  displacements  that  occur  in  beam  bending.  Torsional 
modes  are  resisted  by  the  same  stress  coupling  effects  that  occur  under 
axial  vibrations  with  the  difference  being  that  the  damping  layers  are  now 
sheared  by  differential  axial  displacements. 

The  design  studies  were  based  on  viscoelastic  properties  that  assumed 
a  peak  value  for  the  loss  factor.  However,  both  the  stiffness  and  loss 
factor  of  these  materials  are  frequency  and  temperature  dependent  with  peak 
values  occurring  over  limited  ranges.  In  order  to  extend  the  capability  of 
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the  axial  composite  construction,  dissimilar  viscoelastic  materials,  each 
with  a  distinct  range  of  peak  effectiveness,  could  be  incorporated  in  the 
component.  Design  approaches  that  may  be  taken  include  a  four  layer 
cylinder  with  adjacent  interior  damping  layers  or  a  five  layer  cylinder 
with  interior  stiffness  and  damping  layers. 

The  work  presented  here  demonstrates  that  stress  coupling  and 
lamination  can  be  used  to  great  advantage  in  increasing  the  damping  of 
axial  structural  components.  Further  research  in  this  area  will 
investigate  generalising  the  basic  approach  to  other  types  of  structural 
components. 
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FIGURE  2  NORMALIZED  DIPLAaMENT  RESPONSE  SPECTRUM.  COMPOSITE  CONSTRUCTION  #1 
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OFFSET  ANGLE  (DEO.) 

FIGURE  6  NORMALIZED  RESONANT  STRESSES  VS.  OFFSET  ANGLE.  COMPOSIU  CONSTRUCTION  »1 


I  r~  I  I  I  I  I  I  I  I  r® 

sssessssss** 

(%)  AdNinONM  INIVtYI  iO  lOYiNIMM  Y  tV  AdNIflOlYJ  INVNOtni 


HCB-18 


study  of  the  Damping  Capacity  of 
Structural  Joints  Made  of  Graphite  Epoxy  Composite  Material 


Mohan  D.  Rao 

Department  of  Mechanical  Engineering-Engineering  Mechanics 
Michigan  Technological  University 
Houghton,  MI  49931 


and 


Malcolm  J.  Crocker,  and  P.K.  Raju 
Department  of  Mechanical  Engineering 
Auburn  University 
Auburn,  AL  36849 


ABSTRACT 

Owing  to  their  high  strength  and  low  weight,  composite  materials  have 
found  applications  in  coramercialj  militaryj  and  spacecraft  structures.  The 

truss  system  of  the  Hubble  Space  Telescope,  for  example,  is  made  of  graphite 
epoxy  beams,  tubes  and  joints  that  have  very  low  damping  capacity.  Vibration 
of  the  Space  Telescope  is  undesirable  since  it  would  cause  blurring  of  the 

optical  system  images.  A  specific  knowledge  of  the  damping  capacity  of  the 

composite  material  and  structural  joints  and  the  factors  that  influence  the 
damping  is  very  useful  in  the  design  of  appropriate  vibration  isolation 
systems  for  the  telescope. 

Joints  form  an  important  aspect  of  any  space  structural  system.  Unlike 
metals,  fiber  composites  cannot  be  welded  together.  The  alternatives  include 
the  use  of  mechanical  fasteners,  such  as  bolts  and  rivets  or  adhesive  bonding. 

These  techniques  produce  joints  with  vastly  different  properties.  it  is 
believed  that  bonded  (and  bolted)  joints  act  to  enhance  the  damping  capacity 
of  structural  systems.  Hence  in  this  paper  the  results  of  analytical  and 
experimental  investigations  carried  out  on  two  different  types  of  joint 
composite  specimens  to  study  their  damping  capacity  are  reported. 

Firsts  a  theoretical  model  to  study  the  Vibration  of  a  bonded  lap  joint 
system  was  developed  and  is  described.  The  model  can  be  used  to  predict  the 
natural  frequencies,  modal  damping  ratios  and  mode  shapes  of  the  system  for 
free  flexural  vibration.  Good  agreement  between  numerical  and  experimental 
results  was  obtained  for  a  system  of  graphite  epoxy  beams  lap-jointed  by  an 

epoxy  adhesive. 

The  second  type  of  bonded  joint  considered  for  the  study  was  a  double-butt 
joint.  Experimental  work  conducted  on  these  j.iints  in  a  vacuum  chamber  is 
described.  The  damping  ratio  was  computed  by  using  an  improved  half-power 
points  method.  The  increase  in  the  values  of  the  damping  ratio  due  to  the 
presence  of  bonded  joints  in  the  system  does  not  appear  to  be  very 
significant. 
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INTRODUCTION 

Structural  adhesive  bonding  of  composites  to  composites,  as  well  as 
composites  to  metallic  components,  has  developed  rapidly  due  to  advances  in 
composite  materials  and  adhesive  bonding  techniques.  Structural  composite 
bonded  joints  are  primarily  of  the  overlap  type  (single  or  double  overlap). 
Scarf  joints  are  structurally  efficient,  but  are  difficult  or  costly  to 
manufacture.  Butt  joints,  although  simple  to  process,  are  not  considered  for 
primary  structural  joints.  This  is  because  of  their  limited  load  carrying 
capacity  due  to  the  presence  of  cleavage  stresses  when  the  loading  is  not  a 

true  tensile  load.  Tube  joints  are  difficulty  and  costly  to  manufacture. 

The  paper  by  Goland  and  Reissner  [IJ  is  regarded  as  a  classic  work  in  the 
area  of  static  analysis  of  a  simple  lap  joint.  Goland  and  Reissner  studied 
the  stresses  in  bonded  single  lap  joints  for  two  different  cases.  In  the 

first  case,  the  bond  layer  was  very  thin,  in  the  second  case,  the  bond  layer 
was  so  thick  that  it  was  the  primary  contributor  to  joint  flexibility.  In 
both  cases,  they  derived  equations  to  evaluate  the  shearing  and  normal 
stresses  in  the  bond  layer  as  well  as  those  in  the  jointed  plates.  In  the 

Goland  and  Reissner  analysis,  the  peel  and  shear  stresses  were  assumed  to  be 

constants  across  the  adhesive  thickness.  In  later  works  by  Ojalvo  and 

Eidinoff  [2J,  Carpentor  [3],  and  Kline  [4],  attempts  are  made  to  incorporate  a 
linear  variation  of  these  stresses  across  the  thickness  of  the  adhesive. 
Delale  and  Erdogan  [5J  have  carried  out  the  stress  analysis  of  a  bonded  lap 

joint  system  assuming  that  the  adherents  are  elastic  and  the  adhesive  is 
linearly  viscoelastic.  Renton  and  Vinson  [6],  and  Delale,  Erdogan,  and 

Ayd  inoglu  [7)  have  attempted  to  include  anisotropic  adherents  in  the 
mathematical  model. 

Hart-Smith  [8-1 1]  was  the  first  investigator  to  extensively  use  continuum 

mechanics  approach  in  the  analysis  of  bonded  joints.  He  has  analyzed 

double-lap,  single-lap,  scarf,  stepped-lap  and  tapered-lap  configurations. 
Tensile,  compressive  and  in-plane  shear  stresses  in  the  system  were  considered 
based  on  an  elastic-plastic  analysis  of  the  configuration.  In  that  work,  the 
author  has  also  discussed  joint  efficiency  and  potential  failure  modes  for 
each  of  the  above  configurations.  The  above  review  indicates  that  much  of  the 
work  done  in  this  area  has  been  confined  to  the  static  analysis  of  bonded 
joints. 

1.  ANALYTICAL  MODELING  OF  FLEXURAL  VIBRATION  OF  A  BONDED 

LAP-JOINT  SYSTEM 

The  system  chosen  for  study  is  shown  in  Figure  1.  The  objective  is  to 
arrive  at  a  suitable  mathematical  model  to  evaluate  the  damping  ratios  and 

resonance  frequencies  of  the  system  undergoing  free  flexural  vibration.  The 

system  consists  of  a  pair  of  rectangular  beams  lap-jointed  over  a  certain 
length.  The  bond  between  the  two  beams  is  achieved  by  means  of  an  adhesive 
whose  thickness  is  small  compared  with  those  of  the  beams.  The  unjointed  ends 
of  the  beams  may  have  any  physically  realizable  boundary  conditions,  but.  in 
this  case  are  assumed  to  be  simply-supported.  Equations  of  motion  are  first 

derived  using  the  complex  modulus  approach,  assuming  the  beams  to  be  made  of 
composite  materials.  The  adhesive  is  assumed  to  be  linearly  viscoelastic  and 
the  widely  used  Kelvin-Voight  model  is  used  to  represent  the  viscoelastic 
behavior  of  the  adhesive. 

The  starting  point  for  the  development  of  this  model  is  the  consideration 
of  the  dynamic  equilibrium  equations  of  the  overlap  (joint)  region.  The 
equations  of  motion  in  the  joint  region  are  derived  using  a  differential 

element  approach.  The  transverse  displacements  of  the  upper  and  the  lower 
beam  are  considered  to  be  different.  The  normal  force  between  each  beam  and 
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the  adhesive  layer  is  obtained  from  the  Kelvin-Voight  viscoelastic  model  of 
the  adhesive.  The  shear  force  at  the  interface  between  the  adhesive  and  the 
beam  is  obtained  from  the  simple  bending  motion  equations  of  the  two  beams. 
The  resulting  equations  of  motion  are  combined  with  the  equations  of 

transverse  vibration  of  the  beams  in  the  unjointed  regions.  These  are  later 
solved  as  a  boundary  value  problem  by  knowledge  of  the  boundary  conditions  at 
the  unjuinted  ends  and  the  motion  continuity  equations  at  the  ends  of  the 
overlap.  The  eigenvalues  and  the  eigenvectors  of  the  system  are  obtained 
numerically  by  an  iterative  technique  on  a  computer. 

The  beam  system  is  hypothetically  divided  into  three  parts  as  shown  in 

Figure  2.  The  coordinate  system  chosen  for  each  part  is  also  shown  in  the 
same  figure. 


Analysis  of  Part  1  of  Beam  System 


The  following  assumptions  are  made  in  the  analysis:  a)  the  analysis  is 
carried  out  only  for  the  free  flexural  vibration  of  the  system;  the 

longitudinal  and  rotary  inertia  effects  are  neglected,  b)  there  is  no  slip  at 
the  bond  interfaces,  c)  all  points  on  a  plane  normal  to  the  longitudinal  axis 
of  the  beam  have  the  same  transverse  displacement,  d)  the  longitudinal  force 
in  the  adhesive  layer  may  be  neglected  relative  to  those  in  the  beams,  and  e) 
since  the  thickness  of  the  adhesive  layer  is  small  relative  to  the  thickness 
of  the  beam,  the  mass  (inertia)  of  the  adhesive  may  be  neglected,  and  the 

normal  and  shear  forces  in  the  adhesive  are  assumed  to  be  constant. 

A  free-body  diagram  of  a  differential  element  of  length  dx  of  the 
compo.site  three-layer  part  of  the  beam  system  is  shown  in  Figure  3.  N  is  the 

axial  force  in  the  beam,  V  represents  the  shear  force  in  the  beams,  M  is  the 

bending  moment  in  the  beam,  s  is  the  shear  force  per  unit  length  at  the  bond 
interfaces,  and  p  is  the  transverse  force  per  unit  length  between  the  beam  and 
the  adhesive.  The  above  quantities  with  subscript  1  refer  to  the  upper  beam 
and  with  subscript  2  refer  to  the  lower  beam.  Furthermore,  y^  =  y|(x,t)  is 

the  transverse  displacement  of  the  upper  beam,  and  y^  =  y^Cx.t)  is  that  of  the 

lower  beam. 

Equating  the  sum  of  the  forces  in  the  y-direction  to  the  corresponding 
inertia  forces,  we  get  for  beam  1, 


and  for  beam  2 

-V  -I-  fv  -f- 
2  I  2 

The  term  pA  in  Equations  (1)  and  (2)  is  the  mass  per  unit  length,  in  which  p 
represents  the  density  and  A  represents  the  cross  sectional  area  of  the  beam. 
Summing  the  moments  about  the  center  of  the  right  edge,  for  beam  1. 

dM  h 

M|  -  (Mj  -1-  dx)  -  sdx  +  V^dx  =  0  .  (3) 

for  beam  2. 

dM  h 

-  (Mj  +  dx)  -  sdx  -1-  V^dx  =  0  .  (4) 


-V  -I-  fv  -1- 

1  I  ‘ 


av,  .  d^y 

dxj  -h  pdx  =  A,dx  -- 


dW  ,  a‘y 

^  dxJ  pdx  =  p^A^dx  — 


HDB-3 


From  Equation  (I)  through  (4),  we  have. 


j 

h 

-1-  J- 

as 

n  s  /)  A 

a^y. 

ax  ^ 

^  T 

ax 

^  P 

a^M 

2 

as 

.  n  —  /}  A 

a^y. 

ax  ^ 

^  2 

ax 

at^ 

,  and 


Equations  (5)  and  (6)  represent  the  equations  of  motion  for  the  upper  and 
lower  beam  respectively.  From  the  classical  theory  of  pure  bending  of  beams, 
the  bending  moments  and  may  be  related  to  the  corresponding  transverse 

displacements,  y^  and  y^  through  the  flexural  rigidity  term  El,  where  E  is  the 

Young's  modulus  of  the  material  of  the  beam,  and  I  is  the  second  moment  of  the 
cross-sectional  area  with  respect  to  the  centroidal  axis.  Noting  that  the 
y-axis  is  positive  downwards,  from  beam  theory, 

-  E,I,  and  ^  .  (7) 

It  should  be  noted  that  Equation  (7)  is  valid  for  an  elastic,  homogeneous  beam 
having  a  constant  cross-sectional  area.  It  turns  out,  however,  that  an 
equation  similar  to  the  above  can  be  written  for  the  composite  beams  of  the 
present  problem,  by  simply  replacing  the  real  modulus  by  its  complex 
counterpart.  This  analysis  is  valid  only  for  simple  harmonic  time  dependence. 
With  this  in  mind,  we  can  write, 

♦  d^y  *  d'y 


where  E^  =  E^Il  4-  iaco),  and  E^  E^fl  +  (9) 

<x  and  fi  are  some  constants  whose  values  depend  on  the  material,  o>  is  the 

angular  frequency,  and  i  =  The  next  objective  is  to  find  suitable 

expressions  for  p  and  s  in  terms  of  y^  and  y^,  so  that  Equations  (5)  and  (6) 

can  be  solved. 

As  mentioned  before,  the  adhesive  layer  is  modeled  as  a  Kelvin-Voight 
viscoelastic  solid,  because  of  the  mathematical  simplicity.  A  detailed 
derivation  of  a  standard-linear  model  for  a  viscoelastic  material  and  its 

reduction  to  a  Kelvin-Voight  model  can  be  found  in  Reference  [Uj. 

Accordingly,  we  can  write, 

P  =  K  (y-y^)  +  C  (gj  .  g^).  (10) 

K  refers  to  the  transverse  stiffness  per  unit  length,  and  c  is  the  viscous 

damping  coefficient.  K  may  be  related  to  the  storage  modulus  E  .  the  width  b, 

and  the  thickness  h  of  the  adhesive  by.  K  =  E  b/h  . 

c  c  c 

The  interfacial  shear  force  s  may  be  found  by  considering  a  small  element 
of  the  viscoelastic  layer  as  shown  in  Figure  4.  The  element  is  deformed  due 
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to  the  axial  displacements,  and  u  of  the  bonded  surfaces  of  beams  1  and  2 

respectively,  caused  by  their  bending  moments.  For  small  displacements,  the 
shear  stress  t,  is  related  to  shear  strain  in  the  adhesive  by: 


The  expression  on  the  right  hand  side  excluding  G  is  the  shear  strain.  is 

the  real  part  of  the  shear  modulus  of  the  adhesive  material.  As  before,  y  is 
another  constant  which  is  included  here  to  take  care  of  the  viscoelastic 
nature  of  the  adhesive. 

Assume  that  the  axial  deformations,  u^  and  u^  are  caused  only  by  the 

bending  of  the  beams  and  that  there  are  no  external  axial  forces  in  the  beams. 
Then,  from  the  classical  theory  of  pure  bending  of  beams,  it  can  be  shown  that 

h  dy  h  dy 

“i  "  r  5x'  ’  “2  "  ■  2~ 


In  deriving  the  above  expressions,  it  is  also  assumed  that  the  neutral  axis  of 
the  upper  beam  always  remains  above  that  of  the  lower  beam.  Then, 


_  h,  5y,  ay^ 


From  Equations  (11)  and  (13),  the  interfacial  shear  force  per  unit  length  s  is 
given  by 


G  b 

s  = 

C 


+  K  av  )  +  y  AF  (h 


at  ^“1  a^r  ^  “2  aiT^ 


It  is  interest^  to  note  here  that  for  a  simple  harmonic  time  dependence  of 
the  form,  e^^*^  for  y^  and  y^.  Equations  (10)  and  (14)  can  be  written  in  a 

more  familiar  form  as 


P  =  ly,-yj], 


Gb  dy 

s  -  [h,  +  h,  ;^], 


*2 


where 


K*  =  K(1  +  i  and  G*  =  G  (1  +  iyw).  (17) 

♦  ♦  c  IV  c  c 

and  G^  may  be  considered  as  the  complex  stiffness  and  complex  shear  modulus 
of  the  adhesive  material  respectively. 

I’he  next  step  is  to  obtain  the  final  form  of  the  equations  of  the  motion 
(5)  and  (6)  by  making  use  of  the  relations  developed  so  far  for  M^.  M^.  p  and 

s.  This  is  easily  done  by  noting  that  y^  =  e‘^’,  and  y^  =  e'*^',  where 

Yj  and  Y  are  now  functions  of  x  only,  (o  is  the  complex  natural  frequency, 

the  real  part  <0  represents  the  damped  natural  frequency  and  the  ratio  of  the 

K 

imaginary  part  to  represents  the  modal  loss  factor  tj.  The  modal 
damping  ratio  C  is  simply  equal  to  ijll.  Now,  from  Equations  (5).  (8),  (15) 
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and  (16),  we  obtain  for  the  upper  beam: 

d^Y,  G*bh,  r  d^Y.  d^Y,  * 

■  ■^'^7  77"  "  57^]  " 

and.  similarly  from  Equations  (6),  (9),  (15),  and  (16),  we  get  for  the  lower 
beam; 


d^Y.  G*bh^  r  d^Y 


— T 

dx^ 


c  2 


ci  *  Y 

i  +  h  — -  K*  (Y  -Y  )  -  P.aVY  =  0.  (19) 

dx-*  ^  dx^  J  C  1  2  2  2  2 


Here,  Y,  =  Yj(x),  Y^  =  Y^(x). 

Equations  (18)  and  (19)  are  coupled  equations  of  motion  of  the  system,  the 
solution  of  which  can  be  obtained  by  assuming  a  solution  of  the  form  Y  = 
A  X  A  X  ‘ 

A  e  ",  and  Y  =  B  e  "  . 

II  2  n 

Non-dimensionalization 

The  above  equations  of  motion  (18)  and  (19),  should  be  expressed  in  a 
non-dimensional  form  so  as  to  avoid  overflow  problems  on  the  computer  during 
the  solution  scheme.  This  is  done  in  this  section  for  the  special  case  in 
which  the  two  beams  are  assumed  to  be  identical. 

Let  Ej  =  E^  =  E,  and  h^  =  h^  =  h.  The  following  non-dimensional  parameters 


are  used: 


where 


=  1. 


IT  ’  *3  ”  “  E 


L  =  /■  +  /. 


Also,  let 


G  _ 

G  =  E  = 

c  C  c 


h  -  h  7"  _ 

h  —  T-,  /  ,  —  T~ 


The  non-dimensional  natural  frequency  is  expressed  as 


CO  =  ^  ,  where  <w^  =  — — .  . 

"o  "  pAL" 

Equations  (4.24)  and  (4.25),  written  in  non-dimensional  form,  are: 


d^Y  3G*  r  d^Y 

_ l  _  _ I  _ I 

dx^  E  H  L  dx^ 


12E  _  _ 


.1  _ 


Y^)  -  co"  Y,  =  0. 


HDB-6 


d‘‘Y.  3G* 


fi  H  L  dx 


12E  _  _  _  _ 

+  - 1  (Y -YJ  -  Y  =  0. 

H  ^  2 


Here, 


E  = 


E  (1+i^-,) 


7“"\ «  flfid  G  “ 


G  (l+i»  ) 


“c  “  E-(TTiw;y  “  E  (1  + 

may  be  considered  as  the  modal  loss  factors  of  the  beam  material,  and 

and  rf^  as  the  modal  loss  factors  of  the  viscoelastic  material  in  bending  and 

shearing  motions  respectively,  «  ^2  ^3  ^  assumed  to  have  suitable 

values  which  depend  on  the  material,  when  computing  the  eigenvalues  and 
eigenvectors  for  each  mode. 

As  mentioned  before,  Equations  (21)  and  (22)  can  be  decoupled  by  a  series 
solution  of  the  form 

~  Ax  —  Ax 

Y.  =  A  e  "  ,  and  Y  =  B  e  "  .  (24) 

where  A^  and  are  constants  to  be  determined  from  the  boundary  conditions. 
Substituting  Equation  (24)  in  (21)  and  (22)  ,  we  obtain,  a  matrix  of  the  form: 


[(A'*  -  C  A^  +  C  -  m^) 

n  1  Q  2 


L-(c.  +  cp 


-(C  +  C  ) 
2' 


=  0  (25) 


(A^  -  C  A"  +  C  -  m^)  J  [b  J 

n  In  2 


3  G*  12  E* 

‘  ” 


For  a  non-trivial  solution,  the  determinant  of  the  above  matrix  set  equal  to 
zero  yields  eight  roots  of  A.  Equation  (25)  yields  eight  unique  roots  fur  A. 
Furthermore,  from  the  above  matrix,  the  constants  A  and  B  are  related  by: 


B  =  <t>  A  , 

0  no 


where 


l - 


Finally,  we  have 
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X 


9 


(28) 


Y 


1 


8 

=  T. 

n=  1 


A 

A  e  " 


and 


Y 

2 


8 

=  E 
n=l 


X  X 
<t>  A  e" 

n  n 


(29) 


Equations  (28)  and  (29)  now  have  only  eight  constants  to  be  determined  by 
applying  the  boundary  and  continuity  conditions. 

Analysis  of  Parts  2  and  3  of  Beam  System 

The  differential  equations  of  motion  for  the  transverse  vibration  of  the 
beam  portions  of  the  system  as  shown  in  Figure  2  are; 

D,  +  ,»,  A  — 5i  =  0  ,  j  =  I,  2.  (30) 

’31*  '  ’  3t^ 

J 

For  the  special  case  of  identical  beams, 

0^  =  0^  =  E*I,  and  =  pA. 

Assuming  y^^  =  Y^^(x)  e'^*,  j  =  1,  2,  Equation  (30)  becomes 


dx 


4 

j 


<a"  =  0,  j  =  1,  2 


In  non-dimensional  form, 


(31) 


d  Y^,  - 

Y  ==  0,  j  =  1,  2. 

dx^ 


(32) 


The  solutions  of  the  above  equations  are  obtained,  as  before  by  assuming  a 
series  solution  of  the  form; 


—  4  /S  X  —  4  X 

"  ■  (33) 

i "1  i  “I 

where  =  co  ,  and  and  are  constants  to  be  found  from  the  boundary 
conditions. 

Etjuations  (28),  (29),  and  (33)  have  16  unknown  constants.  The  following 
boundary  and  continuity  conditions  are  applied  to  determine  those  constants 
and  to  obtain  the  frequency  equation. 
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II.  BOUNDARY  CONDITIONS 


Considering  simply-supported  boundaries  at  the  un-jointed  ends  of  the  two 
beams,  at  points  1  and  2  (see  Figure  5),  the  transverse  displacement  and  slope 
are  zero.  i.e. 


a)  at  X,  =  0,  =  0,  and 


=  0, 


b)  at  X  =  /,  y  =  0,  and  — ^  =  0. 

2  b2  j  • 


Next,  points  3  and  4  are  free  ends.  Hence,  the  bending  moments  there  are 
zero.  Furthermore,  the  shear  force  at  these  points  can  be  obtained  from 
Equation  (16).  Hence,  we  obtain, 

c)  at  X  =  0  (point  3), 


d^Y  d^Y  6G*  rdY  dY^ 

— ^  =  0,  and  — f — -  +  — - 
dx^  dx^  ‘-dx  dx 


d)  at  X  =  /  (point  4), 


-  =  0,  and 


6G  rdY 

C 


rU  1  U  1  1 

MT  dT  J 


Referring  to  Figure  5,  at  points  A  and  B,  we  equate  the  displacements, 
slopes,  bending  moments,  and  shear  forces  for  the  two  hypothetical  sections  of 
the  beams.  These  will  yield  eight  more  equations.  Hence  we  have  a  matrix 
equation  from  the  above  16  conditions  containing  16  constants.  The 
determinant  of  the  above  matrix  D,  set  equal  to  zero  gives  the  frequency 
equation,  i.e.,  for  a  non-trivial  solution 

D'*  =  «■ 

The  roots  of  Equation  (38)  yield  the  complex  natural  frequencies  {<o  s)  of  the 
system. 

To  ,  =  cu„,  +  i  To. 

where  j  =  1,  2,  ...  represents  the  mode  number. 
cj^,  =  modal  damped  natural  frequency,  and 
CO 

rj  =  — -  =  modal  loss  factor. 

^  "Rj 

Once  the  eigenvalues  are  evaluated,  the  corresponding  eigenvectors  needed  to 
plot  the  mode  shapes  can  be  found  by  using  any  15  of  the  16  equations  with  one 
arbitrary  constant. 


III.  NUMERICAL  RESULTS  AND  DISCUSSION 

The  length  and  thickness  of  the  graphite  epoxy  beams  chosen  here  for 
study  are:  /  =  12.25  cm.  and  h  =  0.25  cm.  The  storage  modulus  of  the  beam 
material  as  supplied  by  the  manufacturer  is  124  GPa.  The  material  loss  factor 
of  the  beam  is  taken  as  =  0.004,  which  is  taken  as  a  constant  for  all  the 

modes.  This  corresponds  to  a  damping  ratio  of  0.2%  and  is  believed  to 
represent  closely  the  material  damping  of  the  graphite  epoxy  material  as  found 
from  various  previous  experiments  [13,  14J.  The  thickness  of  the  adhesive 
layer  is  taken  as  0.05  cm.  The  complex  modulus  of  the  adhesive  material, 

which  is  epoxy  resin  in  the  present  case  is  taken  as  4(1  +  i0.04)  GPa  which 

has  a  real  part  of  4  GPa  as  supplied  by  the  manufacturer.  The  complex  shear 
modulus  of  the  adhesive  is  assumed  to  be  1.4(1  +  i0.04)  GPa.  Here  ^2  ”  ^3  ~ 

0.04.  which  corresponds  to  a  constant  damping  ratio  of  2%  for  the  epoxy 
material. 

The  above  quantities  expressed  in  non-dimensional  form  are  used  in  the 
numerical  computation  of  the  eigenvalues  and  eigenvectors.  The  ratio  of  the 

length  of  overlap  to  the  beam  length  is  called  the  overlap  ratio.  Numerical 

results  are  obtained  for  overlap  ratios  of  0.2,  0.4,  0.6,  and  0.8.  Figure  6 
shows  the  variation  of  natural  frequency  with  overlap  ratio  for  the  first 
three  modes  of  vibration.  From  this  plot,  it  is  clear  that  the  natural 
frequency  of  the  system  increases  with  an  increase  in  the  overlap  ratio  for 
all  modes.  Figure  7  is  a  similar  plot  showing  the  variation  of  the  system 

damping  (total  loss  factor  of  the  system)  with  overlap_  ratio.  For  the  case  of 

overlap  ratio  =  0.2,  the  non-dimensional  frequencies  d>  are:  2.86,  13.12  and 

27.24  for  the  first  three  modes.  The  corresponding  system  damping  ratios  are 
Cj,  =  0.534%,  =  0.120%,  and  =  0.054%.  It  should  be  noted  that  the  above 

values  were  obtained  by  assuming  constant  values  of  C  —  0.02%  and  C  =  2.0%  for 
the  material  damping  ratio  of  the  beam  and  the  adhesive  respectively.  It  is 

seen  that,  for  this  case,  the  system  damping  is  higher  than  the  material 

dumping  of  the  beam  only  for  the  first  mode.  For  the  other  two  modes,  the 

system  damping  ratio  appears  to  be  lower  than  the  material  damping  ratio  of 
the  beam.  This  observation,  however,  is  true  only  for  the  above  case  and 
cannot  be  generalized.  To  substantiate  this  point,  let  us  consider  a 

different  case  in  which  the  damping  ratio  of  the  adhesive  was  assumed  to  be 
5%.  and  the  material  damping  of  the  beam  was  kept  the  same.  The  system 

damping  ratios  computed  for  this  case  are:  =  1.66%,  =  0.33%,  C,  = 

0.16%.  There  were  no  significant  changes  in  the  natural  frequencies  of  the 

system.  As  can  be  seen,  the  system  damping  ratios  in  this  case  are 

completely  different  from  the  previous  case  considered.  Hence,  in  order  to 
predict  the  system  damping  ratios,  using  the  present  model,  accurate 
knowledge  about  the  material  damping  ratios  (of  the  beam  and  adhesive)  and 

their  dependence  on  natural  frequency  is  mandatory.  Figures  8  shows  the 

predicted  mode  shapes  of  the  first  mode  for  different  overlap  ratios. 

IV.  COMPARISON  'VITH  EXPERIMENTAL  RESULTS. 

Table  1  shows  both  theoretical  and  experimental  results  of  two  graphite 
epoxy  ’hd  joint  systems  with  overlap  ratios  of  0.2  and  0.4.  All  of  the 

theoretical  results  were  generated  by  considering  simply-supported  boundary 
conditions  at  the  edges. 

The  specimens  were  prepared  by  bonding  two  similar  graphite  epoxy  beams 
over  the  desired  length  of  overlap  using  an  epoxy  adhesive.  The  epoxy  resin 
was  procured  from  CIBA-GEIGY  Corporation.  Much  care  was  taken  to  obtain  a 
good  bond  by  properly  curing  the  Joint  system  in  an  oven.  The  dimensions  of 
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the  unbonded  beams  are:  length  =  12.25  cm,  width  =  2.8  cm,  and  thickness  = 
0.25  cm.  These  dimensions  and  the  material  constants  (Young's  Modulus  and 
Shear  Modulus)  were  input  to  the  computer  program  to  predict  the  theoretical 
natural  frequencies,  modal  damping  ratios  and  mode  shapes. 

The  supports  to  simulate  simple-supported  boundaries  at  the  ends  were 
specially  fabricated  in  the  form  of  two  separate  triangular  blocks  with  a 

knife  edge  on  each,  to  support  the  beam,  one  from  top,  and  the  other  from 

bottom.  The  two  blocks  were  then  clamped  to  a  rigid  base.  In  order  to 
evaluate  the  experimental  simulation  of  these  supports,  a  trail  test  was 
first  conducted  on  an  aluminum  beam.  Excellent  agreement  was  obtained  between 
theoretical  natural  frequencies  (computed  using  simply-supported  boundary 

conditions)  and  measured  values.  In  fact,  the  percentage  difference  between 
the  two  results  never  exceeded  2%  for  the  first  four  natural  frequencies. 
Having  established  the  validity  of  the  above  test  fixtures,  experiments  were 
later  conducted  on  graphite  epoxy  lap-jointed  beams.  An  impact  hammer  with  an 
attached  force  transducer  was  used  to  excite  the  specimen  and  the  resp>onse  was 
measured  by  a  mini-accelerometer  (Bruel  &  Kjaer  4375).  The  frequency  response 
(ratio  of  acceleration  to  force  signals)  was  immediately  computed  and  recorded 

on  a  FFT  analyzer  (Bruel  &  Kjaer  2032).  The  modal  parameters  were  then 

computed  using  the  Structural  Measurement  Systems  (SMS)  modal  analysis 
software. 

Referring  to  Table  1  it  is  seen  that  there  is  good  agreement  between  the 
predicted  values  of  natural  frequencies  and  experimental  data.  The 

percentage  difference  between  the  two  results  is  in  the  range  of  3  to  9%.  The 
small  discrepancies  in  the  two  results  can  be  attributed  to  several 

assumptions  made  in  the  theoretical  analysis.  The  major  assumption  is  the  use 
of  a  constant  value,  with  frequency  of  vibration,  for  the  modulus  of  the 
material.  The  measured  damping  ratio  values  in  column  7  (Table  1)  are  higher 
than  the  predicted  values.  This  is  presumably  due  to  additional  damping 

contributions  at  the  end  supports  in  the  experimental  data.  In  order  to 
substantiate  this,  damping  measurements  were  made  on  the  same  samples  without 
the  end  fixtures.  Column  8  of  Table  1  shows  these  results.  In  this  case, 
testing  was  done  by  simply  mounting  the  sample  directly  on  a  shaker  using  a 
thin  layer  of  wax.  The  resonance  frequencies  in  this  case  were,  of  course, 
somewhat  different  front  those  obtained  previously  using  the  simply-supported 
boundary  conditions.  But,  it  is  interesting  to  notice  that  the  predicted 

damping  values  in  column  6  and  the  measured  data  in  column  8  are  of  the  same 
order.  Next,  theoretical  mode  shape  is  compared  with  experimental  mode  shape 
in  Figure  9  for  mode  1.  There  is  excellent  agreement  between  the  two  mode 
shapes  for  the  first  mode  as  seen  in  Figure  9. 

V.  EXPERIMENTAL  STUDY  OF  DAMPING  OF  BONDED  DOUBLE-BUTT 
JOINT  SPECIMENS 

This  section  contains  the  results  of  experiments  conducted  on  beam  and 
double-butt-joint  .specimens  in  a  vacuum  chamber.  Damping  measurements  were 
made  on  the  following  ten  graphite  epoxy  samples  which  were  procured  from 
Sikorski  Aircraft  Company: 

i)  Five  identical  graphite  epoxy  beam  specimens  with  a  double-butt  joint  in 
the  middle  as  shown  in  Figure  10  and  ii)  Five  identical  graphite  epoxy  beam 
specimens  of  dimensions  as  in  1  but  with  no  joints. 

In  each  of  the  above  experiments,  the  specimen  was  mounted  at  its  center 
directly  on  the  shaker  using  a  thin  layer  of  wax.  This  closely  simulated 
free-free  boundary  conditions  at  the  edges.  Only  odd  numbered  modes  were 
excited,  since  the  specimen  was  mounted  at  the  center,  which  happens  to  be  a 
node  point  for  all  even  numbered  modes  for  free-free  boundary  conditions. 
All  the  damping  measurements  wee  made  using  the  usual  improved  half-power 
points  method  as  described  in  [13,  14j. 
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Much  care  was  taken  to  maintain  identical  environmental  conditions  in  all 
of  the  above  experiments.  The  damping  measurements  were  made  precisely  by 
zooming  in  on  each  mode  thus  increasing  the  frequency  resolution  of  the 
analyzer  and  minimizing  the  influnce  of  external  noise. 

First,  measurements  were  made  on  the  double-butt-jointed  (DBJ)  specimens. 
In  each  case,  the  specimen  with  the  shaker  was  kept  inside  the  vacuum  chamber 
and  damping  ratios  and  resonance  frequencies  were  measured  for  the  first  and 
third  mode  of  vibration,  before  the  air  was  pumped  out.  Then  the 
measurements  were  repeated  in  a  vacuum  when  the  pressure  inside  the  chamber 
was  about  0.1  mm  of  hg.  The  test  temperature  remained  ambient  in  both  cases. 
Table  2  shows  a  summary  of  results  for  the  five  DBJ  specimens  tested  under 
vacuum  conditions.  No  significant  change  in  the  values  of  the  damping  ratio 
was  noticed  between  the  experiments  conducted  under  normal  atmospheric 
pressure  and  in  a  vacuum.  This  difference  in  the  values  of  the  damping  ratio 
was  in  fact  in  the  range  of  0.01-0.02%  during  most  of  the  trials. 

From  Table  2,  it  is  seen  that  the  average  value  of  the  damping  ratio  of 

the  DBJ  specimen  for  the  first  mode  is  0.114%  and  that  for  the  third  mode  is 

0.155%.  The  small  discrepancies  in  the  values  of  the  resonance  frequencies  in 
the  five  samples  could  be  attributed  to  a)  slight  differences  in  their 
dimension  and/or  b)  slight  differences  in  the  exact  location  of  the  excitation 
point  during  mounting. 

The  next  set  of  experiments  was  conducted  on  the  five  beam  specimens  with 
no  Joints  (having  the  same  dimensions  as  the  DBJ  samples)  under  identical 

environmental  conditions  as  maintained  with  the  DBJ  specimens.  The  results 
are  tabulated  in  Table  3.  Here,  it  is  seen  that  the  beam  has  an  average 
value  of  the  damping  ratio  of  0.107%  for  the  first  mode  and  0.138%  for  the 

third  mode. 

By  comparing  the  results  of  Table  2  and  3,  it  is  clear  that,  although  the 

damping  ratio  values  for  the  jointed  specimens  appear  somewhat  higher  than 
those  of  the  beam  specimens,  this  difference  is  almost  unnoticeable.  This 
observation  is  also  true  from  the  previous  damping  results  of  lap-jointed 
specimens  with  free-free  boundary  conditions. 

VI.  CONCLUSIONS 

The  analytical  model  described  in  this  paper  can  be  used  to  predict  the 
natural  frequencies  and  the  modes  shapes  of  a  bonded  lap  joint  system  for  free 

vibration.  The  model  can  also  be  used  to  predict  the  system  modal  damping 

values  by  properly  choosing  the  material  damping  values  of  the  beam  and  the 
adhesive.  agreement  between  numerical  and  experimental  results  for  the 

natural  frequencies  of  the  lap-jointed  beam  system  was  obtained.  From  the 

numerical  and  experimental  results  obtained  on  lap-jointed  beams,  it  is  clear 
that  the  natural  frequencies  of  the  system  increase  with  an  increase  in  the 

length  of  overlap.  From  the  experimental  results  of  bonded  lap-joint  and 

bonded  butt-joint  specimen^^  the  increase  in  the  value  of  the  damping  ratio  due 
to  the  presence  of  bonded  joints  in  the  system  does  not  appear  to  be 

very  significant.  More  work  is,  however,  needed  in  this  area  to  determine  if 

the  bonded  joints  can  be  relied  upon  to  increase  the  system  damping  capacity. 
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SYSTEM-  TWO  PARALLEL  BEAMS  WITH  A 

LAP  JOINT 


Figure  1,  Two  Parallel  Beans  with  a  Lap  Joint 
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ANALYSIS 
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Figure  2.  Hypothetical  Division  of  the  System  Showing  the  Coordinates  for 
Analysis 
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Figure  3.  Free  Body  Diagram  of  a  Differential  Element  in  the  Overlap 
Region 
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Figure  5. 
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Figure  4. 


A  Small  Element  of  the  Viscoelastic  Layer 
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Illustration  of  the  Locations  of  Boundary  and  Continuity 
Conditions 
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Natral  Frequency 


vs  Overlap  Ratio 


Damping  Ratio  (%) 


Damping  Vs  Overlap  Ratio 


Overlap  Ratio 

Figure  7.  Plot  of  Damping  Ratio  vs.  Overlap  Ratio 
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Overlap 

Ratio 

Mode  No. 

Natural  Frequency(Hz) 

Damping  Ratio(%) 

L 

Theory^ 

Expt^ 

%Error 

Theory^ 

Exptf 

Expt? 

1 

195.90 

207.07 

5 

0.534 

1.51 

0.20 

0.2 

2 

898.46 

986.22 

9 

0.120 

1.63 

0.16 

3 

1864.49 

1984.00 

6 

0.054 

2.29 

0.10 

1 

263.46 

270.60 

3 

0.128 

0.68 

0.43 

0.4 

2 

1148.41 

1075.49 

-6 

0.147 

1.43 

0.12 

3 

2492.74 

2684.37 

7 

0.200 

0.83 

0.15 

^Using  Simply-Supported  boundary  conditions 
2 

Using  Free  Free  boundary  conditions. 


Table  1.  Comparison  of  Theoretical  and  Experimental  Results  of  the 
Graphite  Epoxy  Lap  Joint  Systems 
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Double-Bu!t“Jointed  Specimen 


All  dimensions  in  cm. 


Table  2- 


Sample  No. 

Damping 

Ratio 

Mode  1 
(259  Hz) 

Mode  3 
(1376  Hz) 

1 

0.113% 

0.144% 

2 

0.102% 

0.126% 

3 

0.127% 

0.169% 

4 

0.105% 

0.174% 

5 

0.122% 

0.162% 

Averoge 

0.114% 

0.1 55% 

Table  3  • 


Sample  No. 

Damping  Ratio 

Mode  1 
(337  Hz) 

Mode  3 
(1779  Hz) 

1 

0.108% 

0.148% 

2 

0.126% 

0.149% 

3 

0.106% 

0.123% 

4 

0.108% 

0.122% 

5 

0.091% 

0.149% 

Average 

0.107% 

0.1 38% 

Experimental  Results  of  Double-Butt  Jointed  and  Beam  Specimens 
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Figure  10. 


OPTIMAL  CONSTRAINED  VISCOELASTIC  TAPE  LENGTHS  FOR 
MAXIMIZING  DAMPING  IN  LAMINATED  COMPOSITES 


P.  RAJU  MANTENA,  RONALD  F.  GIBSON  and  SHWILONG  J.  HWANG 
Department  of  Mechanical  Engineering, 
University  of  Idaho, 

Moscow,  Idaho  83843. 


APSISACT 


In  this  paper,  the  results  of  experimental  investigations  conducted 
on  glass/epoxy  and  graphite/epoxy  composite  laminated  beams  with 
constrained  layer  surface  damping  treatments,  are  reported.  The  Fast 
Fourier  Transform  based  impulse  technique  is  used  for  identifying  an 
optimal  length  of  damping  tape  to  be  applied  for  maximizing  the  structural 
loss  factor.  This  requirement  stems  from  a  need  (as  in  helicopter  rotor 
blade  applications)  for  a  trade-off  between  the  added  weight  of  the 
viscoelastic  layer  and  the  resultant  changes  in  the  dynamic  characteristics 
of  the  structure. 

The  experimental  data  is  compared  with  analytical  results  obtained  by 
a  modal  strain  energy/three  dimensional  finite  element  method.  This  study 
has  shown  that,  for  a  given  composite  structure  and  boundary  conditions 
there  exists  an  optimum  length  of  the  constraining  layer  which  produces 
maximum  shear  deformation  of  the  intermediate  viscoelastic  damping  layer, 
thus  providing  effective  vibration  control  in  severe  dynamic  environments. 
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INTRODUCTION 

Surface  damping  treatments  have  been  in  vogue  for  quite  some  time  for 
solving  a  variety  of  resonant  noise  and  vibration  problems  -  especially 
those  associated  with  sheet  metal  structure  vibration.  Such  treatments, 
which  capitalize  on  the  inherent  damping  of  a  highly  dissipative  material, 
can  easily  be  applied  as  a  single  layer  (as  with  auto  unde rcoa tings)  to  one 
or  both  sides  of  existing  structures  and  provide  high  damping  capability 
over  a  wide  temperature  and  frequency  range.  In  case  of  the  free -layer 
(also  referred  to  as  extensional  or  unconstrained)  damping  treatment,  when 
the  base  plate  bends  the  amount  of  energy  absorbed  per  oscillation  depends 
on  the  mean  longitudinal  strain  ii^duced  in  the  coating.  Degree  of  damping 
is  therefore  limited  by  thickness  and  weight  restrictions. 

On  the  other  hand,  for  a  given  weight,  the  shear  type  of  damping 
treatment,  which  can  be  obtained  by  the  application  of  commercially 
available  damping  tapes  to  the  base  structure,  is  found  to  be  more 
efficient  than  the  unconstrained- layer  damping  treatment.  This  efficiency 
is  balanced,  however,  by  greater  complications  in  analysis  and  application. 
The  treatment  is  similar  to  the  unconstrained- layer  type  except  that  the 
viscoelastic  material  is  constrained  by  a  metal  layer.  Therefore,  whenever 
the  structure  is  subjected  to  cyclic  bending,  the  thin  and  extensionally 
stiff  metal  foil  placed  on  top  of  a  thin  layer  of  dissipative  material  (an 
adhesive,  for  example),  constrains  the  viscoelastic  layer,  thus  forcing  it 
to  deform  in  shear.  Since  shear  deformation  is  considered  to  be  one  of  the 
major  mechanisms  by  which  energy  is  dissipated  in  poljnneric  adhesives,  the 
large  shear  strains  so  produced  provide  considerable  damping.  This  is  the 
basic  principle  that  is  exploited  in  constrained  layer  damping  treatments. 

For  facilitating  the  desired  performance,  parameters  other  than 
temperature  and  frequency,  namely  geometry,  stiffness,  mass  and  resonance 
mode  shape  of  the  structure  to  which  the  control  system  is  applied  will 
also  equally  effect  the  performance.  The  methods  of  analysis  for  such  free- 
layer  and  constrained  layer  damping  systems  were  developed  by  Ross-Kerwin- 
Ungar  (referred  to  as  the  RKU  analysis)  in  the  sixties^  and  have  been  most 
widely  used  for  predicting  the  structural  response  under  both  extensional 
and  shear  deformations.  Application  of  this  RKU  method  with  improvements 
and/or  modifications  thereof  for  noise  reduction  in  helicopter  cabins,  in 
diesel  engines,  for  vibration  control  in  a  jet  engine  inlet  guide-vanes  and 
in  aircraft  weapons  dispensers  are  reported  by  Jones^’  ,  Rogers  and 
Nashif^,  Nashif,  Jones  and  Pariij^.  and  Nashif  and  Nicholas®,  respectively. 
Ely  reports  of  advanced  designs^’  for  an  A-7  center  section  and  F-111 
outboard  spoiler  using  constrained  layer  damping  treatment  which  extended 
their  service  life  by  a  factor  of  at  least  fifty.  About  one -half  of  that 
improvement  was  attributed  to  constrained  layers  of  AF-32  adhesive,  the 
remainder  of  the  improvement  was  due  to  changes  in  materials,  shapes, 
forming  and  fastening. 

Almost  all  the  reported  applications  were  designed,  however,  to 
improve  the  dynamic  response  of  metallic  structural  elements.  To  the 
authors'  knowledge,  there  have  been  a  very  limited  number  of  previous 
applications^  of  constrained  layer  damping  treatments  for  vibration  control 
of  composite  structural  elements.  In  the  recent  past,  an  exhaustive  study 
of  the  optimization  of  the  internal  material  damping  of  various  types  of 
advanced  composites  has  been  undertaken,  both  at  the  University  of  Idaho 
and  at  other  research  institutions.  These  analytical  and  experimental 
investigation."?  included  aligned  short  fiber  composites  *  ;  aligned  short 


IAB-2 


fiber  off-ay.s  composites^^’^  ;  randomly  oriented  short  fiber  composites^^ ; 
and  two  ^nd  three  dimensional  modeling  of  laminated  compos ites . 
Paramecers  such  as  loading  angle,  fiber  aspect  ratio,  fiber  tip  spacing, 
ply  thickness,  and  damping  ratio  between  the  fiber  and  matrix  materials 
were  adjusted  to  improve  the  performance  of  composite  materials  in  a 
dynamic  environment. 


OBJECTIVE  AND  SCOPE  OF  RESEARCH 


Designs  generated  by  parametric  studies  of  the  type  described  above 
are,  however,  at  best  locally  optimal  with  improvements  of  internal 
material  damping  being  restricted  by  the  properties  of  the  fiber  and  matrix 
materials,  along  with  an  inherent  trade*off  between  damping  and  stiffness. 
Many  of  the  composite  structures  used  in  military  and  space  applications, 
however,  are  subjected  to  severe  dynamic  loading  environments  where  such 
a  trade-off  may  not  be  desirable.  With  enhancement  of  internal  material 
damping  having  already  been  exploited  to  its  peak  level  by  the  methods 
described  above,  further  vibration  control  by  the  use  of  surface  damping 
treatments  to  reduce  resonant  displacements  and  noise  level  provides  the 
scope  for  exploratory  studies  of  the  type  reported  in  this  paper. 

As  such,  the  objective  of  this  research  was  to  demonstrate  the 
potential  for  improvement  and  optimization  of  damping  in  laminated 
anisotropic  composite  structures  with  constrained  viscoelastic  layer 
damping  tapes.  The  Influence  of  damping  tape  distribution  and  boundary 
conditions  on  damping  of  different  modes,  in  unidirectional  and  off  axis 
glass/epoxy  and  graphlte/epoxy  composite  beams  were  Investigated. 
Experimental  data  generated  by  a  Fast  Fourier  Transform  based  impulse 
technique  was  compared  with  analytical  predictions  obtained  by  a  modal 
strain  energy  /  three  dimensional  finite  element  method. 

EXPERIMENTAL  PROCEDURES 

A  12  inches  (304.8  mm)  x  12  inches  (304.8  mm),  16  ply  unidirectional 
aligned  continuous  E-glass/epoxy  (3M  Scotchply  1003)  composite  p'late  with  a 
thickness  of  0.13  inches  (3.3  mm)  was  fabricated  as  per  manufacturer’s 
specifications,  using  an  autoclave -style  process^^.  Cantilever  beam 
specimens  3  inches  long  (127  mm)  x  1  inch  wide  (25.4  mm)  were  machined 
from  this  plate.  Similarly,  unidirectional  and  20^  off-axis  graphlte/epoxy 
specimens  having  dimensions  of  8  inches  (203.2  mm)  long  x  0.75  inches 
(19.05  mm)  wide  x  0.057  Inches  (1.45  mm)  thick  were  machined  from  a 
laminated  plate  fabricated  with  12  plies  of  Flberite  Hy-E1034C  (T300 
graphite  fibers  /  934  epoxy  resin)  prepreg  tape.  Base  line  loss  factor  data 
was  obtained  for  these  bare  specimens  (comprising  the  base  structure,  i.e 
without  damping  tape)  by  testing  them  as  cantilever  beams  for  different 
span  lengths  (to  get  the  frequency  dependency)  using  the  impulse -frequency 
response  vibration  technique. 

In  the  impulse -frequency  response  technique,  the  specimen  is  excited 
by  using  an  impulse  hammer  with  a  piezo-electric  force  transducer  in  its 
tip.  The  specimen  response  is  measured  by  a  non- contacting  eddy  current 
proximity  transducer,  located  away  from  the  nodal  points.  By  curve  fitting 
the  resonant  peak  of  the  Fourier  Transformed  frequency  response  function 
displayed  on  the  screen  of  the  spectrum  analyzer,  the  loss  factor-  (a 
measure  of  damping)  of  the  composite  specimens  is  obtained  with  the  half¬ 
power  bandwidth  relationship  : 
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Af 


(1) 


where  Af  -  half -power  bandwidth  of  resonant  peak 

frequency  response  curve  at  resonant 
frequency  f^. 

For  further  details  of  the  impulse -frequency  response  technique  the  reader 
is  referred  to  Reference  22. 

Damping  tape  (3M  type  SJ-2052X)  having  a  0.005  Inches  (0.127  mm) 
thick  ISD  112  acrylic  polymer  viscoelastic  adhesive  and  a  0.01  inches 
(0.254  mm)  thick  dead  soft  aluminum  backing  as  the  constraining  layer  was 
then  applied  on  one  side  of  the  glass/epoxy  and  graphite/epoxy  specimens 
comprising  the  base  structure  for  different  ratios  of  tape  length  to 
cantilever  beam  length.  Loss  factor  data  was  again  obtained  for  different 
boundary  conditions  such  as  tape  fixed  at  root  (i.e  at  clamped  end),  tape 
free  at  root  and  for  tape  applied  about  0.5  inches  (12.7  mm)  from  the 
clamped  end,  as  shown  in  Figure  1.  Both  first  and  second  mode  loss  factor 
data  was  obtained,  with  three  specimens  tested  in  each  category. 

MODAL  STRAIN  ENERGY  /  FINITE  ELEMENT  METHOD 

The  resulting  experimental  data  was  compared  with  the  analytical 
predictions  obtained  by  a  modal  strain  energy  /  three  dimensional  finite 
element  method.  The  strain  energy  method  has  been  proven  to  be  an  accurate 
and  flexible  technique  for  determining  damping  of  structures.  The  concept 
of  damping  in  terms  of  strain  energy  quantities  was  apparently  first 
introduced  by  UmV  and  Kerwin^^  and  was  later  implemented  in  finite 
element  analysis^  In  the  current  research,  this  method  was  used  in 

a  three-dimensional  finite  element  formulation  for  determining  the  loss 
factor  of  the  composite  beam  specimens  with  variations  of  cross-section 
(due  to  application  of  damping  tape  for  different  ratios  of  tape  to  beam 
length)  and  boundary  conditions.  The  finite  element  code  used  in  this  work 
is  the  SAP  IV  finite  element  program^®  which  was  modl^fied  for  the 
calculation  of  the  loss  factor  by  the  strain  energy  method^^'^®.  For  more 
details  of  this  three  dimensional  modal  strain  energy  /  finite  element 
technique,  the  reader  is  referred  to  References  19,20. 

By  this  approach,  an  eigenvalue/eigenvector  problem  for  free  undamped 
vibration  is  performed  with  the  finite  element  method.  The  structural  loss 
factor  for  each  mode  of  vibration  is  calculated  by  using  the  mode  shape  and 
the  material  loss  factor  for  each  material.  That  is,  strain  energies  are 
calculated  based  on  the  resulting  eigenvector  (mode  shape)  without 
concerning  the  real  amplitude  of  the  mode  shape.  The  loss  factor  of  the 
overall  structure  (with  the  applied  damping  treatment)  may  therefore  be 
formulated  as  the  weighted  average  of  the  loss  factors  of  the  constituents 
(i.e.  base  structure,  damping  layer  and  constraining  layer)  along  with 
their  respective  strain  energies  as  weighting  constants.  Thus  the 
structural  loss  factor  at  a  macro -mechanical  level  may  be  expressed  as  ; 

’'a  Wa  +  Wfa  +  »?c  Wc 

rts  *  -  (2) 

Wa  +  Wb  + 
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where  17  is  the  loss  factor,  V  is  the  strain  energy  and  subscripts  s,a,b, 
and  c  refer  to  the  total  structure,  adhesive  layer,  base  (composite) 
structure  and  constraining  layers,  respectively.  Due  to  the  anisotropic 
nature  of  the  composite  base  structure,  further  decomposition  of  the  strain 
energy  terms  into  terms  associated  with  different  stress  components  is  also 
required^^’^®. 

Based  on  some  initial  strain  energy  convergence  studies,  optimum 
aspect  ratios  (length/thickness)  of  the  three-dimensional  eight-node  thick 
shell  elements  used  for  modeling  the  different  layers  that  constitute  the 
composite  structure  were  selected.  Figure  2  shows  a  typical  gridwork  for  a 
composite  specimen  with  a  damping  tape-to-beam  length  ratio  of  0.6  and  with 
a  free  boundary  condition  at  the  clamped  end.  Solution  times  for  such  a 
configuration  and  related  models  ranged  from  250  to  500  seconds  (CPU)  on  an 
IBM  4341  main  frame  system.  Constituent  material  properties  used  in  the 
analytical  models  are  shown  in  Table  1.  Because  of  the  frequency  and 
temperature  sensitivity  of  both  the  shear  modulus  and  loss  factor  of  the 
ISD  112  viscoelastic  adhesive  in  the  damply  tape,  appropriate  data  based 
on  nomographs  supplied  by  the  manufacturer"^'  and  Reference  28  was  used  to 
account  for  the  differences  in  mode  1  and  mode  2  frequencies.  Also  the 


Poisson's  ratio  for  the  nearly  incompressible  viscoelastic  adhesive  was 
taken  as  0.49  (instead  of  0.5),  to  avoid  numerical  difficulties^’. 


SSULTS  AND  DISCUSSION 


As  can  be  observed  in  Figure  3,  for  the  first  mode  of  vibration,  an 
optimized  length  of  the  viscoelastic  material  at  which  the  system  damping 
(glass/epoxy  base  structure  with  tape)  is  maximum  is  clearly  evident  for 
both  the  boundary  conditions  of  tape  fixed  and  tape  free  at  root  (i.e  at 
the  clamped  end  with  N/L  -  0) .  Of  particular  interest  is  that  for  an 
optimum  tape-to-beam  length  ratio  of  0.5,  the  system  damping  is 
significantly  higher  for  the  case  where  the  tape  is  fixed  at  the  root  (by 
about  15  times)  than  for  the  case  where  the  tape  is  free  at  root.  The 
existence  of  an  optimized  length  of  viscoelastic  material  for  which  the 
structural  damping  is  maximum  was  also  observed  by  Plunkett  and  Lee^®. 
Their  investigations  were  limited,  however,  to  applications  for  metallic 
materials  and  the  effects  of  tape  boundary  conditions  were  not  taken  into 
account . 

For  the  condition  where  the  tape  was  applied  at  a  distance  of  0.5 
inches  (12.7  mm)  from  the  clamped  end  (N/L/  -  0.1),  Figure  5  shows  that  the 
damping  effectiveness,  although  improved,  is  not  as  significant  as  for  the 
above  two  cases.  This  is  not  surprising  since,  in  the  first  mode  of 
vibration,  the  most  highly  stressed  region  is  at  the  clamped  end.  With  no 
tape  in  this  region  to  provide  the  additional  damping  mechanism  (by  shear 
deformation  of  the  viscoelastic  adhesive)  the  overall  improvement  is 
minimal .  The  experimental  results  (with  scatter)  obtained  with  the  impulse 
hammer  technique  show  fair  agreement  with  finite  element  analytical 
predictions.  Better  agreement  is  expected  if  the  data  on  complex  shear 
modulus  of  the  damping  layer  is  available  in  the  form  of  accurate 
regression  equations.  The  results  shown  here  are  based  on  estimates  from 
Nomographs . 

Loss  factor  data  for  the  second  mode  (Figures  4  and  6)  beyond  T/L  - 
0.6  for  all  the  three  boundary  conditions  could  not  be  experimentally 
obtained  with  the  impulse  hammer  technique  because  the  peaks  were  almost 
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flat  (damped  out)  in  this  region.  The  high  damping  ratios  predicted  by  the 
analytical  model  for  these  conditions  (beyond  T/L  -  0.6)  also  confirm  this 
effect.  As  such,  specimens  with  a  longer  cantilever  span  (Instead  of  the 
five  inches  used  here)  were  expected  to  give  more  distinguishable  resonant 
peaks  for  the  second  mode  of  vibration.  Accordingly,  the  unidirectional  and 
off-axis  graphite/epoxy  specimens  were  tested  with  an  eight  inch 
cantilever  span  to  facilitate  complete  frequency  dependence  of  the 
experimental  validation  of  the  analytical  predictions. 

Figures  7  and  8  once  again  show  a  comparable  improvement  in  damping 
for  both  fixed  and  free  boundary  conditions  of  the  damping  tape  as  applied 
to  the  unidirectional  graphite/epoxy  base  structure.  The  damping  ratio  is 
not  so  significant,  however,  for  the  off-axis  eraphite/epoxy  specimens 
(Figures  9  and  10).  This  is  because,  with  the  20^  off-axis  case  the  base 
structure  itself  exhibited  a  high  intrinsic  loss  factor  (about  0.0134  for 
mode  1  and  0.0252  for  mode  2). 

The  critical  observation  that  by  fixing  the  constrained  layer  tape  at 
the  clamped  end,  significantly  higher  overall  damping  could  be  obtained, 
was  further  investigated.  This  has  important  ramifications  by  way  of  added 
weight  trade-offs  when  such  surface  damping  treatments  are  planned,  for 
example,  in  helicopter  rotor  blade  applications.  To  simulate  better  the 
finite  element  model  of  the  tape  being  fixed  at  root,  some  experiments  were 
repeated  by  fixing  the  tape  at  the  root  with  a  clamp  along  the  face  of  the 
vise  instead  of  having  the  tape  inside  the  vise  (Figure  1) ,  As  shown  in 
Table  2  the  damping  effectiveness  is  once  again  comparably  higher  than  for 
the  free  at  root  boundary  condition.  (The  marginal  variations  in  the  loss 
factor  data  presented  here  with  the  data  in  Figure  3  is  attributed  to  a 
different  batch  of  damping  tape  that  was  used  for  these  tests).  The 
Increased  through-the-thickness  shear  strain  In  the  adhesive  as  a  result  of 
fixing  the  tape  at  the  root  is  responsible  for  the  Increase  in  the  system 
damping.  This  is  easily  verified  by  observing  the  shear  strain  energy  ratio 
obtained  by  the  3-D  finite  element  method  for  the  fixed  vs  free  boundary 
conditions  at  root,  as  shown  in  Figures  11  and  12  for  both  the  first  and 
second  modes  of  vibration. 

Similar  conclusions  on  the  effects  of  boundary  conditions  were 
reported  by  Mead  and  Markus''^,  who  developed  a  closed  form  analytical 
solution  for  sandwich  beams  with  fixed,  free  and  simply  supported  boundary 
conditions.  Their  results  suggest  that  the  effect  of  boundary  conditions 
depends  on  the  frequency  range,  however,  and  that  the  maximum  system  loss 
factor  is  not  very  sensitive  to  boundary  conditions.  A  direct  comparison  of 
the  present  results  with  those  of  Mead  and  Markus  is  not  possible  because 
the  present  work  is  concerned  with  discontinuous  damping  layers  whose 
complex  shear  modulus  varies  with  frequency,  whereas  Mead  and  Markus 
analyzed  continuous  damping  layers  whose  complex  shear  modulus  is  assumed 
to  be  constant. 

Finally,  Figure  13  shows  polaroid  pictures  of  the  first  mode  peaks  in 
the  frequency  response  spectrum  taken  from  the  screen  of  the  HP3582A 
spectrum  analyzer,  for  the  case  where  the  tape  was  fixed  at  the  root  in 
conjunction  with  different  lengths  of  the  tape  applied  to  the  base 
structure.  The  shortening  and  widening  of  the  peak  indicates  how  the  tape 
is  effective  in  damping  resonant  vibrations. 
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CONCLUSIONS 

Measurement  and  predictions  show  that,  for  a  given  composite 
cantilever  beam  vibrating  in  a  given  mode,  there  is  an  optimum  damping  tape 
distribution  for  maximum  damping.  Significant  improvements  in  damping  were 
predicted  and  measured  when  the  constraining  layer  was  clamped  at  the  fixed 
end  of  the  beam.  The  amount  of  damping  tape  (and  its  added  weight)  required 
to  produce  a  given  improvement  in  damping  can  be  significantly  reduced  by 
clamping  the  tape  at  the  fixed  end  of  the  beam.  The  three-  dimensional 
finite  element  implementation  of  the  modal  strain  energy  method  proved  to 
be  a  powerful  analytical  tool  for  predicting  damping  of  such  complex 
systems.  Finally,  the  Impulse -frequency  response  technique  is  a  fast  and 
accurate  method  for  measuring  damping  in  such  structures. 
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TABLE  2.  Typical  experimental  data  on  the  influence  of  tape  boundary 
conditions  (at  the  clamped  end  of  the  beam)  on  system  damping  for  the  first 
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DAMPING  TAPE  -  DISTRIBUTION  AND  BOUNDARY  CONDITIONS 
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Figure  1.  Distribution  and  boundary  conditions  of  the  damping  tf>pe  appl 
on  one  side  of  the  composite  base  structure. 
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TAPE  LENGTH  /  BEAM  LENGTH  (T/L) 


Figure  3.  Variation  of  loss  factor  with  tape  length  in  mode  1  vibration  for 
fixed  and  free  boundary  conditions  at  root,  with  a  unidirectional 
glass/epoxy  composite  base  structure. 
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Figure  A.  Variation  of  loss  factor  with  tape  length  in  mode  2  vibration  for 
fixed  and  free  boundary  conditions  at  root,  with  a  unidirectional 
glass/epoxy  composite  base  structure. 
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Figure  5.  Variation  of  loss  factor  with  tape  length  in  mode  1  vibration  for 
no  tape  at  root  boundary  condition,  with  a  unidirectional  glass/epoxy 
composite  base  structure. 
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Figure  6.  Variation  of  loss  factor  with  tape  length  in  mode  2  vibration  for 
no  tape  at  root  boundary  condition,  with  a  unidirectional  glass/epoxy 
composite  base  structure. 
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Figure  7.  Variation  of  loss  factor  with  tape  length  in  mode  1  vibration  for 
fixed  and  free  boundary  conditions  at  root,  with  a  unidirectional 
graphite/epoxy  composite  base  structure. 
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Figure  8.  Variation  of  loss  factor  with  tape  length  in  mode  2  vibration  for 
fixed  and  free  boundary  conditions  at  root,  with  a  unidirectional 
graphite/epoxy  composite  base  structure. 
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Figure  9.  Variation  of  loss  factor  with  tape  length  in  mode  1  vibration  for 
fixed  and  free  boundary  conditions  at  root,  with  a  20  off-axis 
graphite/epoxy  composite  base  structure. 
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Figure  10.  Variation  of  loss  factor  with  tape  length  In  mode  ^vibration 
for  fixed  and  free  boundary  conditions  at  root,  with  a  20  off-axis 
graphlte/epoxy  composite  base  structure. 
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Figure  11.  Analytical  predictions  of  through- the -thickness  shear  strain  in 
adhesive  for  fixed  vs  free  boundary  conditions  at  root,  in  mode  1 
vibration . 
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Figure  12.  Analytical  predictions  of  through- the -thickness  shear  strain  in 
adhesive  for  fixed  vs  free  boundary  conditions  at  root,  in  mode  2 
vibration. 
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(a)  Tape/Beam  Length  -  0.0 
1st  Mode  Frequency  -  135  Hz 
Loss  factor  “  0.004 


(b)  Tape/Beam  Length  -  0.2 

1st  Mode  Frequency  -  137  Hz 
Loss  Factor  "  0.027 


(c)  Tape/Beam  Length  -  1.0 
1st  Mode  Frequency  -  147  Hz 
Loss  Factor  -  0.083 


Figure  13  (a,b,and  c) .  Shortening  and  widening  of  the  1st  mode  peak  (as 
observed  on  the  screen  of  the  spectrum  analyzer)  for  different  tape/beam 
length  ratios  indicating  how  the  tape  is  effective  in  damping  resonant 
vibrations  of  the  glass/epoxy  composite  specimens. 
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ABSTRACT 

The  impressive  potential  of  Stand-OfF-Damping  (SOD)  systems  (historically  re¬ 
ferred  to  as  “spaced”  damping  treatments)  to  control  structural  resonant  response 
levels  has  long  been  recognized.  However,  the  inability  to  identify  materials  that  store 
virtually  no  bending  energy  while  transferring  significant  shear  loads  has  essentially 
rendered  this  concept  an  academic  novelty. 

This  paper  presents  analytical  and  experimental  results  of  a  study  conducted  to 
investigate  a  practical  SOD  system.  The  analysis  for  a  simply  supported  four  layer 
beam  system,  consisting  of:  1)  a  base  structure;  2)  a  stand-off  layer;  3)  a  dissipative 
viscoelastic  layer;  and  4)  a  constraining  layer  are  presented.  The  numerical  results  of 
a  limited  parametric  study  to  investigate  the  relationship  between  the  Stand-Off  layer, 
damping  layer,  and  constraining  layer  geometries  and  modulus  values  are  presented. 
Computer  generated  plots  of  modal  loss  factor,  RMS  response  ratio,  peak  response 
ratios,  and  frequency  ratios  as  a  function  of  temperature  for  a  damped  and  undamped 
test  case  are  reviewed.  Finally,  experimental  test  results  of  modal  loss  factor  for  a 
conventional  three  layer  damping  system  and  a  SOD  system  are  compared  to  the 
predicted  values  for  a  generic  test  article. 

1.0  INTRODUCTION 

Of  the  many  critical  design  criteria  by  which  modern  military  and  civilian  aircraft 
are  designed  and  manufactured,  those  related  to  the  dynamic  behaviors  of  the  structure 
are  the  most  difficult  to  quantify  prior  to  actual  use  of  the  aircraft.  Specifically,  fatigue 
failure  from  high-frequency  vibration  and  acoustic  noise  can  occur  at  many  locations  in 
the  secondary  structure;  yet  the  determination  of  location  and  magnitude  of  structural 
response  is  usually  obtained  from  component  or  full-scale  tests.  The  usual  consequence 
of  finding  undesirable  dynamic  behavior  is  either  to  redesign  the  structure,  which  is 
expensive,  or  modify  it  with  additional  structural  stiffeners. 

Another  acceptable  remedy  to  reduce  the  damaging  effects  of  high-frequency  vi¬ 
bration  is  to  provide  a  local  damping  treatment  of  suitable  density  and  distribution 
to  reduce  the  overall  amplitude.  Because  damping  materials  add  weight  they  must,  of 
necessity,  be  properly  designed  to  achieve  the  required  level  of  damping  at  a  minimum 
increase  in  vehicle  weight. 

The  use  of  viscoelastic  damping  materials  (VEM)  in  constrained  layers  is  an  es¬ 
tablished  technique  for  reducing  resonant  structural  vibration  [1,2,7,8].  However,  the 
proper  design  of  viscoelastic  damped  structures  requires  proven  methods  and  tech¬ 
niques  that  have  application  to  both  new  and  existing  aircraft  structures.  Some  of 
these  methods  have  been  developed  by  the  Wright  Research  and  Development  Center 
(WRDC),  the  Aerospace  Structures  Information  and  Analysis  Center  (ASIAC),  and 
Anatrol  Corporation. 

The  objective  of  any  constrained-layer  damping  treatment  is  to  dissipate  vibration 
energy  by  deforming  viscoelastic  materials.  In  the  deformation  process,  the  tempera¬ 
tures  of  the  damping  materials  increase  because  they  remove  kinetic  energy  from  the 
total  system.  For  structural  systems  which  experience  relatively  large  bending  strains 
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without  large  deflections,  the  use  of  constrained  layers  which  dissipate  energy  through 
the  shearing  of  the  viscoelastic  layer  is  an  accepted  design  approach. 

Although  there  are  two  types  of  distributed  damping  systems,  namely  free  layer  and 
constrained  layer,  this  paper  is  limited  to  an  analysis  of  a  variation  on  the  conventional 
three  (3)  layer  system  illustrated  in  Figure  la.  The  particular  system  considered  is 
shown  in  Figure  lb  and  consists  of  a  base  structure,  a  Stand-Off  layer,  a  dissipative 
viscoelastic  layer,  and  a  stiff  constraining  layer. 

The  advantage  of  a  four  layer  system  that  employs  a  Stand-Off  layer  is  illustrated 
in  Figure  2.  The  Stand-Off  layer  provides  a  greater  separation  between  the  neutral 
axis  of  the  base  structure  and  that  of  the  overall  system.  This  Stand-Off  configuration 
increases  the  shear  deformation  introduced  into  the  viscoelastic  layer  via  a  kinematic 
amplifier  technique  which  significantly  increases  the  damping  efficiency  of  the  treat¬ 
ment.  By  selecting  a  lightweight/shear  stiff  material  for  the  Stand-Off  layer  and  then 
configuring  it  to  minimize  its  bending  stiffness  and  overall  weight,  an  effective  and 
practical  Stand-Off  layer  was  conceived. 

2.0  DERIVATION  OF  GOVERNING  EQUATIONS  FOR  FOUR- 
LAYER  CONSTRAINED  LAYER  DAMPING  SYSTEM 

The  four-layer  simply  supported  beam  model  is  depicted  in  Figure  3  with  appro¬ 
priate  notations  to  be  used  in  the  derivation  of  the  governing  equations.  The  principal 
assumptions  to  be  used  are  as  follows; 

1.  Only  bending  and  shear  deformations  are  considered-  in-plane  extensional  strains 
are  assumed  small  and  negligible. 

2.  Bending  deformations,  strains,  and  stresses  are  governed  by  classical  Euler-Bernoul- 
li  beam  theory  [3]. 

3.  Shear  deformations  (0)  of  the  base  structure  and  constraining  layer  (k=l,4  in  Figure 
3)  are  the  same.  The  principal  shearing-energy  dissipation  mechanism  occurs  in 
the  viscoelastic  damping  layer  (k=3),  since  the  shear  stiffness  of  this  layer  is  much 
less  when  compared  to  the  other  components’  shear  moduli. 

Note,  it  is  implicitly  assumed  that  the  structural  and  constraining  layers  are  made 
of  metallic  materials,  whereas  the  spacing  and  damping  layers  are  made  of  polymeric 
compounds. 

Additional  assumptions  required  to  complete  the  development  will  be  presented  as 
required. 

The  simple,  one-dimensional  analysis  described  below  requires  the  determination  of 
typical  section  properties;  namely,  centroid  location,  Z  ,  and  equivalent  section  stiffness, 
El.  From  Figure  3, 

=  ^  +  (1) 
where  Zj  is  the  distance  from  the  mid-plane  of  the  structural  layer  to  the  section 
centroid.  The  strains  in  each  layer  are  found  from: 


«i  =  2d4>' 
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(2) 


(3) 


62  =  2l<^'  - 

63  =  —  (h  +  -^)0l  -  (4) 

C4  =  Z4<^'  -  (t2  +  tz)lp[  -  <302  (3) 

where  the  prime  represents  differentiation  with  respect  to  x.  The  corresponding  forces 
in  each  layer  are: 

Fi  —  Ei€iii  =  XxZi<i>'  (6) 

F2  =  =  X2(Z2<^'  -  |v'i)  (7) 

F3  =  X3(Z3<^'  -  {h  +  |)V’i  -  y (8) 

Fa  =  —  (t2  +  ts)^'!  -  ^3^2)  (®) 


where 

Xk  =  Ektk  fc  =  l,4  (10) 

and  the  strains  are  found  from  Equations  (2)-(5).  Applying  the  requirement  for  equi¬ 
librium  of  in-plane  forces  (and  noting  that  the  structural  layer  force,  Fi ,  is  compressive, 
whereas  the  other  layers  are  in  tension),  i.e., 

E  F*  =  0  (11) 

k=l 

then 

-  {Xi  +X2  +  X3-i-  X4)Za<t>' 

-h  (^2(^2  -f-  Zi)  -|-  X3(Z3  Zi)  -I-  ^4(^4  -f-  Z^)<l>' 

-  (<,(^  +  X,  +  AT,)  +  <3(:^  + 

(12) 

From  classical  theory  the  centroidal  location  Zc  would  normally  be  computed  from 
Equation  (12);  however,  the  presence  of  and  ^*3  precludes  this.  In  other  words. 
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the  section  centroidal  location  depends  on  the  shear  that  occurs  in  the  spacing  and 
damping  layers. 


To  compute  and  classical  approach  for  computing  shear  stress  is  used  [4] , 

namely,  based  on  equilibrium  of  the  X-direction  force  and  shear 

Fi  =  -G3^2 

(13) 

and 

(14) 

The  quantities  and  F^  are  easily  found  from  Equations  (8)  and  (9) . 

At  this  point  it  is  necessary  to  assume  a  sinusoidal  mode  shape  in  order  to  determine 
01  and  02  consistent  with  the  definition  of  loss  factor  presented  in  [5].  Assuming 

w  =  sinKx 

(15) 

for  simplicity,  then 

(f>  =:  w'  =  KcosKx 

(16) 

<fjf  =  w"  =  —K^sinKx 

(17) 

and 

0"  =  w'"  =  -KhosKx 

(18) 

Assuming  that  0i  and  02  have  the  same  distribution  as  w,  then  0i  and  02  are 
related  to  0;  that  is 

0 

II 

(19) 

and 

02  =  020 

(20) 

Through  subsequent  differentiations  of  Equations  (19)  and  (20) 


and 


(21) 
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02  ^2 

(22) 

Returning  to  equations  (13)  and  (14)  and  using  the  relations 
Equation  (13)  can  be  written 

in  Equations  (l6)-(22), 

Sbi^i  +  -5b202  = 

(23) 

Sb\  =  +  h) 

(24) 

+ 

II 

(25) 

and 

■S'bs  =  X4Z4 

(26) 

Similarly,  Equation  (14)  is  written 

5^101' +  5^20?  =  W" 

(27) 

SaI  =  -^3(^2  +  y)  +  X4{t2  +  <3)  +  ^ 

(28) 

where 

5^X2  ~  2  ^ 

(29) 

and 

<5^X3  =  +  X4Z4 

(30) 

Equations  (23)  and  (27)  can  be  solved  to  provide 

.1.11  _  ^BS^AZ  -  Sb2Sa3]j^ii 

~  UbiSa!  -  Sfl2SAlJ^ 

(31) 

and 

.1.11  _  -  •S'xi ‘S'b3  1 

^*“[5515X2-5X1552]*^ 

(32) 
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Observing  Equations  (21)  and  (22)  and  returning  to  Equation  (12), 


—  P A^d  +  Pb  —  Pc<^\  —  Pdoc2  =  0 

(33) 

where 

Pa  =  +  X2  +  X2  X4 

(34) 

Pb  ~  ^2(^2  +  ^d)  +  -^3(^3  +  ^d)  +  -^4(^4  +  ^d) 

(35) 

Pc  =  t2{^■^X3-^X,)  +  (3(^  +  X,) 

(36) 

Pd  =  ^+X, 

(37) 

Also,  from  Equations  (31)  and  (32),  with  (21)  and  (22) 

II 

II 

1 

(38) 

and 

C^2=^  =  Yc-ZiYD 

(39) 

where 

Y  _  Sa2X4{Z4  +  Z<j)  —  Sb2{X3{Z3  +  Zb)  +  X4{Z4  +  Zj)) 

^  s 

(40) 

V  ^i42-^4  ~  Sb2{X3  +  X4) 
s 

(41) 

V  _  ^Bi(-^3(^3  +  ^d]  +  -X^4(Z4  +  Zrf))  —  5xi(A'4(Z4  +  Zj)) 

s 

(42) 

^  _SB2(X3+Xt)-SMX, 

5 

(43) 

and 

S  =  Sb\Sa2  -  Sa\Sb2 

(44) 

noting  that 

Z2  +  Zrf  =  +  <2) 

(45) 
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and 


+  Z4  —  t2  +  2(^1  ^3) 


(46) 


Z4  +  Z4  —  t2  +t3  +  2(^1  +  ^4) 
then  Zd  can  be  found  from  Equations  (33)'(47)  as 


^  _  PcYa  +  PdYc  ~  Pb 
^  ~  PcYb  +  PdYd  ~  Pa 


(47) 


(48) 


If  the  section  deformed  with  constant  angle  then  the  equation  for  the  deflection 
curve  can  be  represented  in  the  following  form: 

m<l>‘  =  M  (49) 

where  W7  is  the  flexural  rigidity  and  M  is  the  bending  moment  of  the  beam.  The  total 
bending  moment  can  be  expressed  as  follows: 

M  =  X:  Mu  +  ^  F*Z*  (50) 

*=1  <:=1 

where  is  the  bending  moment  of  the  fc**  layer 

Mkk  =  (51) 


Equations  (49)  and  (50)  define  the  flexural  rigidity  as  follows, 

El  =  Eili  +  E2I2  +  E2I3  +  E4I4 
+  XiZj  +  X2Zi  +  XzZl  +  X4ZI 

—  E2I2  +  Ezh  +  — ^  +  Xz(t2  +  y )^3  +  -^4(^2  +  ^3)^4!  ^ 

-  +  (82) 


To  compute  the  loss  factor  for  the  four-layer  system  it  is  necessary  to  consider 
material  properties  to  consist  of  real  and  imaginary  parts.  Thus, 


Ez  —  Ez{i  +  *»?3) 
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(53) 


and 


<^3  —  ^3(1  +  *%) 


(54) 


where 

i  =  v/^ 


Using  Equations  (53)  and  (54)  in  Equation  (52)  results  in 

El  —  Elf  gal  +  Elfffiagy 


(55) 


The  intermediate  manipulations  required  to  determine  Elfg^i  and  Elif^ag  are 
straightforward  but  very  lengthy;  consequently,  they  are  not  included.  The  system 
modal  loss  factor, is  found  from 


Vm  = 


Eltmag 

Elfgal 


The  modal  frequency  for  Nth  mode  of  vibration,  is  calculated  by: 


(56) 


ElrealS 

E  HkPk 

k=l 


(57) 


where: 

=  wave  number;  =  =  ^^2^  - 

Hk  =  layer  thickness; 

Pj  =  Hr**  layer  density,  mass/limit  volume; 
N  =  mode  number;  2md 
g  =  acceleration  of  gravity. 


In  practice  the  complex  modulus  is  evaluated  for  the  given  temperature  and  an  esti¬ 
mated  modal  frequency,  fg .  The  modal  frequency  is  calculated  from  /jy  arid  compared 
to  the  convergence  criteria. 


1 


A 

In 


^  ^FREQ  =  0-01 


(58) 


If  this  condition  is  not  met,  the  new  estimated  frequency  is  taken  as  the  old 
calculated  frequency  and  the  process  repeated. 

8.0  Comparison  of  Response 

The  peak  amplitude  response  for  a  one  degree  of  freedom  system  undergoing  sinu¬ 
soidal  excitation  of  amplitude  /q  is 
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(59) 


V  _  -^0  _  fo 

-  kr)-  m{2i:f)^tj 

and  the  ratio 

^peakundamp  _  ^  f  f^\  ^  Vd 

^peakdamp  \fuJ  Vu 


(60) 


The  root-mean-square  amplitude  response  (equivalently,  of  a  SS  beam  where 

the  force  is  spatially  sinusoidal  and  temporally  random)  is  obtained  by  using  the 
equation  derived  in  [6];  that  is 


Noting  that 


Wr 


7rF(tw) 

2v^mi/4/i-3/4^i/2  ^ 


l  +  yjl  +  n^ 

\/l+^ 


m{w)^  =  k  =  m{2irf)^ 


(61) 


(62) 


Then  the  ratio  between  the  responses  of  the  damped  and  undamped  (with  and 
without  the  damping  treatment)  is  found  from 


RMS  = 


{WrmjFHU 

{Wrm>lF{w)U 


where  the  subscript  “u”  refers  to  the  base  structure  by  itself  and  “d”  represents 
the  response  with  the  damping  treatment. 

4.0  CALCULATIONS 

Figure  4  presents  the  flow  of  the  computations.  The  characteristics  of  the  un¬ 
damped  baseline  beam  and  the  characteristics  of  the  candidate  damping  treatment, 
including  parameters  used  to  described  the  viscoelastic  damping  material,  are  input. 
The  frequency  of  the  baseline  beam  is  calculated.  For  a  specified  temperature,  the  value 
of  temperature  shift  function  is  calculated.  The  reduced  frequency  is  calculated  using 
an  estimated  frequency;  then,  the  shear  modulus  of  the  viscoelastic  layer  is  calculated. 
The  equations  derived  above  are  used  to  calculate  modal  damping  and  frequency;  if  the 
calculated  frequency  is  identical  to  the  one  used  to  calculate  the  VEM  shear  modulus, 
the  results  are  consistent.  If  the  convergence  criteria  is  not  met,  the  calculation  is 
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iterated  for  a  an  improved  value  of  estimated  frequency.  Once  convergence  is  achieved 
for  a  temperature,  the  RMS  and  PEAK  values  are  calculated. 

To  obtain  a  better  understanding  of  the  important  parameters  for  an  SOD  system, 
sensitivity  studies  were  run  in  which  the  base  beam  was  held  constant  while  the 
thickness  of  the  Stand-Off  layer,  viscoelastic  layer,  and  constraining  layer  were  varied 
by  20  percent.  In  addition,  the  modulus  of  the  constraining  layer  was  also  varied  by  20 
percent.  Each  variation  was  made  independent  of  the  other  three.  The  initial  model 
used  for  this  study  is  shown  in  Figure  5  and  consists  of  a  .080  inch  thick  stand-off 
layer,  a  .005  inch  layer  of  3M  Co.  Y-  966  viscoelastic,  and  a  .010  inch  thick  aluminum 
constraining  layer.  The  results  of  the  sensitivity  study  are  presented  in  Table  1  and 
indicate  that  the  most  important  parameter  for  increased  performance  is  the  spacer 
thickness.  To  a  lesser  extent,  the  thickness  and  modulus  of  the  constraining  layer  also 
provide  an  increase  in  performance.  The  least  sensitive  parameter  in  this  study  is  the 
thickness  of  the  damping  layer.  In  addition,  the  temperature  for  optimum  performance 
is  only  slightly  influenced  by  these  parameters. 

A  second  analytical  study  was  conducted  to  determine  the  performance  sensitivity 
of  the  SOD  system  to  variations  of  the  shear  modulus  of  the  Stand-  Off  layer.  This 
was  carried  out  using  the  configuration  shown  in  Figure  5  and  the  results  are  presented 
in  Table  2  and  Figure  6.  This  study  indicates  that  the  SOD  system  investigated  is 
relatively  insensitive  to  large  changes  in  the  shear  modulus  of  the  Stand-Off  layers.  In 
addition,  the  temperature  for  optimum  performance  is  shifted  up  as  the  shear  modulus 
of  the  stand-off  layer  is  decreased  (Table  2). 

5.0  HARDWARE  DEMONSTRATION 

To  verify  the  Stand-Off  damping  treatment  analysis  and  concept,  a  practical  demon¬ 
stration  was  undertaken.  The  single  span  generic  aircraft  skin-stringer-  frame  panel, 
illustrated  in  Figure  7,  was  selected  Jis  the  test  article. 

A  dynamic  survey  was  performed  on  the  undamped  test  article  to  characterize  the 
important  modal  parameters  required  to  design  a  damping  system.  This  was  done  by 
applying  a  known  excitation  load  to  the  panel  and  measuring  its  response.  For  this 
case,  an  impact  load  was  used  to  excite  the  panel  at  specific  locations  and  its  response 
was  measured  using  a  accelerometer  located  at  a  second  point.  These  signals  were  input 
to  a  two  channel  digital  signal  analyzer  in  order  to  generate  the  inertance  frequency 
response  function  between  the  test  points.  Figure  8  illustrates  a  typical  driving  point 
frequency  response  function  for  the  undamped  test  article.  It  can  be  seen  from  the 
FRF  that  a  number  of  resonant  modes  with  low  damping  values  are  present  in  the  200 
Hz  to  800  Hz  frequency  range. 

In  order  to  effectively  design  a  damping  treatment  for  the  test  article,  it  was 
nece-ssary  to  determine  the  deformation  patterns  for  those  modes  of  interest.  This 
was  accomplished  by  comparing  the  FRF  between  336  different  points  on  the  panel. 
The  relative  magnitude  and  phase  angle  between  all  points  for  each  resonant  mode 
was  then  used  to  determine  the  deformation  patterns  for  specific  resonant  models,  as 
illustrated  in  Figure  9. 
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Based  on  the  modal  study,  the  fundamental  panel  bending  model  (236  Hz)  was 
selected  as  the  target  model  for  correlation.  An  equivalent  beam  model  compatible 
with  the  input  requirements  of  the  program  was  developed.  The  model  maintained  the 
thickness  and  mass  distribution  of  the  skin  component  but  altered  the  Young’s  modulus 
to  account  for  Poisson’s  stiffening.  An  equivalent  simply  supported  beam  length  of  five 
(5)  inches  was  determined  using  fourth  order  beam  and  plate  theory. 

Two  damping  configurations,  shown  in  Figure  10,  were  analyzed,  fabricated,  applied 
to  the  test  panel,  and  tested.  The  first  treatment  was  a  conventional  constrained  layer 
viscoelastic  material  system  consisting  of  a  .005  inch  damping  layer  and  a  0.010  inch 
aluminum  constraining  layer  applied  to  the  base.  The  second  treatment  was  a  partial 
coverage  SOD  system  with  a  .080  inch  spacer  introduced  between  the  base  structure 
and  the  viscoelastic  damping  layer.  The  predicted  performance  for  these  treatments  is 
shown  in  Figures  11  and  12. 

Figures  13  and  14  compare  the  measured  driving  point  FRF  for  the  test  article 
with  and  without  the  indicated  configuration  at  74  degrees  F.  These  graphs  illustrate 
the  overall  vibratory  reduction  obtained  for  each  of  the  damping  designs.  The  same 
measurements  were  made  at  different  temperatures  and  the  loss  factor  for  the  target 
mode  was  determined  using  the  half  power  band  width  technique.  The  measured  modal 
loss  factors  at  each  test  temperature  are  included  in  Figures  11  and  12  for  the  respective 
treatments. 

These  test  results  show  excellent  correlation  between  the  predicted  and  measured 
modal  loss  factor  over  the  test  temperature  range.  Further,  the  experimental  results 
confirm  that  modal  loss  factors  in  excess  of  0.10  are  achieved  from  approximately  60 
degrees  F,  up  to  the  maximum  test  temperature. 

6.0  CONCLUSIONS 

The  analytical  and  experimental  results  presented  clearly  demonstrate  the  impres¬ 
sive  vibratory  suppression  benefits  a  properly  configured  Stand-Off-Damping  system 
can  provide  when  compared  to  a  conventional  distributed  damping  systems.  This  per¬ 
formance  is  achieved  with  an  add-on  system  that  imposes  only  modest  space  and  weight 
requirements  to  the  overall  system. 

The  analytical  model  provides  a  good  first  approximation  for  predicting  the  modal 
loss  factor  for  the  fundamental  mode  over  a  wide  temperature  range.  Additional  devel¬ 
opment  to  expand  the  analytical  model  to  accommodate  different  boundary  conditions 
and  multiple  damping/constraining  layers  would  greatly  increase  its  utility. 
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TABLE  1 


SENSITIVnY 


G2  TEMP 


(psi)  (MAX)  (OF) 


200,000  21.68  100 

160,000  21.64  100 

83,000  21.45  100 

64,000  21.34  100 

32,000  20.85  100 

16,000  19.95  100 

8,000  18.41  100 

4,000  16.08  105 

2,000  13.06  no 

1,000  9.88  120 


TABLE  2 
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Figure  1  -  Conventional  and  Stand-Off  Constrained  Layer  Damping  Systems 
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Figure  2  -  Deformed  Stand-Off  System 
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Figure  3  -  Schematic  of  Four-Layer  Viscoelastic 
Constrained  Layer  Damping  System 
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Figure  14  -  Freguency  Response  For  Test  Penel  With  Stand-Off  Damping  System  at  74  Degrees 
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ABSTRACT 

As  part  of  a  noise  evaluation  of  the  Sikorsky  Advanced  Composite  Airframe  Program  (ACAP) 
helicopter,  enhanced  composite  damping  to  reduce  interior  noise  has  been  investigated.  The 
present  paper  summarizes  the  effort  to  identify,  test,  and  predict  the  potential  noise  reduction 
benefits  of  unconstrained  woven  Kevlar  and  off-axis  unidirectional  Kevlar  damping  laminates 
selectively  applied  to  lightly  damped  graphite  epoxy  frame  components  to  attenuate  structureborne 
noise.  Test  data  provided  preliminary  indications  that  woven  and  unidirectional  damping  laminates 
could  potentially  increase  airframe  damping  levels,  and  Statistical  Energy  Analysis  model 
predictions  indicated  that  increased  airframe  damping  could  potentially  reduce  ACAP  interior  noise 
by  up  to  4  dB. 


INTRODUCTION 

Recent  development  efforts  in  helicopter  technology  have  increasingly  incorporated  composite 
airframe  construction  to  reduce  weight  and  cost.  One  example  is  the  Advanced  Composite  Airframe 
Program  (ACAP),  a  joint  program  of  the  Army  Aviation  Applied  Technology  Directorate  (AATD)  and 
Sikorsky  Aircraft  to  design,  fabricate,  and  evaluate  a  predominately  composite  airframe.  Figure  1 
shows  a  photograph  of  the  Sikorsky  ACAP  helicopter  and  a  breakdown  of  the  composite  materials  used 
in  the  external/skin  components  of  the  ACAP  is  shown  in  Figure  2. 

The  suppression  of  interior  acoustic  noise  is  always  a  challenge  in  rotorcraft  and  the  Sikorsky 
ACAP  helicopter  is  no  exception.  Weight  limitations  and  requirements  for  large  gearing  reductions 
and  rigid  drivetrain  to  airframe  attachments  can  exacerbate  interior  noise  to  discomforting  or 
fatiguing  levels  and  necessitate  interior  acoustic  treatments  with  substantial  cost  and  weight 
penalties.  The  use  of  composites  may  further  increase  cabin  and  cockpit  noise  levels  as  the 
bonded  joints  desirable  for  composite  fabrication  eliminate  major  loss  mechanisms  for 
structureborne  noise  (e.g.  fretting  and  air  pumping  effects)  inherent  to  a  riveted  metallic 
structure.  As  shown  in  Figure  3,  the  subassembly  damping  loss  factors  measured  on  the  ACAP  flight 
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flight  test  article  during  fabrication  we.e  approximately  50%  lower  than  those  measured  on  the 
Sikorsky  S-76A,  a  comparable  metallic  airframe  construction. 

To  improve  the  understanding  of  composite  airframe  noise  characteristics,  Sikorsky  Aircraft 
investigated  the  ACAP  helicopter  [1,2]  under  Phase  III;  Internal  Acoustic  Noise  Evaluation  of  the 
ACAP  Militarization  Test  &  Evaluation  (MT  &  E)  program,  sponsored  by  the  AATD  under  contract 
DAAJ02-85-C-0036.  The  major  objectives  of  the  noise  evaluation  effort  were  to:  (1)  develop  a 
Statistical  Energy  Analysis  (SEA)  model  of  the  Sikorsky  ACAP  airframe;  (2)  refine  and  validate  the 
ACAP  SEA  model  with  ground  and  flight  test  data;  (3)  test  and  evaluate,  using  ACAP  subcomponents, 
two  noise  reduction  options  applicable  to  the  ACAP  composite  airframe;  and  (4)  use  the  ACAP  SEA 
model  to  predict  the  potential  noise  reduction  benefits  of  the  tested  noise  reduction  options. 
The  current  paper  summarizes  the  effort  to  identify,  test,  and  predict  the  benefits  of  two  noise 
reduction  design  options  for  the  ACAP  composite  airframe. 

Because  composite  airframe  design  has  and  will  continue  to  trend  from  mechanical  to  bonded  joints, 
the  investigation  of  potential  noise  reduction  design  options  was  concentrated  on  improving 
structural  damping  through  increased  composite  material  damping.  Larger  damping  levels  would 
dissipate  vibratory  energy  before  it  could  be  acoustically  radiated  into  the  cabin  and  cockpit. 
The  current  study  evaluated  unconstrained  composite  damping  laminates  suitable  for  bonding  to  the 
lower  end  caps  of  the  longitudinal  frames  (beams)  and  cross  frames  in  the  cabin  and  cockpit 
ceiling  structure.  These  beams  and  frames,  fabricated  of  relatively  lightly  damped  graphite-epoxy 
composites,  were  identified  through  modelling  and  testing  as  the  primary  structureborne  noise 
transmission  paths  of  the  ACAP  airframe.  Although  only  a  secondarily  bonded  configuration  was 
investigated,  integral  hybrid  designs  would  be  potentially  feasible  and  advantageous. 


SEA  MODELLING  OF  THE  ACAP  AIRFRAME 

To  permit  analyses  of  the  potential  benefits  of  the  noise  reduction  design  options  investigated 
for  the  ACAP,  the  first  two  tasks  of  the  ACAP  noise  evaluation  program  included  the  development, 
refinement,  and  validation  of  a  Statistical  Energy  Analysis  (SEA)  model  of  the  Sikorsky  ACAP 
composite  airframe  in  conjunction  with  Cambridge  Collaborative,  Inc.  The  subsectioning  of  the 
ACAP  ceiling  structure  for  the  SEA  model  is  shown  in  Figure  4.  The  frame  subsections  were 
designated  as,  for  example.  Longitudinal  Frame  7  ^ft  Left  or  LF7AL  and  Cross  Frame  1  Middle  or 
CF5M,  and  the  outer  skin  panels  were  designated  as,  for  example.  Overhead  Panel  57  Right  or 
OP57R.  The  basic  theory  of  SEA  is  given  in  Reference  [3]  and  details  of  the  SEA  modelling  effort 
can  be  found  in  References  [1]  and  [2].  Comparisons  of  the  ACAP  SEA  model  estimates  with  ACAP 
flight  test  data  for  cabin  and  cockpit  noise  levels  are  shown  in  Figures  5  and  6,  respectively. 
These  comparisons  show  good  agreement  for  a  damping  loss  factor  of  0.01  to  0.02  and  indicate,  in 
conjunction  with  similar  comparisons  of  airframe  vibration  transfer  functions,  that  the  ACAP  SEA 
model  is  sufficiently  representative  of  the  ACAP  to  permit  evaluations  of  airframe  design  changes 
on  interior  noise  levels. 


ACAP  INTERIOR  NOISE  REDUCTION 

The  most  weight  effective  method  to  helicopter  interior  noise  control  is  generally  source  noise 
control  to  reduce  vibration  excitation  at  the  primary  source,  i.e.  the  main  transmission  gear 
meshes.  However,  unless  incorporated  during  the  design  process,  gearbox  noise  control  often 
requires  a  costly  redesign  of  the  main  transmission  and  thus  is  often  an  impractical  solution  for 
reducing  helicopter  interior  noise. 

Noise  control  in  current  military  and  commercial  helicopters  is  primarily  achieved  by  add-on 
treatments  such  as  sound  absorbing  backing  on  the  interior  trim  panels.  The  trim  panels  then 
block  acoustic  radiation  from  vibrating  skin  panels  and  frame  surfaces  from  reaching  the  cabin. 
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In  addition,  sound  absorbing  materials  are  often  used  in  the  cavities  between  the  trim  and  skin 
panels  to  prevent  excessive  noise  buildup  from  lessening  the  effectiveness  of  the  trim  panels. 
For  some  noise  control  treatments,  add-on  damping  treatments  are  also  applied  to  the  frame 
surfaces  and,  in  particular,  the  panel  skins.  However,  all  of  these  conventional  noise  treatment 
designs  have  significant  weight  trade-offs  which  inherently  limit  the  achievable  noise  reduction. 

Another  potentially  effective  method  of  noise  control  in  lightweight  helicopter  airframes  focuses 
on  the  design  of  the  airframe  structure  to  reduce  vibratory  energy  transmission  from  the  main 
gearbox  into  the  frames  and  skin  panels  which  subsequently  radiate  into  the  cabin  and  cockpit. 
Two  methods  for  attenuating  main  gearbox  noise  within  the  airframe  structure  were  investigated  for 
the  ACAP  composite  airframe.  One  is  briefly  presented  for  comparison  and  involved  the  beneficial 
effects  of  a  structural  modification  which  introduced  an  impedance  mismatch  at  the  controls 
enclosure  or  "broom  closet"  frame  junctions  in  the  aft  cockpit  ceiling  structure.  The  primary 
approach,  and  the  major  concentration  of  the  ACAP  noise  reduction  investigation,  considered 
increased  structural  damping  through  the  application  of  composite  materials  with  higher  damping 
characteristics. 


Airframe  Impedance  Mismatching 

Comparisons  of  the  measured  ACAP  vibration  transfer  functions  along  the  longitudinal  transmission 
support  beams  with  initial  SEA  model  predictions  revealed  a  significant  discrepancy  forward  of  the 
controls  enclosure  or  "broom  closet".  The  initial  model  predictions  indicated  little  vibration 
reduction  throughout  the  transmission  support  beam  while  the  measured  data  showed  a  large 
reduction  forward  of  the  broom  closet  as  can  be  seen  for  frame  subsection  LF7W  in  Figure  7.  As 
the  transmission  support  beam  is  a  one-piece,  single  lay-up  construction,  the  measured  reduction 
in  vibration  levels  was  unexpected.  However,  the  reduced  vibration  levels  were  attributable  to 
plate  stiffeners  originally  added  to  the  aft  broom  closet  frame  junctions  to  prevent  fatigue 
cracking.  The  plate  stiffeners,  indicated  by  the  arrows  in  Figure  8,  effectively  created  a  high 
vibration  impedance  which  acted  to  reflect  the  vibratory  energy  being  transmitted  along  the 
transmission  support  beams.  This  effect  is  partially  responsible  for  the  build-up  in  vibration 
levels  between  frame  subsections  LF45  and  LF7A  evident  in  Figure  7.  In  addition,  the  bolt-on 
design  of  the  plate  stiffeners  may  have  also  provided  fretting  and  air  pumping  damping  benefits 
similar  to  riveted  joints.  The  coupling  loss  factors  in  the  ACAP  SEA  model  were  subsequently 
modified  to  reflect  the  effects  of  the  plate  stiffeners  and  are  incorporated  in  the  SEA 
predictions  shown  in  Figure  7. 


Increased  ACAP  Airframe  Damping 

As  a  result  of  the  SEA  modelling  effort,  several  of  the  overhead  longitudinal  beams  and  cross/side 
frames  were  identified  as  the  primary  transmission  paths  for  the  main  gearbox  noise  reaching  the 
cabin  and  cockpit  [1],  Much  of  the  overhead  ACAP  airframe  structure  can  be  seen  in  the 
photographs  of  the  forward  and  aft  cabin  ceiling  structures  shown  in  Figures  9  and  10.  These 
airframe  components  are  fabricated  of  lightly  damped  [4,5],  unidirectional,  continuous  fiber 
graphite-epoxies,  and  thus  were  identified  as  the  primary  candidates  for  increased  damping. 
Although  conventional  constrained  layer  damping  treatments  could  be  employed  to  increase 
structural  damping  in  the  ACAP  airframe,  the  current  investigation  was  directed  at  incorporating 
composite  materials  with  inherently  higher  damping  to  achieve  a  potentially  more  weight  effective 
noise  control  option.  Only  secondarily  bonded  composite  damping  options  were  evaluated,  but 
integral  designs  would  be  potentially  feasible  and  could  further  enhance  the  weight  effectiveness. 

Three  higher  damping  composite  materials  were  considered  for  thp  investigation  of  increased 
airframe  damping.  The  candidate  materials  were  aligned  short  fiber,  woven  Kevlar,  and 
unidirectional  Kevlar  composites.  Unidirectional  fiber  composites  under  off-axis  loading  and 
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woven  Kevlar  composites  have  been  shown  to  have  significantly  higher  damping  characteristics  than 
axially  loaded,  graphite  reinforced  composites  (4,5J.  Although  aligned  short  fiber  composites 
have  demonstrated  a  significant  potential  for  high  damping  characteristics  [4,6,7,8]  with 
acceptable  strength  characteristics  for  integral  design  configurations,  adequate  supplies  of 
aligned  short  fiber  composite  materials  were  not  available  for  the  current  test  effort.  Hence, 
only  woven  and  off-axis,  unidirectional  Kevlar  49  composites  applicable  to  the  overhead  beams  and 
frames  of  the  ACAP  airframe  were  investigated. 


ACAP  TRANSMISSION  SUPPORT  BEAM  DAMPING  TESTS 

One  objective  of  the  ACAP  MT&E  evaluation  of  increased  airframe  damping  was  to  perform  testing  of 
the  higher  damping  composites  on  a  test  beam  fully  representative  of  the  ACAP  airframe.  The 
intent  was  to  provide  damping  information  directly  applicable  to  the  ACAP  airframe.  In  addition, 
utilizing  an  ACAP  airframe  subcomponent  permitted  the  use  of  existing  production  tooling  for  test 
specimen  fabrication.  However,  the  deep  cross-section  and  asymmetric  design  characteristics  of 
ACAP  frame  components  presented  difficulties  in  choosing  a  test  beam  suitable  for  increased 
airframe  damping  tests.  The  ACAP  airframe  subcomponent  providing  the  highest  aspect  ratio  while 
minimizing  asymmetries  in  all  three  axes  was  found  to  be  the  1.37  m  (54  in)  cabin  section  of  the 
left  or  port  transmission  support  beam.  The  cabin  section  of  the  left  transmission  support  beam 
consists  of  subsections  LF7AL  and  LF5FL  shown  in  Figures  9  and  10,  respectively.  The  transmission 
support  beam  section  was  chosen  to  maximize  the  test  beam  aspect  ratio  while  minimizing 
longitudinal  asymmetry.  Schematics  of  the  ACAP  test  beam  top  and  cross-sectional  views  are  shown 
in  Figure  1 1 .  Details  of  the  woven  Kevlar  and  unidirectional  Kevlar  damping  laminates  are  shown 
in  Figure  12.  The  damping  laminates  were  sequentially  bonded  to  the  test  beam  in  0.1  in  thick 
increments  to  permit  evaluation  of  treatment  thickness  on  beam  damping  levels.  The  orientation  of 
the  unidirectional  and  woven  Kevlar  plies  in  the  damping  laminates  was  based  on  results  provided 
in  References  4  and  5,  respectively. 


Test  Specimen  Fabrication 

To  meet  schedule  and  cost  constraints,  a  single  ACAP  transmission  support  beam  section  was 
fabricated  for  sequential  testing  of  the  baseline  and  damped  configurations.  The  0.1  in  thick 
woven  Kevlar  and  off-axis  unidirectional  Kevlar  damping  laminates  were  fabricated  in  sheets 
sufficiently  large  to  permit  the  cutting  of  three  laminates  each  with  the  required  dimensions  for 
bonding  to  the  lower  end  cap  of  the  test  beam.  Fiberite  HY-E17714AA  Kevlar  49  tape  was  used  to 
fabricate  the  unidirectional  Kevlar  damping  laminates  while  the  woven  Kevlar  damping  laminates 
were  fabricated  of  American  Cyanamid  5143-285  Kevlar  fabric.  Dexter  Hysol  EA9309.3NA  was  used  to 
bond  the  damping  laminates  to  the  test  beam  section.  After  testing  of  the  ACAP  beam  with  the  0.1 
and  0.3  in  woven  Kevlar  damping  laminates,  the  damping  laminates  were  debonded  to  permit  reuse  of 
the  test  beam  with  the  off-axis  unidirectional  damping  laminates.  To  debond  the  woven  Kevlar 
laminates,  the  damping  treatment  bond  was  heated  to  200-225°  F,  a  thin  scraper  was  used  to  peel 
the  two  adherents  apart,  and  the  lower  end  cap  surface  was  cleaned  for  rebonding.  The  majority  of 
the  peeling  action  was  applied  to  the  adhesive  and  damping  laminates  to  minimize  effects  on  the 
test  beam  section. 


Test  Equipment,  Procedures,  and  Conditions 

A  schematic  of  the  ACAP  transmission  support  beam  damping  test  setup  is  shown  in  Figure  13.  The 
equipment  necessary  to  acquire  and  reduce  the  damping  test  data  included: 

1.  Bruel  &  Kjaer  (B&K)  4375  accelerometers  with  B&K  2635  charge  amplifiers. 

2.  a  Wilcoxon  F4/Z820W  electromagnetic  shaker  and  associated  signal  conditioning  equipment. 
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3.  a  Hewlett  Packard  3562  two-channel  FFT  analyzer. 

The  B&K  4375  accelerometers  supplied  the  necessary  frequency  response  characteristics  with 
sufficiently  low  inertia  to  minimize  effects  on  the  damping  measurements.  The  electromagnetic 
shaker  provided  white  noise  excitation  and  a  source  force/acceleration  measurement  internal  to  the 
impedance  head. 

Photographs  giving  side  and  end  views  of  the  test  setup  are  shown  in  Figures  14  and  15.  The  test 
beam  was  supported  in  a  free-free  configuration.  The  freely  supported  electromagnetic  shaker  was 
stinger  mounted  to  the  upper  end  cap  at  locations  sufficiently  removed  from  nodes  of  the  first  few 
transverse  bending  modes  of  the  test  beam.  The  response  accelerometer  was  mounted  in  several 
locations  during  testing  to  avoid  modal  nodes  and  permit  characterization  of  the  modal  shapes  and 
damping.  Note  that  the  C-channel  design  of  the  ACAP  transmission  support  beam  necessitated  shaker 
mounting  on  the  upper  end  cap  offset  from  the  web  plane.  To  limit  torsional  contamination  of  the 
measured  vibration  transfer  data,  the  offset  from  the  web  plane  was  minimized. 

To  acquire  the  frequency  response  data,  a  random  vibratory  signal  was  input  by  the  electromagnetic 
shaker  to  the  test  beam.  The  white  noise  input  signal  was  shaped  and  amplified  to  produce  an 
acceleration  spectrum  approximately  uniform  in  level  within  the  required  frequency  range  of  350  Hz 
to  5700  Hz.  The  input  force  and  response  acceleration  signals  were  conditioned  and  input  into  the 
two-channel  FFT  analyzer.  The  ensuing  frequency  response  functions  (response  acceleration/input 
force)  were  stored  on  disc  for  later  analysis. 

After  testing  in  the  baseline  configuration,  the  ACAP  transmission  support  beam  was  tested  with 
0.1  in  and  0.3  in  thick  woven  Kevlar  damping  laminates  and  0.1  in,  0.2  in,  and  0.3  in  thick 
off-axis  unidirectional  Kevlar  laminates.  A  complete  modal  survey  of  both  the  upper  and  lower  end 
caps  for  one  shaker  attachment  location  was  conducted  for  each  test  configuration. 


Data  Analysis  Procedures 

The  measured  frequency  response  functions  for  each  test  configuration  were  analyzed  with 
Structural  Measurement  Systems,  Inc.  Modal  6.0  modal  analysis  software.  Modal  6.0  provides  global 
curve  fitting  to  determine  frequency  and  damping  estimates. 


ACAP  TRANSMISSION  SUPPORT  BEAM  DAMPING  TEST  RESULTS 

Summaries  of  the  transmission  support  beam  damping  test  results  for  the  second  and  third 
out-of-plane  or  transverse  bending  modes  are  shown  in  Figures  16  and  17,  respectively.  These 
results  indicate  that  application  of  the  damping  laminates  did  effect  up  to  an  80%  damping 
increase  for  the  test  beam.  However,  the  test  results  are  inconsistent  from  the  second  to  third 
mode,  and  thus  do  not  provide  adequate  characterization  of  the  increased  beam  damping  levels  for 
design  evaluations. 

The  inconsistencies  and  limitations  of  the  beam  damping  data  were  largely  due  to  problems  inherent 
to  the  test  specimen.  In  particular,  the  data  acquisition  and  analysis  was  severely  complicated 
by  the  low  aspect  ratio,  C-channel  design  of  the  test  beam.  The  usable  test  section  of  1.37  m  (54 
in)  limited  the  beam  aspect  ratio  to  6.75  and  the  C-channel  design  was  asymmetric  in  all  three 
principal  axes.  Hence,  the  test  beam  insufficiently  approximated  a  slender  beam  with  the 
transverse  bending  modal  frequencies  being  much  lower  than  pretest  predictions,  and  the  asymmetric 
design  did  not  provide  pure  bending  modes  for  analysis,  i.e.  the  exhibited  bending  modes  were 
contaminated  by  both  torsional  and  local  flange  bending  effects.  The  latter  problem  effectively 
prohibited  analyses  of  the  fourth  and  higher  bending  modes,  while  the  location  of  the  first 
bending  mode  at  350  -  375  Hz  resulted  in  insufficient  frequency  resolution  to  generate  reliable 
damping  estimates. 
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SEA  EVALUATION  OF  INCREASED  AIRFRAME  DAMPING 

The  ACAP  SEA  model  was  used  to  analyze  the  potential  benefits  of  frame  (beam)  damping  for  reducing 
ACAP  internal  noise  levels.  As  noted  previously,  the  overhead  longitudinal  beams  and  cross  frames 
constitute  the  primary  transmission  paths  for  the  gearbox  vibrations  in  the  ACAP  airframe.  In 
addition,  these  airframe  components  are  fabricated  of  unidirectional  graphite-epoxies  which 
previous  studies  have  identified  as  relatively  lightly  damped  [4]. 

Based  on  the  results  of  the  SEA  modelling  of  the  ACAP  and  previously  published  composite  material 
damping  values  [4,5],  the  baseline  ACAP  SEA  model  for  the  increased  airframe  damping  analysis 
employed  damping  loss  factors  of  0.01  for  the  graphite-epoxy  beams  and  frames  and  0.02  for  the 
Kevlar  outer  skin  panels  in  the  overhead  cabin/cockpit  airframe  structure.  The  damping  loss 
factors  for  the  frames  given  in  Table  1  were  then  increased  to  0.02  and  0.03  to  simulate  the 
effects  of  increased  airframe  damping  on  ACAP  interior  noise  levels.  Although  ACAP  test  results 
do  not  yet  support  the  increase  to  0.02,  the  previously  published  results  for  woven  and 
unidirectional  Kevlar  composites  [4,5]  indicate  that  damping  loss  factors  of  0.02  to  0.03  are 
potentially  achievable.  Also  note  that  the  subsection  selection  for  the  increased  damping 
evaluation  is  only  a  first  cut  and  does  not  represent  an  acoustic  benefit  versus  weight  penalty 
optimization. 


Longitudinal  Frames  (Beams)  Cross  and  Side  Frames 


LF45L 

LF45R 

LF5FL 

LF5FR 

LF7AL 

LF7AR 

OLF45L 

OLF45R 

OLF57L 

OLF57R 


CF4L 

CF4M 

CF4R 

CF5L 

CF5M 

CF5R 

CF7L 

CF7M 

CF7R 

CF45L 

CF45R 

SF4L 

SF4R 


Table  1.  ACAP  Subsections  Selected  for  Application  of  Increased  Damping 


The  results  of  the  SEA  evaluation  of  increased  airframe  damping  on  ACAP  interior  noise  levels  are 
summarized  in  Figure  18  and  indicate  that  1  to  4  dB  noise  reductions  may  be  achievable.  The 
frequency  dependency  of  the  noise  reductions  shown  in  Figure  18  reflect  the  increasing  importance 
with  frequency  of  the  damping  loss  factors  relative  to  the  coupling  loss  factors  employed  in  the 
ACAP  model  [1,2].  Although  the  estimated  noise  reductions  are  relatively  small,  the  SEA  results 
indicate  that  the  addition  of  woven  or  unidirectional  Kevlar  damping  laminates  to  the  ACAP  frame 
components  may  represent  a  partial  but  weight  effective  noise  control  option. 


CONCLUSIONS  AND  RECOMMENDATIONS 

The  execution  of  the  ACAP  transmission  support  beam  damping  test  was  determined  by  contractual, 
schedule,  and  budgetary  constraints  Because  of  the  difficulties  encountered  in  the  acquisition 
and  analysis  of  the  beam  damping  data,  the  results  do  not  represent  a  definitive  characterization 
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of  the  damping  potential  of  woven  and  unidirectional  Kevlar  in  the  tested  applications.  To 
achieve  more  reliable  results,  testing  with  a  high  aspect  ratio,  symmetrical  beam  design  would  be 
required.  In  addition,  more  extensive  testing  of  the  effects  of  laminate  orientation,  thickness, 
and  composition  (i.e.  fabric  type,  epoxy/resin  type,  etc.)  would  be  needed  to  provide  quantitative 
guidelines  for  using  the  woven  or  unidirectional  Kevlar  laminates  to  increase  airframe  damping  and 
decrease  interior  noise  levels  in  composite  rotorcraft.  However,  the  damping  data  did  give 
preliminary  indications  that  increased  damping  would  be  feasible  for  the  ACAP  or  comparable 
composite  helicopter  airframes. 

The  SEA  model  of  the  ACAP  indicated  that  interior  noise  reductions  of  1  to  4  dB  are  achievable 
with  full  realization  of  the  woven  and  unidirectional  damping  characteristics  demonstrated  in 
previously  published  results.  Although  these  noise  reductions  would  only  be  barely  significant 
acoustically,  the  application  of  woven  or  unidirectional  Kevlar  damping  laminates  to  the  lightly 
damped  graphite  epoxy  airframe  components  could  represent  a  weight  effective  noise  control  option 
relative  to  interior  trim  panel  acoustic  treatments  and  warrants  further  investigation  to  better 
characterize  potential  damping  benefits. 
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Figure  1.  Photogragh  of  the  Sikorsky  ACAP  Helicopter 
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Figure  2.  ACAP  Airframe  Materials 
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•  Current  technology  -  (S-76)  ______ 

•  ACAP  -  subassembly  -  measure  - - 

•  ACAP  FTA  -  measured  *(see  below) 

•  Drip  pan  response  (vert) 

■  Cross  frame  toward  of  drip  pan  (vert) 

♦  Cabin  left  aft  overhead  panel  (vert) 

▲  Left  transmission  support  beam  (vert) 

*  Note:  Excitation  at  front  -  left  MGB  attachment  (vert) 


Figure  3.  ACAP  Subassembly  Damping  Survey 


Figure  4.  SEA  Subsectioning  of  the  ACAP  Overhead  Structure  -  Top 
View  of  Airframe  Foldout 
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Figure  5.  Measured  Acoustic  Levels  vs.  SEA  Model  Estimates  - 
ACAP  Cabin 
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Figure  6.  Measured  Acoustic  Levels  vs.  Sea  Model  Estimates 
ACAP  Cockpit 
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Figure  7.  Measured  and  Predicted  Vibration  Transfer  Functions  - 
ACAP  Transmission  Support  Beam  (1000  Hz  Octave  Band) 


Figure  8.  Photograph  of  ACAP  Broom  Closet  Structure  with  Plate 
Stiffeners 
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Figure  9.  Photograph  of  ACAP  Ceiling  Structure  -  Forward  Cabin 


Figure  10.  Photograph  of  ACAP  Cfelling  Structure  Aft  Cabin 
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Figure  13.  Schematic  of  Free-Free  Test  Configuration  for  the 
ACAP  Beam  Damping  Test 


Figure  14.  Photograph  Showing  Side  View  of  the  ACAP  Beam  Damping 
Test  Setup 
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Figure  15.  Photograph  Showing  End  View  of  the  ACAP  Beam  Damping 
Test  Setup 
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Figure  16.  ACAP  Transmission  Support  Beam  Damping  -  2nd  Bending 
Mode  (580  -  600  Hz) 
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Figure  17.  ACAP  Transmission  Support  Beam  Damr-'ng  -  3rd  Bending 
Mode  (750  -790  Hz) 
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Figure  18.  Estimated  Effects  of  Increased  Airframe  Damping  on 
ACAP  Cabin  and  Cockpit  Acoustic  Levels 
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ABSTRACT 


Full  scale  aircraft  and  laboratory  test  evaluation  has  shown  that  structure-borne  interior  noise 
transmission  in  propeller  driven  aircraft  can  be  equal  to  or  greater  than  propeller  direct  airborne 
noise  transmission.  Evaluations  of  structure-borne  noise  control  measures  were  carried  out  in  a 
laboratory  test  environment  which  included  several  promising  applications  of  elastomeric  damping 
materials.  Increased  engine/propeller  vibration  isolation,  reduced  propeller  wake  excited  wing 
vibrations  via  tuned  mechanic^  dopers,  and  selected  wing  panel  damping  treatments  are  discussed. 
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INTRODUCTION 


Interior  noise  levels  in  propeller-driven  aircraft  are  characteristically  higher  than  those 
considered  marginally  acceptable  in  other  forms  of  transportation  [1].  Reduction  of  the  interior 
noise  levels  is  highly  desirable  for  improved  safety  through  improved  intra-cabin  and  air-to-ground 
communications,  reduced  pilot  fatigue,  and  for  improved  comfort  of  crew  and  passengers  [2,3]. 
The  interior  noise  spectra  of  propeller-driven  aircraft  are  generally  dominated  by  low  frequency 
tones,  at  either  multiples  of  the  engine  firing  frequency,  multiples  of  the  propeller  fundamental,  or 
both.  The  noise  path  may  be  direct  airborne,  structure-borne,  or  combination  thereof. 

A  major  focus  of  interior  noise  control  for  twin-engine  propeller  aircraft  has  been  the  reduction 
of  the  propeller  direct  airborne  component  via  improved  sidewall  treatments  [4,5].  A  majority  of 
the  research  effort  in  this  area  has  been  aimed  at  the  advance  high-speed  turboprop  aircraft  wherein 
the  direct  airborne  propeller  generated  noise  is  quite  intense  and  appears  to  be  most  critical  for  the 
success  of  this  new  generation  aircraft  [6].  With  continued  efforts  to  develop  lightweight  sidewall 
treatments  coupled  with  efforts  to  develop  improved  high-speed,  low-noise  propeller  designs,  the 
direct  airborne  sidewall  transmission  problem  may  well  be  resolved  in  the  near  future. 

However,  the  potential  for  other  sources  and  transmission  paths  governing  the  interior  noise 
levels  is  quite  high  based  on  recent  discoveries  and  historical  data.  Historically  speaking,  interior 
noise  levels  of  propeller-driven  aircraft  are  much  higher  than  the  acceptable  levels  of  present-day 
turbofan  aircraft,  even  after  apparently  ample  application  of  noise  control  measures.  It  was  believed 
that  the  structure-borne  path  for  noise/vibration  transmission  provided  a  high  level  of  interior  noise 
transmission  through  paths  unaffected  by  airborne  sidewall  noise  transmission  treatments.  It  was 
also  felt  the  conventional  vibration  control  measures,  such  an  appropriate  application  of  damping 
material,  could  then  be  used  to  reduce  this  structure-borne  noise  path.  An  initial  program  of 
structure-borne  noise  transmission  research  in  single-engine  general  aviation  aircraft  was 
undertaken  in  1977  funded  by  NASA  Langley  Research  Center  [7-9]  and  a  second  program  was 
initiated  in  1985  which  evaluated  structure- borne  noise  transmission  in  wing  mounted  propeller 
driven  aircraft  [10-12].  This  paper  summarizes  the  various  applications  of  damping  materials 
employed  as  structure- borne  control  measures  during  these  programs. 

ENGINE  VIBRATION  ISOLATORS 

Engine/propeller  induced  structure-bome  interior  noise  transmission  has  been  shown  to  be 
equal  to  or  greater  than  the  direct  airborne  noise  transmission  levels  in  a  single-  engine  aircraft,  as 
shown  in  Figiue  1.  The  single  engine  light  aircraft  test  facility  used  to  obtain  the  data  in  Figure  1 
is  shown  in  Figure  2.  The  stantion  supports  shown  in  Figtire  2  supported  the  engine  and  cowling 
during  engine  detached  data  acquisition.  Cabin  noise  and  fuselage  vibration  levels  were  recorded 
during  ground  tests  for  engine-attached,  engine-detached,  interior-installed,  and  interior-removed 
configurations.  By  comparisons  of  the  data,  engine  induced  structure-bome  noise  was  shown  to 
be  a  primary  source  of  cabin  noise.  Corresponding  fuselage  vibration  levels  were  quite  high  with 
energy  concentrated  mainly  in  the  lower  frequencies.  A  measure  of  the  noise  control  effectiveness 
of  the  interior  trim,  consisting  of  vinyl  covered  fiberglass,  was  also  obtained. 

Improved  engine  vibration  isolation  was  proposed  to  be  the  most  weight  and  cost  efficient 
retrofit  structure-bome  noise  control  measure  for  the  single  engine  general  aviation  aircraft.  A 
study  was  carried  out  with  the  objectives:  1)  to  develop  an  engine  isolator  design  specification  for 
reduced  interior  noise  transmission,  2)  to  select/design  candidate  isolators  to  meet  a  15  dB  noise 
reduction  design  goal,  and  3)  to  carry  out  a  proof  of  concept  evaluation  test  Since  there  was  a 
measurable  propeller  airborne  noise  component  it  was  felt  the  a  laboratory  based  proof  of  concept 
evaluation  test  be  carried  out  to  eliminate  the  airborne  component.  To  this  end  the  laboratory  set 
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up  shown  in  Figure  3  was  employed  for  the  study.  A  dummy  mass  engine  driven  by  a  1600  lb 
electrodynamic  shaker  provided  the  structure- borne  noise  source  simulation  of  the  engine/propeller 
vibrations.  Force  levels  in  the  shaker  were  adjusted  to  produce  equivalent  interior  noise  levels  to 
those  measured  during  engine-  detached  engine-running  tests. 

A  coupled  analytical  and  empirical  structure-bome  noise  transmission  model  was  developed 
to  select  engine  isolator  dynamic  properties.  Description  of  the  transmission  model  is  given  in 
Reference  8  and  detailed  design  specification  curves  for  the  test  aircraft  are  given  in  Reference  9. 
Accuracy  of  the  analytical  isolator  design  model  is  given  in  Figure  4  wherein  predicted  peak  interior 
sound  pressure  level  response  versus  1/3  octave  excitation  frequency  is  given  for  a  set  of  rigid 
isolators.  When  the  rigid  isolators  where  replaced  with  a  set  of  soft  (series  22002)  isolators,  see 
Figure  5,  the  prediction  accuracy  remained  good  out  to  250  Hz.  The  increase  in  measured  interior 
noise  beyond  250  Hz  is  attributed  to  a  noise  floor  of  the  laboratory  setup  due  to  direct  shaker  airborne 
noise  radiation.  Nevertheless,  the  decreased  structure-bome  noise  (SBN)  transmission  using  the 
soft  rubber  isolators  is  apparent.  The  correlation  of  design  model  predictions  to  measured 
A- weighted  overall  interior  noise  levels  for  various  sets  of  isolators  considered  in  the  evaluation  is 
shown  in  Figure  6.  The  original  manufacture  engine  isolators  (3(X)6H)  were  for  the  most  part  rigid 
with  an  axial  stiffness  on  the  order  of  30,(X)0  Ib/in  at  a  1  (X)  Hz  while  the  soft  rubber  isolator  (22002- 1 ) 
showed  a  stiffness  of  approximately  3(X)  Ib/in  at  1(X)  Hz.  A  comparison  of  physical  size  of  the 
isolators  is  given  in  Figure  7. 

While  accelerometer  measurements  of  the  vibration  levels  of  the  structure  indicated  multiple 
mode  panel  response  no  attempts  were  made  at  treating  the  panels  with  add  on  damping  treatments. 
It  was  determined  that  a  decrease  of  10-15  dB  in  SBN  transmission  could  be  realized  with  proper 
design  of  the  engine  mounts  and  therefor  further  treatment  would  not  be  necessary  until  the  propeller 
direct  airborne  component  could  be  efficiently  dealt  with. 

WING  VIBRATION  REDUCTION 

The  potential  for  engine/propeller  vibration  as  a  manhor  source  of  strcture-bome  interior 
noise  in  wing  mounted  propeller  aircraft  has  not  been  thoroughly  investigated;  nevertheless, 
adequate  procedures  for  engine/propeller  vibration  isolation  appear  to  be  in  hand.  A  potentially 
more  important  source  of  SBN  transmission  is  provided  by  the  interaction  of  the  propeller  wake 
and  aircraft  wing  structure.  The  wing  surface  downstream  of  the  propeller  may  experience 
significant  aerodynamically-induced,  fluctuating  pressures  due  to  the  propeller  wake,  especially 
from  the  tip  vortex  [13].  Extensive  ground  tests  of  a  Twin  Otter  Aircraft  revealed  that  the  propeller 
wake  and  tip  vortex  interaction  with  the  wing  surface  was  the  major  source  of  interior  noise  for  the 
aircraft  at  50  percent  or  greater  engine  torque  [14].  The  interior  noise  spectra  were  dominated  by 
contributions  at  the  propeller  blade  passage  frequency  and  its  harmonics. 

Reference  10  describes  a  test  apparatus  built  to  study  propeller  wake/vortex-induced  SBN 
transmission  under  controlled  laboratory  conditions.  The  principal  approach  to  the  test  apparatus 
design  was  to  provide  a  physical  means  of  separating  the  airborne  and  structure-bome  noise 
components  so  that  the  structure-bome  noise  transmission  response  could  be  studied  directly  without 
airborne  noise  contamination.  The  major  components  of  the  test  apparatus,  as  shown  in  Figure  8, 
are  the  28  inch  diameter  propeller  source  (maximum  57(X)  rpm)  with  33  in  diameter  blower  providing 
70  ft/sec  inlet  flow,  the  80  in  span  3 1  in  chord  NACA  00 1 2  wing  providing  the  stractural  transmission 
path  and  the  40  in  diameter  72  in  long  ring  frame  and  stringer  constmcted  fuselage  with  integral 
floor  stmcture  and  interior  trim  providing  die  receiving  acoustic  volume.  The  5-1/2  in  thick,  54  in 
inside  diameter,  7-ft.  long  concrete  structure  provides  an  acoustic  shield  for  the  fuselage  fiom  direct 
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airborne  noise  radiation  from  the  propeller.  A  non-contacting  acoustic  seal  at  the  wing  penetration 
into  the  acoustic  shield  provides  adequate  airborne  noise  isolation  for  the  fuselage  structure  as  is 
shown  by  the  test  apparatus  dynamic  range  data  given  in  Table  1. 


TABLE  1.  TEST  APPARATUS  DYNAMIC  RANGE 


Spatial  average  noise  leve,  dB  | 

Configuration 

3450  rpm 

4260  rpm 

4980  rpm 

5700  rpm 

1st  Propeller  tone 

Wing  attached 

54.3 

62.9 

82.1 

91.7 

Wing  detached 

41.9 

55.8 

65.6 

63.5 

MB 

12.4 

7.1 

16.5 

28.2 

2nd  Propeller  tone 

Wing  attached 

57.9 

45.4 

59.4 

69.9 

Wing  detached 

49.1 

44.0 

40.8 

48.5 

MB 

8.8 

1.4 

18.6 

21.4  1 

Blocking  Mass/Fuel 

To  study  the  potential  benefits  of  using  wing  carried  fuel  as  a  blocking  mass  for  strucmre-bome 
noise  transmission  from  the  propeller  excitation  the  two  most  inboard  wing  cavities  were  fitted  with 
a  liquid  retaining  plastic  bladder.  A  schematic  of  the  test  configuration  with  wing  cell  and  panel 
nomenclature  is  given  in  Figure  9.  Cell  #1  in  the  wing  leading  ^ge  area  forward  of  the  front  spar 
and  contained  7.4  lb  of  simulated  fuel  and  Cell  #2  occupied  the  volume  between  the  front  and  rear 
spars  with  a  17.3  lb  simulated  fuel  capacity.  The  wing  overall  empty  weight  is  29.55  lb.  Baseline, 
no  fuel,  runs  were  made  and  sound  pressure  level  responses  were  recorded  at  several  interior 
microphone  locations.  When  simulate  fuel  was  added  to  Cell  #1,  negligible  reduction  in  interior 
noise  levels  resulted.  However,  when  simulated  fuel  was  then  added  to  Cell  #2,  a  measurable  noise 
reduction  was  achieved  above  4800  rpm  (160  Hz  for  the  first  propeller  tone),  as  is  shown  in  Figure 
10a.  Upon  removal  of  the  simulated  fuel  in  Cell  #1,  leaving  CeU  #2  full,  the  noise  reduction  persisted 
as  is  shown  in  Figure  10b. 

In  an  attempt  to  discover  the  mechanism  responsible  for  the  reduced  levels  of  vibration 
transmission  into  the  fuselage,  solid  masses  with  a  total  weight  and  center-of-  gravity  simulating 
the  liquid  in  Cell  #2  were  attached  to  the  wing  front  and  rear  spars  in  the  Panel  #2  area  and  the  noise 
transmission  data  acquisition  was  then  repeated.  As  can  be  seen  by  the  data  in  Figure  1 1,  the  solid 
masses  were  quite  effective  in  reducing  SBN  transmission. 

Panel  Damping  Treatments 

A  commercially  available  self-adhesive,  low-weight,  0.16  Ib/ft  squared  constrained  layer 
damping  material  of  thickness  0.016  inch  was  applied  to  wing  Panel  #2.  The  0.040  inch  thick 
aluminum  wing  skin  exhibited  an  increase  in  structural  loss  factor  from  0.018  to  0.080  u^n 
application  of  a  single  layer  of  the  damping  material.  The  damping  measurements  were  made  using 
a  single  degree-of-^edom  circle  fit  technique  utilizing  hammer  impact  frequency  response  function 
data  in  the  frequency  range  from  155  to  169  Hz  at  a  nominal  test  temperature  of  70  degrees  F.  The 
fundamental  panel  frequency  increased  upon  application  of  the  doping  material,  reflecting  a 
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constrained  layer  configuration.  However,  a  negligible  level  of  SBN  transmission  reduction  resulted 
(see  Figure  1 2)  as  compared  to  the  blocking  mass.  Of  course,  the  weight  expenditiu^  for  the  damping 
materi^  is  considerably  less  than  that  of  die  fuel  in  Cell  #2. 


Damping  material  was  also  systematically  applied  to  various  panels  and  panel  combinations 
along  the  enhdre  wing  span  on  both  upper  and  lower  surfaces.  The  use  of  surface  damping  treatment 
was,  for  the  most  part,  ineffective,  except  on  the  center  panel  areas  of  wing  Panels  #3  and  #4,  which 
are  the  panels  direcdy  in  the  wake  of  the  propeller.  The  most  effective  use  of  panel  damping  occurred 
when  it  was  used  in  conjunction  with  the  blocking  masses,  as  is  seen  in  Figure  13.  Here,  we  can 
see  the  damping  treatment  improve  the  SBN  transmission  losses  of  the  system  below  S  1(X)  rpm  and 
somewhat  degrade  the  reduction  at  the  higher  speeds.  This  should  be  expected  since  the  wing  center 
panel  first  mode  frequency  occurred  around  169  Hz  which  corresponds  to  a  propeller  speed  of  5070 
rpm.  One  might  view  the  propeller-induced  wing  vibrations  as  traveling  waves  being  reflected  by 
the  blocking  masses  on  the  wing  spar,  then  dissipated  by  the  damping  material  as  they  are  regenerated 
and  re-reflected. 

Treatment  of  the  wing  leading  edge  in  an  attempt  to  reduce  the  impact  forces  of  the  propeller 
wake  was  also  evaluated  using  wing  leading-edge  damping/isolation  material.  Several  types  of 
damping  material  and/or  foam  products  were  used  to  shield  the  wing  leading  edge,  up  to  5  inches 
aft,  ^ong  the  span  of  the  propeller.  No  measurable  reduction  in  SBN  transmission  occurred  at  any 
of  the  monitored  microphone  locations.  This  was  the  first  experimental  indication  that  the  propeller 
source  was  not  highly  confined  to  the  wing  leading  edge  which  was  confirmed  with  analytical 
predictions  [15]. 

Tuned  Mechanical  Absorber 

In  the  frequency  range  from  133  Hz  to  190  Hz,  which  contains  the  dominant  first  propeller 
harmonic,  the  design  and  implementation  of  low-damped,  high-Q,  tuned  dampers  were  found  to  be 
quite  difficult.  Bench-proven  damper  design  fell  considerably  short  of  expectation  when  mounted 
on  the  compliant  wing  spar  and  when  excited  by  the  propeller  source.  However,  the  use  of  an 
elastomerically  damped  tuned  resonator  appears  to  be  a  viable  SBN  transmission  control  measure. 
The  Highly  d^ped  design  with  increased  system  half-power  bandwidth  (out  to  16  Hz)  provides 
adequate  tuning  design  margin  and  propeller  speed  variation  compensation.  Such  a  system  exhibited 
10  to  15  dB  interior  noise  reduction. 

Figure  14  shows  a  photograph  of  the  highly  damped  (5%  critical)  elastomeric  damper  design 
evaluated  for  SBN  transmission  control.  The  damper  configuration  consists  of  a  base  elastomeric 
(natural  rubber)  "sandwich  mount,"  1.5  inch  diameter  by  1.0  inch  tall,  rated  as  350  Ib/in  in  shear  at 
50  lb  load,  and  2800  Ib/in  in  compression  at  420  lb  load.  The  sandwich  mount  weighing  0.1 1  lb 
supports  a  2.15  lb  weight  with  a  mass  center  approximately  3.5  inch  above  the  base  of  the  mount. 
The  high  mass  center  dlows  damper  response  to  various  base  input  excitation.  Base  and  support 
mass  mounted  accelerometers  were  used  to  obtain  a  measure  of  the  frequency  response 
char  acteristics  of  the  damper.  As  shown  in  Figure  15  identical  dampers  were  mounted  on  the  upper 
and  lower  flanges  of  the  wing  from  spar  (at  wing  station  4 1 .0).  The  external  mounting  of  the  damper 
facilitated  mounting  and  monitoring  of  the  doper’s  response.  The  propeller  airstream  did  not 
impinge  on  the  damper. 

An  electrodynamic  shaker  attached  to  the  wing  front  spar  at  wing  station  48.0  was  used  to 
obtain  damper  design  installation  effects  and  primarily  provide  for  quick-look  screening  of  candidate 
damper  designs.  The  mechanical  damper  of  Figure  14  shows  a  mass-to-base  vertical  resonant 
response  of  around  160  Hz  when  excited  by  the  shaker.  The  damj^r  resonant  response  decreased 
to  around  150  Hz  under  propeller  excitation.  A  resonant  response  in  the  frequency  range  of  150  to 


160  Hz  would  not  normally  be  expected  for  an  oscillatory  spring  rate  of  2800  Ib^n  and  supported 
mass  of  2. 1 5  lb.  However,  the  elastomer  was  not  under  preload  and  recall  that  elastomeric  materials 
are  preload  sensitive  and,  under  dynamic  loading,  an  increase  in  stiffness  by  a  factor  of  2  or  so  is 
not  unreasonable  [16].  Typical  SBN  transmission  reduction  obtained  with  the  mechanical  damper 
is  shown  in  Figure  16. 

To  verify  that  energy  extraction  was  the  principal  mechanism  of  the  tuned  damper,  a  dummy 
sandwich  mount  was  constructed  from  a  cylindrical  section  of  aluminum,  duplicating  the  outside 
diameter,  height,  and  weight  of  the  elastomeric  mount.  The  rigid  damper  was  also  tested,  and  the 
results  are  given  in  Figure  1 7.  As  can  be  seen,  the  damper  provided  only  a  small  amount  of  blocking 
mass  transmission  loss  and,  thus,  dissipation  is  the  primary  mechanism  for  the  reduced  SBN 
transmission. 

It  is  of  interest  to  note  that  for  a  base  wing  weight  of  29.55  lb,  an  added  total  damper  weight 
of  4.52  lb  (15  %  of  wing  weight)  produced  10  to  15  dB  of  interior  noise  reduction  in  a  broad  range 
of  propeller  speeds,  while  17.3  lb  (59  %  of  wing  weight)  of  liquid  fuel  in  the  same  wing  area 
produced  approximately  6  dB  noise  reduction  over  a  more  limited  propeller  speed  range. 

INSTALLATION  EFFECTS 

While  subject  of  aircraft  installation  effects,  such  as  rigid  wing-to  fuselage  attachment  and 
effects  of  an  installed  engine/nacelle  mass  [17],  is  beyond  the  scope  of  this  paper,  it  is  important  to 
point  out  that  the  only  SBN  control  measure  which  remained  mainly  unaffected  by  such  installation 
effects  was  the  tuned  mechanical  absorber. 

CONCLUSIONS 

From  full  scale  and  laboratory  evaluations  of  both  fuselage  mounted  single  engine  and  wing 
mounted  multi-en^ne  propeller  aircraft  it  was  found  that  structure-bome  interior  noise  can  be  equd 
to  or  greater  than  direct  airborne  noise  transmission.  It  was  further  determined  that  proper  application 
of  elastomeric  damping  materials  can  provide  control  of  structure-bome  noise  transmission  via: 

a)  Increased  engine/propeller  vibration  isolation. 

b)  Reduced  propeller  wake  excited  wing  vibrations  via  tuned  mechanical  dampers  inboard 
of  the  propeller  wake. 

c)  Selected  panel  damping  treatments  when  used  with  inboard  blocking  masses. 
REFERENCES 

1.  J.  J.  Catherines  and  W.  H.  Mayes,  "Interior  Noise  Levels  of  Two  Propeller-Driven  Light 
Aircraft,"  NASA  TMX-72716,  July  1975. 

2.  J.  A.  Rupf,  "Noise  Effects  on  Passenger  Communication  in  Light  Aircraft. "  Paper  No.  770446, 
SAE  Business  Aircraft  Meeting,  Wichita,  Kansas,  April  1977. 

3.  N.  Broner,  "The  Effects  of  Low  Frequency  Noise  on  People  -  A  Review,"  Journal  of  Sound 
Vibration,  58  (4),  1978. 

4.  J.  S.  Mixson  and  C.  K.  Barton,  "Investigation  of  Interior  Noise  in  a  Twin-Engine  Light 
Aircraft,"  Journal  of  Aircraft,  Vol.  15,  No.  4,  April  1978,  pp.  227-233. 


IBC-6 


5.  J.  D.  Re  veil,  F.  J.  Balens,  and  L.  R.  Koval,  "Analytical  Study  of  Interior  Noise  Control  by 
Fuselage  Design  Techniques  on  High-Speed,  Propeller-Driven  Aircraft,"  NASA  CR-159222, 
Lockheed-Califomia  Company,  July  1978. 

6.  J.  F.  Dugan,  B.  A.  Miller,  E.  J.  Graber,  andD.  A.  Sagersen,  "The  NAS  A  High-Speed  Turboprop 
Program,"  NASA  TM  81561,  October  1980. 

7.  J.  F.  Unruh  and  D.  C.  Scheldt,  "Engine  Induced  Structural-Bome  Noise  in  a  General  Aviation 
Aircraft",  SAE  Paper  790626,  Business  Aircraft  Meeting  and  Exposition,  Wichita,  Kansas, 
April  3-6, 1979. 

8.  J.  F.  Unruh,  "Procedure  for  Evaluation  of  Engine  Isolators  for  Reduced  S  tructure-Borae  Noise 
Transmission",  Journal  of  Aircraft,  Vol.  20,  No.  1,  January  1983,  pp.  76-82. 

9.  J.  F.  Unruh,  "Specification,  Design,  and  Test  of  Aircraft  Engine  Isolators  for  Reduced  Interior 
Noise",  Joumd  of  Aircraft,  Vol.  21,  No.  6,  June  1984,  pp.  389-  397. 

10.  J.  F.  Unruh,  "Propeller-Induced  Structure-Bome  Noise:  Laboratory-Based  Test  Apparatus", 
AIAA  Paper  86- 1938,  AIAA  10th  Aeroacoustics  Conference,  Seattle,  Washington,  July  9-11. 

11.  J.  F.  Unruh,  "Detection  of  In-Flight  Propeller-Induced  Stmcture-Bome  Noise,"  Journal  of 
Aircraft,  Vol.  24,  No.  7,  July  1987,  pp.  441-446. 

12.  J.  F.  Unruh,  "Structuie-Bome  Noise  Control  for  Propeller  Aircraft",  Journal  of  Aircraft,  Vol. 
25,  No.  8,  August  1988,  pp.  752-757. 

13.  B.  A.  Miller,  J.  H.  Dittman,  and  R.  J.  Jerachi,  "The  Propeller  Tip  Vortex  --  A  Possible 
Contributor  to  Aircraft  Cabin  Noise,"  NASA  TM  81768,  April  1981. 

14.  V.  L.  Metcalf  and  W.  H.  Mayes,  "Structure-bome  Contribution  to  Interior  Noise  of  Propeller 
Aircraft,"  SAE  Paper  830735,  Business  Aircraft  Meeting  &  Exposition,  Wichita,  Kansas, 
April  12-15,  1983. 

15.  J.  F.  Unruh,  "Prediction  of  Aircraft  Propeller-Induced,  Structure-Borne  Interior  Noise,"  AIAA 
Journal  of  Aircraft.  Vol.  25,  No.  8,  August  1988,  pp.  758-764. 

16.  J.  C.  Snowdon,  Handbook  of  Vibration  and  Noise  Control.  Applied  Research  Laboratory, 
The  Pennsylvania  State  University,  Report  AD/A-071485,  Apiri  1979. 


IBC-7 


AWEIGHTED 
INTERIOR 
NOISE  LEVEL 
dB(A) 


FREQUENCY.  Hz 

Figure  1.  Structure-Bome  Noise  Equals  Airborne  Noise 


Figure  2.  Single  Engine  Light  Aircraft  Test  Facility 
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Figiue  5,  Peak  SPL  Response  Soft  Rubber  Isolators 
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Figure  7.  Engine  Mount  and  Vibration  Isolators 
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Figure  8.  Structiac-Bome  Noise  Test  Facility 
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Figure  9.  Schematic  of  Test  Apparatus 


Simulated  Wing  Fuel  on  SBN  Transmission 
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Figure  12.  Typical  Effect  of  Damping  Material  on  SEN  Transmission 
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Combined  Effect  of  Blocking  Mass  and  Panel  Damping  Treatment 
on  SBN  TTransmission,  Microphone  #9 
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Figure  16.  Effectt  of  Tuned  Damper  on  SEN  Transmission,  Microphone  #7 
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Figure  17.  Effect  of  Rigid  Damper  on  SEN  Transmission,  Microphone  #7 
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Abstract  -  At  high  angle  of  attack  the  F/A-18  empennage  is  subjected 
to  intense  dynamic  loads  caused  by  buffeting  flow  generated  by  the  wing 
leading  edge  extension  (LEX).  At  angles  of  attack  of  approximately  20 
degrees  the  stabilator  and  the  engine  mounts  both  exhibit  high  dynamic 
response.  Flight  test  data  show  that  the  engine  mounts  have  a  very  strong 
response  at  approximately  45  Hz,  while  ground  tests  show  that  the  stabilator 
has  two  resonant  frequencies  in  this  frequency  range.  Also,  the  stabilator 
response  and  the  engine  mount  response  have  a  very  high  degree  of  correlation 
as  measured  during  flight  test.  Therefore,  it  was  postulated  that  (a)  the 
stabilator  resonant  modes  drive  the  engine  mounts  and,  (b)  if  the  stabilator 
response  could  be  reduced,  the  engine  mount  response  could  also  be  reduced. 

A  combined  analytical  and  experimental  study  was  under  taken  to  deter¬ 
mine  if  the  stabilator  response  could  be  reduced  by  using  contained  layer 
viscoelastic  treatment.  The  goal  was  to  cut  the  stabilator  response  in  half, 
and,  in  order  to  do  this,  the  level  of  damping  in  the  system  would  have  to  be 
doubled.  Since  damping  measured  in  flight  for  the  modes  of  interest  was 
about  ten  percent,  the  goal  was  to  obtain  ten  percent  damping  in  these  modes 
on  the  ground.  If  the  results  of  the  analytical  study  and  experiment  proved 
posiuive,  a  flight  test  program  to  determine  the  effect  of  stabilator  damping 
on  engine  mount  loads  under  buffet  flight  conditions  was  to  be  carried  out. 

Explanation  of  the  Problem  -  Modern  high  performance  fighter  aircraft 
are  required  to  have  a  high  degree  of  maneuverability  as  well  as  high  speed. 
On  the  F/A-18  aircraft  the  ability  to  fly  to  high  angles  of  attack  is 
achieved  by  the  added  lift  created  by  the  leading  edge  extension  (LEX)  which 
acts  like  a  low  aspect  ratio  delta  wing  at  high  angles  of  attack.  Under  this 
condition,  lift  is  generated  by  a  vortex  that  forms  off  the  LEX.  In  order  to 
maintain  stability  at  high  angles  of  attack,  the  vortex  flow  is  used  to 
entrain  air  over  the  empennage  surfaces,  thus  maintaining  their  effectiveness 
and  hence  aircraft  stability.  The  F/A-18  at  a  high  angle  of  attack  flight 
condition  is  shown  in  Figure  1.  Under  conditions  of  high  humidity,  the 
vortex  from  the  LEX  and  from  the  wing  tip  can  be  seen.  Associated  with  the 
LEX  vortex  is  high  energy  turbulent  flow.  When  this  flow  impinges  on  an 
empennage  surface,  a  high  dynamic  response  condition  results;  a  condition 
which  has  led  to  structural  damage  to  the  aerodynamic  surface  and  to  other 
parts  of  the  aircraft. 
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Figure  1.  F/A-18  Aircraft  at  High  Angle-of- Attack  Showing  Vortex 
From  the  Leading  Edge  Extension  and  Wing  Tips 
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For  the  case  of  interest  here,  the  engine  mounts  were  being  damaged. 

From  flight  test  data  it  was  determined  that  the  engine  mounts  experience 
high  dynamic  loads  at  the  same  time  as  the  stabilator  is  being  excited  by  the 
buffeting  flow.  It  was  theorized  that  the  loads  from  the  stabilator  were 
being  transmitted  from  the  stabilator  into  the  fuselage  and  then  into  the 
engine  mounts.  This  premise  was  supported  by  the  fact  that  both  the  stabil¬ 
ator  and  the  engine  mounts  have  resonances  in  the  45  Hz  range,  and  it  is  at 
these  resonant  frequencies  that  most  of  the  engine  mount  response  is 
observed.  In  addition,  flight  test  data  showed  a  very  high  correlation 
between  engine  mount  response  and  stabilator  response.  Thus,  based  on  these 
assumptions,  it  was  postulated  that  a  reduction  of  stabilator  response  would 
reduce  engine  mount  response. 


Analytical  Studies  -  Since  this  is  a  dynamic  response  problem,  damping 
is  one  of  the  factors  that  control  the  amplitude  and  thus,  if  it  can  be 
introduced,  can  be  a  solution.  Constrained  layer  viscoelastic  material  will 
introduce  damping.  A  procedure  that  can  be  used  to  compute  the  modal  damping 
from  the  properties  of  the  viscoelastic  materials  is  the  modal  strain  energy 
method  (Reference  1).  This  method  was  used  for  all  of  the  damping  calcula¬ 
tions.  It  requires  the  calculation  of  the  ratio  of  the  strain  energy  in  the 
viscoelastic  material  to  the  total  strain  energy  in  the  structure  on  a  mode 
by  mode  basis.  This  ratio  is  an  approximation  to  the  modal  damping  assuming 
a  material  loss  factor  of  1.0  for  the  viscoelastic  material.  This 
calculation  is  shown  in  the  following  equation. 

_  1/2  ^ 

^  1/2  (})Tk  (ji  S 

where:  ()i  =  eigenvector 

K  =  stiffness  matrix 


=  stiffness  matrix  for  viscoelastic  only 
S  =  strain  energy 

=  strain  energy  for  viscoelastic 

In  order  to  carry  out  this  computation,  a  vibration  model  of  the  struc¬ 
ture  to  be  treated  with  viscoelastic  material  is  required.  A  NASTRAN 
beam-rod  vibration  model  of  the  stabilator  had  been  developed  for  use  in 
flutter  studies  and  that  model  was  modified  for  the  present  studies.  These 
modifications  included  the  addition  of  REAR  elements  from  the  beam  that 
defined  the  elastic  axis  to  the  surface  where  the  viscoelastic  elements  were 
to  be  attached.  The  viscoelastic  material  was  modeled  using  NASTRAN  HEXA 
elements  and  the  constraining  layer  was  modeled  using  NASTRAN  CQUAD  elements. 
For  the  initial  studies,  the  shear  modulus  of  the  viscoelastic  material  was 
assumed  to  be  1000  psi  and  the  damping  treatment  was  assumed  to  be  applied  in 
six  sections  of  equal  width.  The  stabilator  with  the  viscoelastic  material 
and  constraining  layer  is  shown  in  schematic  form  in  Figure  2.  The  material 
properties  of  the  damping  treatment  are  indicated  as  well. 

Vibration  studies  with  this  model  were  run  to  determine  the  strain 
energy  in  the  viscoelastic  elements.  The  damping  levels  determined  from  the 
strain  energy  ratio,  as  well  as  the  modal  frequencies,  are  shown  in  Figure  3. 
Data  for  the  first  four  modes  are  shown.  The  two  modes  of  interest  here  are 
the  pitch/torsion  mode  and  the  second  bending  mode  which  have  frequencies  of 
h\.l  Hz  and  A7.8  Hz  respectively.  The  engine  mounts  show  maximum  response  at 
approximately  45  Hz.  The  other  modal  frequencies  fall  outside  of  the  range 
of  interest.  The  predicted  level  of  damping  in  the  pitch/ torsion  mode  is 
relatively  low.  This  is  because  there  is  very  little  strain  energy  in  the 
structure,  rather  most  of  the  energy  is  in  the  actuator  since  the  motion  is 
largely  pitch  about  the  spindle.  This  mode  is  not  a  candidate  for  visco¬ 
elastic  damping  applied  to  the  surface.  The  second  bending  mode,  however, 
has  a  very  high  level  of  predicted  damping.  Thus,  if  excitation  from  this 
mode  were  the  source  of  the  high  engine  mount  loads,  damping  could  be  very 
effective  in  reducing  them. 


IBD-3 


Damping  Treatment  Properties 

Layer 

Thickness 

in. 

Weight 

lbs. 

EpsI 

V 

Density 

lb/in.3 

Viscoelastic 

Constrained 

Layer 

0.01 

0.07 

3.25 

22.75 

1000 

22.E06 

0.49 

0.33 

0.05 

0.05 

Constraining  Layer  0.07 
Viscoelastic  Layer  0.01 


Note:  All  dimensions  given  in  inches. 
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Figure  2.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 


Mode 

Number 

Loss  Factor, 

V 

Frequency 

(Hz) 

1  (1st  Bending) 

0.072 

12.68 

2{Pitch/Torsion) 

0.041 

41.74 

3  (2nd  Bending) 

0.191 

47.78 

4  {2nd  Torsion) 

0.102 

87.53 
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Figure  3.  F~18  Horizontal  Tail  Constrained  Layer 
Damping  Treatment 
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In  order  to  investigate  the  effectiveness  of  damping  to  control  the 
stabilator  response  during  buffeting  flow  conditions,  additional  analytical 
studies  were  run.  Using  the  predicted  levels  of  damping  as  calculated  above, 
buffet  response  calculations  were  made.  Unsteady  pressures  during  buffet 
conditions  were  measured  during  a  wind  tunnel  program  described  in  Reference 
2.  These  pressures  were  scaled  to  aircraft  size  and  were  used  as  the  forcing 
function  in  the  response  calculation.  The  method  to  accomplish  the  scaling 
and  for  carrying  out  the  calculation  itself  is  also  described  in  Reference  2. 
The  results  of  these  calculations  are  shown  in  Figure  4.  The  data  are 
presented  in  the  form  of  bending  and  torsion  moment  PSD's  for  a  root  station 
and  a  70  percent  span  station.  Data  for  the  base  line  stabilator  with  only 
aerodynamic  damping  present  is  compared  to  that  computed  with  the  damping 
from  the  viscoelastic  treatment  included  (damping  levels  from  Figure  3).  For 
the  root,  where  the  loads  would  be  directly  transferred  into  the  fuselage, 
the  response  in  the  critical  45  Hz  range  is  reduced  by  a  factor  of  two. 

Thus,  even  though  only  one  mode  is  effectively  being  controlled,  the  reduc¬ 
tion  in  response  is  still  significant. 
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Figure  4.  F/A-18  Stabilator  Buffet  Response  Predictions 
WIth/WIthout  Viscoelastic  Damping  Treatmem 
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The  distribution  of  modal  strain  energy  in  the  second  bending  mode  is 
shown  in  Figure  5.  This  figure  shows  that  most  of  the  strain  energy  is 
concentrated  in  three  sections  inboard  of  the  tip.  If  only  the  second 
bending  mode  needs  to  be  controlled,  then  it  is  necessary  to  install  damping 
treatment  only  in  this  area.  This  is  what  was  done  since  the  other  mode  in 
the  frequency  range  of  interest,  the  pitch/ rotation  mode,  could  not  be 
controlled  by  constrained  layer  viscoelastic  treatment.  The  remaining  modes 
have  frequencies  that  fall  outside  the  frequency  range  of  interest. 


Note:  All  dimensions  given  in  inches.  oPsa-ooTs-ij-o 

Figure  5.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Modal  Strain  Energy  Distribution  Mode  3 
(2nd  Bending) 


For  geometric  reasons  the  treatment  configuration  shown  in  Figure  6  was 
selected  as  best.  The  treatment  was  broken  into  two  pieces  because  in  the 
area  where  the  treatment  is  required,  the  composite  skin  has  several  ply 
drop-offs.  This  makes  the  surface  very  irregular  and,  since  the  constraining 
layers  are  very  stiff,  they  would  be  difficult  to  manufacture  if  they  had  to 
run  across  the  ply  drop-offs.  The  material  properties  for  the  viscoelastic 
and  constraint  material  are  also  shown  in  Figure  6.  The  ISD-113  viscoelastic 
material  was  selected  primarily  because  it  was  available  at  the  time  the  test 
had  to  be  run.  The  constraint  material  was  carbon  epoxy.  A  composite 
constraining  layer  was  -elected  to  maximize  the  stiffness  to  weight  ratio  and 
an  orthotropic  ply  lay-up  was  selected  to  maximize  the  stiffness  in  the 
direction  of  maximum  bending.  In  general,  the  stiffer  the  constraining  layer 
is,  the  higher  the  damping. 
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Damping  Treatment  Properties 

Layer 

Thickness 

In. 

Weight 

lbs. 

Density 

Ib/in? 

Viscoelastic 

Constraint 

0.020 

0.094 

2.9 

12.6 

0.050 

0.057 

Viscoetastic  Material  Are  Temperature  Dependent. 


Constraint  Layer  Material  Properties  Are  Orthotropic: 
E  =  18.7E6  Along  Elastic  Axis 
E  =  2.5E6  Perpendicular  to  Elastic  Axis 


Y 


H 


Note:  AH  dimensions  given  in  inches. 
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Figure  6.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 


For  the  viscoelastic  treatment  geometry  shown  in  Figure  6,  analytical 
studies  were  conducted  to  determine  the  sensitivity  of  damping  to  various 
geometric  parameters.  For  example,  shown  in  Figure  7  is  a  plot  of  modal 
damping  as  a  function  of  shear  modulus  of  the  viscoelastic  material  for  three 
different  thicknesses  of  the  viscoelastic  material.  It  is  interesting  that 
while  the  peak  damping  changes  by  a  small  amount  as  the  thickness  changes,  it 
also  tunes  to  a  different  shear  modulus.  This  data  can  be  used,  along  with 
the  material  data  shown  in  Figure  8  for  ISD-113,  to  plot  damping  as  a  func¬ 
tion  of  temperature.  This  conversion  was  carried  out  and  the  result  is  shown 
in  Figure  9.  This  data  is  interesting  in  that  the  thickness  parameter  shows 
the  ability  to  tune  the  peak  damping  to  a  given  temperature  in  the  same  way 
that  it  was  able  to  tune  peak  damping  to  a  given  shear  modulus.  Also,  for 
the  range  of  thicknesses  studied  here,  the  thickest  material  does  show  the 
highest  damping.  Since  both  the  material  loss  factor  and  the  shear  modulus 
of  the  viscoelastic  material  are  temperature  dependent,  both  must  be  con¬ 
sidered.  However,  the  shear  modulus  accounts  for  most  of  the  trend  shown  in 
Figure  9. 

A  second  study  was  run  to  determine  the  effect  of  treatment  length  on 
modal  damping.  Shown  in  Figure  10  is  a  plot  of  modal  damping  as  a  function 
of  viscoelastic  material  shear  modulus  for  three  different  treatment  lengths. 
It  can  be  seen  that  the  effect  of  changing  treatment  length  is  to  tune  the 
peak  damping  value  to  a  different  shear  modulus,  as  well  as  to  change  the 
level  of  peak  damping.  The  level  of  peak  damping  changes  from  about  11 
percent  to  about  13  percent.  The  data  from  Figure  10  plotted  as  a  function 
of  temperature  is  shown  in  Figure  11  for  the  ISD-113  material.  Now  it  can  be 
seen  that  the  effect  of  increasing  treatment  length  is  to  increase  the  peak 
level  of  damping  and  also  to  tune  it  to  a  higher  temperature. 
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Figure  7.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Damping  Sensitivity  to  Viscoelastic  Thickness  Patch  Length  32  In. 


Temperature  -  °F 


Reduced  Frequency  -  fa^  Qp»3.oo75-ito 

Figure  8.  Viscoelastic  Material  Properties  ISD  - 113 
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Figure  9.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Damping  Sensitivity  to  Viscoelastic  Thickness  Patch  Length  32  In. 
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Figure  10.  F/A<18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Damping  Sensitivity  to  Patch  Length  Visco  Thickness  0.02  In. 
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Figure  11.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Damping  Sensitivity  to  Patch  Length  Visco  Thickness  0.02  In. 


Thus,  both  treatment  length  and  thickness  of  the  viscoelastic  material 
can  be  used  to  tune  peak  damping  to  a  given  temperature.  Because  of  this, 
the  geometric  properties  of  the  damping  treatment,  as  well  as  the  visco¬ 
elastic  material,  must  be  selected  such  that  peak  damping  occurs  at  a  temper 
ature  that  matches  the  temperature  where  structural  response  is  a  maximum. 
For  the  case  at  hand  a  length  of  32  inches  was  fixed  by  the  geometric  con¬ 
siderations  already  mentioned.  It  will  be  shown  that  a  longer  length  would 
nave  been  a  better  choice.  The  thickness  of  the  viscoelastic  material  was 
selected  as  0.02  inches.  This  selection  was  based  on  material  availability 
and  the  thought  that  a  thicker  material  would  help  to  fill  local  voids.  A 
viscoelastic  material  thickness  of  0.01  inches  would  have  been  a  better 
choice  as  will  be  shown  next. 

The  modal  damping  from  the  analytical  study  for  the  material  and 
geometric  properties  that  were  selected,  and  also  a  non-dimensional  damage 
curve  for  the  engine  mounts  are  plotted  in  Figure  12  as  a  function  of  temper 
ature.  The  non- dimensional  damage  curve  was  determined  from  aircraft  usage 
data.  Initially,  the  maneuver  data  was  compiled  as  a  function  of  altitude 
and  Mach  number.  This  data  was  then  converted  to  temperature  based  on 
statistical  data  for  aircraft  usage  for  standard  day,  hot  day,  and  cold  day 
conditions.  Each  data  point  represents  a  delta  temperature  range  of  20 
degrees.  Thus,  for  the  peak  damage  temperature,  30  percent  of  the  damage 
occurs  between  20  and  40  degrees.  Failure  occurs  when  the  total  damage 
reaches  100  percent.  The  predicted  loss  factor  has  a  peak  at  about  zero 
degrees  F  whereas  the  damage  curve  has  its  peak  at  about  30  degrees  F.  Thus 
the  viscoelastic  treatment  is  not  optimum  for  the  problem  that  it  was 
intended  to  control.  The  temperature  where  peak  loss  factor  occurs  could 
have  been  tuned  by  reducing  the  thickness  of  the  viscoelastic  material  or  by 
increasing  the  length  of  the  treatment.  Unfortunately,  the  constraints 
mentioned  previously,  rendered  this  impossible. 
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Figure  12.  F/A<18  Horizontal  Tail  Conalrained  Layer  Damping  Treatment 

Comparison  of  Mode  3  Damping  and  Analytical  Damage  Versus  Skin  Temperature 


Experimental  Investigation  -  The  damping  treatment  described  in  the 
previous  section  was  fabricated  and  installed  on  a  pair  of  F/A-18  horizontal 
tails.  The  treatment  installation  is  shown  in  Figure  13.  The  constraint 
layer  was  constructed  from  a  high  modulus  composite  material  that  was  laid  up 
such  that  most  of  the  fibers  were  orientated  in  the  span-wise  direction. 

Very  little  strain  occurs  in  the  chordwise  direction  and  therefore  no  stiff¬ 
ness  is  required  in  that  direction.  The  viscoelastic  material  was  attached 
to  the  constraint  layers  and  any  air  bubbles  were  eliminated.  As  a  safety  of 
flight  item,  a  thin  line  of  sealer  was  added  to  the  leading  edge  and  to  the 
trailing  edge  of  the  constraint  layers.  This  was  done  to  ensure  that  the 
constraint  layers  would  not  peel  off  in  flight.  The  backing  paper  was  next 
removed  from  the  viscoelastic  material  and  the  constraint  layer/viscoelastic 
material  combination  was  attached  to  the  stabilator.  The  procedure  used  was 
to  stick  one  end  of  the  constraint  layer  to  the  stabilator  using  the  visco¬ 
elastic  material  as  the  adhesive,  and  then  to  push  down  the  constraining 
layer  in  order  to  work  the  bond  toward  the  other  end.  This  procedure  was 
intended  to  remove  trapped  air.  Once  the  damping  treatment  was  attached,  the 
stabilator  was  put  in  a  vacuum  bag  and  then  into  an  autoclave  at  150  degrees 
F.  This  was  intended  to  ensure  that  the  viscoelastic  material  was  completely 
attached  to  the  stabilator  and  to  speed  curing. 
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Figure  13.  Viscoelastic  Damping  Treatment  Installed 
on  F/A-18  Stabllator 
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These  tails  were  installed  on  an  F/A-18  aircraft  and  a  ground  vibration 
test  to  measure  modal  frequencies  and  damping  was  conducted.  A  complete 
modal  survey  of  the  stabilators  was  conducted  at  room  temperature.  This  was 
done  to  verify  that  the  mode  shapes  and  frequencies  were  being  correctly 
predicted  by  the  analysis.  The  change  in  the  mode  shapes  due  to  the  damping 
treatment  was  predicted  to  be  small  and  this  is  basically  what  was  found  in 
the  test.  Since  it  was  well  known  that  the  damping  generated  by  the  visco¬ 
elastic  material  is  temperature  dependent,  the  modal  frequencies  and  damping 
were  measured  over  a  temperature  range  from  0  degrees  F  to  80  degrees  F. 

This  was  done  by  constructing  styrofoam  boxes  around  the  horizontal  tails  and 
blowing  air,  cooled  by  liquid  nitrogen  heat  exchangers,  into  them.  The 
temperature  of  the  viscoelastic  material  was  monitored  by  thermocouples  that 
were  attached  to  the  constraint  layers.  The  procedure  used  to  obtain  data 
was  to  start  cooling  the  stabilators  and  monitor  the  temperature  of  the 
thermocouples.  As  a  temperature  data  point  was  being  approached,  the  shakers 
were  turned  on  and  the  resonant  frequency  for  the  second  bending  mode  was 
tuned.  This  frequency  and  the  transmissibility  were  recorded.  Damping  was 
measured  by  the  decay  method.  A  picture  of  the  test  set-up  is  shown  in 
Figure  lA.  This  system  worked  well  and  damping  measurements  over  the  temper¬ 
ature  range  of  interest  were  obtained. 
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Figure  14.  Vibration  Test  Setup 

Stabilator  Inside  Styrofoam  Box 

Mi^d.ii  loss  factors  as  a  i'uiicLion  of  temperature,  as  predicted  by 
analysis  am;  as  I'U'asurcni  hv  the  experiment,  are  shown  in  Figure  15.  As  can 
hc'.  st'en  Iran  trie  figure;,  the;  measured  damping  is  c'ons i de rab  1  y  less  than 
predictei!  from  t  lu'  analv.sis.  In  addition,  the  temperature  at  which  the  peak 
liarnping  i uu  u r real  was  about  10  dtigrees  higher  than  what  was  predicted.  The 
reasons  fi.'r  this  ai'c'  not  fullv  understood.  However,  it  was  found  from 
ult.ra-sonic  i  nsfv'c  t  i  on  that  t  lu;  bond  between  the  viscoelastic  material  and 
t  hir  pronai".'  strucl.urcc  was  netween  AO  to  80  percent  complete.  This  incomplete 
bi'nding  was  believed  to  have  bcu'ii  caused  by  air  bubbles  trapped  during  the 
instalia'  ion  [uvnasivirc' .  A  second  possible  sourc:e  for  the  discrepancy  is  that 
t  lie  sealant  that  w.is  used  on  the  leading  edge  and  trailing  edge  of  the 
c  oust  la  i  n  i  ng  iaver  inav  have  ac  t('d  as  an  adhesive  and  prevented  the  constrain¬ 
ing  la'.'c'r  froi'i  !  ore  ing  the  viscoelastic  material  into  shear.  This  possi- 
i;  i  i  i  f  ■-  was  cheeke.l  tr/  eomparing  the  viscoelastic  properties  of  the  sealant  to 
those  oi  the  ISii-il  5  aiid  it  was  determined  that  this  effect  should  have  been 
small.  A  third  possibililv  for  I'rror  is  in  the  modal  strain  energy  calcula- 
t  ioti  itself.  I  he  vibrat  ic'n  model  that  was  used  for  the  stabilator  was 
r ,  ,,;;rr ..  I  »,•;  ,oot  sf'riugs  to  ground.  Thus,  any  strain  (tnergy  in  the  fuselage 
would  not  b('  account  ed  fi'r.  bur  ing  the  vibration  test  a  sma  1  i  but  signifi¬ 
cant  amount  ot  tu.seiage  mot  ion  was  deteeti.d.  Thus,  some  modal  strain  energy 
must  h('  Clin’ ,1  i  neci  in  that  [tart  c^f  the  .structure.  If  this  were  crue,  cher.  •‘he 
dcn()minator  in  the  mocla  1  strain  energy  calculation  would  increase  and  reduce 
the  jift'ci  i  ct  erl  modal  champing.  I'n  t  ort  unato  1  y  ,  a  finit.e  element  model  of  the 
tuselage  ami  st,ibilatc;r  th'."^  t..^  t  r  n  t t  ■.j'o'm'sis  was 

ncct  available.  Finaliv,  it  is  pos.sible  that  all  of  these  factors  could  have 
contributed  to  the'  rc'duction  in  damping  that  was  observed  in  the  experiment. 
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Figure  15.  F/A-18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Second  Bending  Mode 

Besides  measuring  modal  damping  as  a  function  of  temperature,  modal 
frequency  was  also  measured.  This  data  is  shown  in  Figure  16  for  both  the 
analysis  and  the  test.  What  is  interesting  is  that  the  delta  frequency 
change  over  the  temperature  range  of  the  test  was  predicted  to  be  about  6  Hz 
and  the  measured  result  was  about  4  Hz.  This  would  suggest  that  the  stiff¬ 
ness  effects  being  introduced  by  the  viscoelastic  treatment  are  being  modeled 
more  accurately  than  are  the  damping  effects.  In  fact,  it  would  imply  that 
77  percent  of  the  predicted  stiffness  increase  is  actually  present. 


FIguro  16.  F/A*18  Horizontal  Tail  Constrained  Layer  Damping  Treatment 

Shift  in  2nd  Bending  Mode  Frequency  With  Temperature  Change 
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Conclusions  -  Because  the  predicted  levels  of  damping  were  not  attained 
during  the  ground  vibration  test,  the  flight  test  to  measure  engine  mount 
loads  was  canceled.  Thus,  the  assumption  that  stabilator  response  was  a 
factor  in  engine  mount  loads  w.as  not  proved  or  disproved  by  this  investiga¬ 
tion.  However,  the  investigation  showed  that  additional  work  in  both  the 
experimental  and  analysis  areas  is  required  if  the  high  level  of  damping 
required  by  primary  aircraft  surfaces  is  to  be  achieved.  This  is  especially 
true  with  composite  materials  as  were  used  in  these  tests. 

For  fundamental  modes  of  primary  aircraft  structure,  high  levels  of 
damping  are  required  in  order  to  control  buffet  type  response  because,  with 
these  surfaces,  high  levels  of  aerodynamic  damping  are  present.  In  general 
doubling  the  damping  will  cut  the  response  in  half  at  the  resonant  frequency. 
Thus,  levels  of  damping  must  be  introduced  that  at  least  match  those  obtained 
in  flight  if  the  damping  treatment  is  to  be  effective. 

The  vibration  model  that  was  used  for  these  studies  was  entirely 
adequate  for  the  purpose  for  which  it  was  initially  constructed,  modal 
analysis  and  flutter  analysis  where  the  assumption  of  a  root  fixed  to  the 
fuselage  through  clock  springs  can  be  used.  For  the  modal  strain  energy 
ca] eolation,  however,  a  full  aircraft  vibration  model  may  be  required  if 
aircraft  primary  vibration  modes  are  being  investigated. 

Geometric  properties  of  the  damping  treatment  can  be  used  to  tune  peak 
damping  as  a  function  of  temperature.  However,  the  viscoelastic  material 
itself  is  the  main  source  for  controlling  damping  as  a  function  of  tempera¬ 
ture. 


Even  though  this  study  was  not  completely  successful,  it  should  not 
serve  as  a  deternent  to  future  work  in  this  area.  What  is  required  is  a 
better  way  to  install  the  damping  treatment.  If  this  can  be  found,  the 
promise  of  increased  structural  life  and  reduced  weight  can  be  achieved. 
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